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SPECIAL ANNOUNCEMENTS 











Two ERIC Clearinghouses Change Locations 


The competition for the ERIC Clearinghouse contracts was completed at the end of 
calendar 1987. Tne Department of Education has announced contractor changes for 
the ERIC Clearinghouse on Reading and Communication Skills (CS) and the ERIC 
Clearinghouse on Tests, Measurement, and Evaluation (TM). The new locations, 
effective January 1, 1988, are as follows: 


ERIC Clearinghouse on Reading and Communication Skills (CS) 
Indiana University 

Smith Research Center 

2805 East 10th Street 

Bloomington, IN 47405 


ERIC Clearinghouse on Tests, Measurement, and Evaluation (TM) 
American Institutes for Research (AIR) 

Washington Research Center 

1055 Thomas Jefferson St, N.W. 

Washington, D.C. 20007 


Pe 


ERIC Document Reproduction Service (EDRS) 
Granted 5% Price Increase 


Effective February 1, 1988, on-demand microfiche from EDRS will sell for $0.82 
per title (i.e. for up to 5 fiche; for titles requiring more than 5 fiche, add $0.16 per each 
additional fiche). On-demand reproduced paper copy will cost $1.94 per 25-page 
increment. The EDRS price tables in the back of RIE and on the back cover have been 
modified accordingly. 











ED 285 967 — 286 992 
February 1988 
Volume 23/Number 2 


CONTENTS 


Special Announcement(s) 

Selected Acronyms 

Library of Congress Cataloging in Publication 
Introduction 


DOCUMENT SECTION 
Sample Resume 
Document Resumes 
INDEX SECTION 
Subject Index 
Author Index 
Institution Index 
Publication Type Index 
Clearinghouse Number /ED Number Cross-Reference Index 
Thesaurus Additions and Changes 
How to Order: 
ERIC Documents (from the ERIC Document Reproduction Service) 
— Direct Mail Order to EDRS 
— Via the Online Vendors. 
Resources in Education (from U.S. Government Printing Office) 
ERICTAPES/ERICTOOLS (Magnetic Tapes and User Aids) 


a 


EDUCATIONAL RESOURCES ERIC INFORMATION CENTER 




















Resources in Education (RIE) is processed for printing by ORI, Inc., under contract with the U.S. Department of 
Education, Office of Educational Research and improvement (OERI), and is published monthly by the U.S. Government 
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Introduction 


RESOURCES IN EDUCATION (RIE) —A monthly abstract journal announcing recent 
report literature related to the field of education, permitting the early identification 
and acquisition of reports of interest to the educational community. 


Sponsor: Educational Resources Information Center (ERIC) 
Office of Educational Research and Improvement (OERI) 
U.S. Department of Education 
Washington, D.C. 20208 


ERIC is a nationwide information network for acquiring, selecting, abstracting, indexing, 
storing, retrieving, and disseminating significant and timely education-related reports. It 
consists of a coordinating staff in Washington, D.C. and 16 clearinghouses located at 
universities or with professional organizations across the country. These clearinghouses, 
each responsible for a particular educational area, are an integral part of the ERIC 
system. The clearinghouses are listed on the inside back cover. 


Organization of Journal: Resources in Education is made up of resumes and indexes. 
The resumes provide descriptions of each document and abstracts of their content. 
Resumes appear in a “Document Section” and are numbered sequentially by an 
accession number beginning with the prefix ED (ERIC Document). The indexes appear in 
an “Index Section” and provide access to the Resumes by Subject, Personal Author, 
Institution, and Publication Type. 


Availability of Documents: The documents cited in Resources in Education, except as 
noted, are available from the ERIC Document Reproduction Service (EDRS), in both 
microfiche (MF) and paper copy (PC), or microfiche only. Availability in microfiche only 
may be determined by the source, for proprietary or copyright reasons, or by ERIC for 
reasons related to legibility and reproducibility. The price per document is based on the 
number of pages and is subject to change over time. An ERIC Price Code Schedule 
permits the user to convert all price codes to actual dollar amounts. Current price 
information for documents, microfiche, and subscriptions to microfiche collections is to 
be found in the section entitled “How to Order ERIC Documents’ in the most recent issue 
of RIE. 


How to Submit Documents to ERIC: If you have documents that you would like to have 
considered for announcement in Resources in Education (RIE), you should send clean, 
legible copies (in duplicate, if possible) to the ERIC Processing and Reference Facility, 
4350 East-West Highway, Bethesda, MD 20814. A reproduction release, giving ERIC 
permission to reproduce in paper copy and microfiche (or microfiche only), and signed by 
the author or official representative of the source institution, is requested for all 
documents selected for inclusion in RIE. Standard reproduction release forms may be 
obtained from the ERIC Facility (a sample appears at the back of this issue of RIE). 


How To Order RIE: The U.S. Government Printing Office (GPO) prints R/E and functions 
as subscription agent. Detailed subscription information ead on the page in the 
back of RIE entitled “How to Order RESOURCES IN 











HIGHLIGHTS Of Special Interest 








ERIC Clearinghouse Publications 


This page highlights publications announced in this issue of Resources in 
Education which were created by the ERIC Clearinghouses and which have been 
selected as having special significance for educators. For each brief citation 
appearing here, there is a full abstract appearing under the same ED number in the 
pages of the issue. 


In addition to collecting the literature of education for announcement in 
Resources in Education and Current Index to Journals in Education, the ERIC 
Clearinghouses analyze and synthesize the literature in a number of different formats 
designed to compress the vast amount of information available and to meet the 
varying needs of ERIC users. These formats include research reviews, state-of-the-art 
studies, interpretive studies on topics of high current interest, research briefs, 
annotated bibliographies, and compilations. While some publications are compre- 
hensive reviews designed for those who are interested in pursuing a subject in depth, 
others are brief analyses designed for the busy practitioner whose time for staying 
abreast of new developments in education is limited. 


ERIC publications are published either by the ERIC Clearinghouses responsible 
for producing them or through cooperative arrangements with other organizations. 
Copies are usually available directly from the responsible Clearinghouse or from the 
source listed in the citation. In addition, the publications announced in Resources in 
Education are contained in all ERIC microfiche collections, and are available in paper 
copy and/or microfiche from the ERIC Document Reproduction Service (EDRS), 3900 
Wheeler Avenue, Alexandria, Virginia 22304. 


Citations (By Clearinghouse) 


ED 286 112 CS 210 812 ED 286 559 JC 870 430 


CG 020 195 
Bleuer, Jeanne C. 
Counseling Underachievers: A Counselor’s Guide 
to Helping Students Improve Their Academic 
Performance. 


ERIC Clearinghouse on Counseling and Personnel 
Services, Ann Arbor, Mich.; 65p. 

EDRS Price - MF01/PCO03 Plus Postage. 

Alternate Availability —ERIC/CAPS, University of 
Michigan, 2108 School of Education, Ann Arbor, 
MI 48109-1259 ($6.00). 


ED 286 200 CS 210 807 

Rubin, Donald L. Dodd, William M. 

Talking into Writing: Exercises for Basic Writers. 

ERIC Clearinghouse on Reading and Communica- 
tion Skills, Urbana, Ill; National Council of 
Teachers of English, Urbana, Ill.; 69p. 

EDRS Price - MF01/PCO03 Plus Postage. 

Alternate Availability— National Council of Teach- 
ers of English, 1111 Kenyon Rd., Urbana, IL 
61801 (Stock No. 50055-222, $4.50 member, 
$5.75 nonmember). 


ED 286 204 
R 


ecommended English 
Guides, K-12, 1987. 

ERIC Clearinghouse on Reading and Communica- 
tion Skills, Urbana, Ill; National Council of 
Teachers of English, Urbana, Ill.; 34p. 

EDRS Price - MF01/PCO02 Plus Postage. 

Alternate Availability—National Council of Teach- 
ers of English, 1111 Kenyon Rd., Urbana, IL 
61801 (Stock No. 39515-222, $2.25 member, 
$3.00 nonmember). 


ED 286 557 JC 870 428 

Colby, Anita Opp, Ron 

Controversies Surrounding Developmental Educa- 
tion in the Community College. ERIC Digest. 

ERIC Clearinghouse for Junior Colleges, Los An- 
geles, Calif.; 6p. 

EDRS Price - MFO1/PCO1 Plus Postage. 


ED 286 558 JC 870 429 

Mabry, Theo N. 

Enrollment Management. ERIC Digest. 

ERIC Clearinghouse for Junior Colleges, Los An- 
eles, Calif.; 6p. 

EDRS Price - MF01/PCO1 Plus Postage. 


Language Arts Curriculum 


Van Patten, James J. Dennison, Deborah Anne 

High School-Community College Collaboration. 
ERIC 

ERIC Clearinghouse for Junior Colleges, Los An- 
geles, Calif.; 6p. 

EDRS Price - MF01/PCO1 Plus Postage. 


ED 286 698 RC 016 428 

Barker, Bruce O. 

Interactive Distance Learning Technologies for 
Rural and Small Schools: A R Guide. 
ERIC Mini-Review. 

ERIC Clearinghouse on Rural Education and Small 
Schools, Las Cruces, N. Mex.; 6p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM 88003-0001 (free). 


ED 286 700 RC 016 433 

Lunon, Janis K. 

Migrant Student Record Transfer System: What Is 
It and Who Uses It? ERIC Digest. 

ERIC Clearinghouse on Rural Education and Small 
Schools, Las Cruces, N. Mex.; 4p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM 88003-0001 (free). 








RIE Highlights 


ED 286 701 RC 016 434 

Little, Mildred 

Establishing an Outdoor Education Organization. 
ERIC 

ERIC Clearinghouse on Rural Education and Small 
Schools, Las Cruces, N. Mex.; 4p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM 88003-0001 (free). 


ED 286 702 RC 016 435 


Dyson, Deborah S. 
ao Available Resources at the Local Level. 
‘act 

ERIC ~ on Rural Education and Small 
Schools, Las Cruces, N. Mex.; 4p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM 88003-0001 (free). 


ED 286 703 RC 016 436 

Kidwell, Clara Sue 

Motivating American Indians into Graduate Stud- 
ies. ERIC Digest. 

ERIC Clearinghouse on Rural Education and Small 


Schools, Las Cruces, N. Mex.; 4p. 
EDRS Price - MF01/PCO1 Plus Postage. 
Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM (free). 


ED 286 705 RC 016 438 

Zarate, Narcisa 

a Skills Development of 4— Students 
in American Public Schools: Some Specific 
Strategies. ERIC Digest. 

ERIC Clearinghouse on Rural Education and Small 
Schools, Las Cruces, N. Mex.; 4p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—ERIC/CRESS, New Mex- 
ico State University, Department 3AP, Box 
30001, Las Cruces, NM 88003-0001 (free). 


ED 286 756 SE 048 596 

Lisowski, Marylin Disinger, John F. 

Cognitive Learning in the Environment: Secondary 
Students. ERIC/SMEAC Environmental Educa- 
tion Digest No. 1, 1987. 

ERIC Clearinghouse for Science, Mathematics, and 
Environmental Education, Columbus, Ohio.; 3p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—SMEAC Information Ref- 
erence Center, The Ohio State Univ., 1200 Cham- 
on BS. 3rd Floor, Columbus, OH 43212 
($1.00). 


ED 286 818 SO 018 523 

Citti, Lori A. 

Teaching about the Soviet Union. ERIC Digest No. 
42. 

ERIC Clearinghouse for Social Studies/Social Sci- 
ence Education, Bloomington, IN.; 4p. 

EDRS Price - MF01/PCO1 Plus Postage. 

Alternate Availability—Clearinghouse for Social 
Studies/Social Science Education, 2805 East 
Tenth Street, Suite 120, Indiana University, Bloo- 
mington, IN 47405. 





DOCUMENT SECTION 





ERIC Accession Number—identifi- 
cation number sequentially assigned 
to documents as they are processed. 


Author(s). 


Organization where document 
originated. 


Date Published. 


Contract or Grant Number. ae 


Alternate source for obtaining 
document. 


Language of Document—docu- 
ments written entirely in English are 
not designated, although “English” is 
carried in their computerized records. 


Publication Type—broad categories 
indicating the form or organization of 
the document, as contrasted to its 
subject matter. The category name is 
followed by the category code. 


ERIC Document Reproduction 
Service (EDRS) Availability—“MF” 
means microfiche; “PC” means re- 
produced paper copy. When de 
scribed as “Document Not Available 
from EDRS,” alternate sources are 
cited above. Prices are subject to 
change; for latest price code schedule 
see section on “How to Order ERIC 
Documents,” in the most recent issue 
of RIE. 


a Smith, John D. 


SAMPLE RESUME 


CE 123 456 


Johnson, Jane 

Career Planning for Women. 

Central Univ., Chicago, IL. 

Spons Agency—National Inst. of Education (ED), 
Washington, DC. 

Report No. — CU-2081-S 

Pub Date — May 83 

Contract— NIE-C-83-0001 

Note — 129p.; Paper presented at the National 
Conference on Career Education (3rd, Chicago, 
IL, May 15-17, 1983). 

Available from—Campus Bookstore, 123 College 
Ave., Chicago, IL 60690 ($3.25). 

Language—English, French 

Pub Type— Speeches/Meeting Papers (150) 

EDRS Price—MF01/PC06 Plus 

oe Career Guidance,* Career Planning, 

Careers, *Demand Cccupations, *Employed 

Women, *Employment Opportunities, Females, 
Labor Force, Labor Market, *Labor Needs, Oc- 
cupational Aspiration, Occupations 

Identifiers —- Consortium of States, *National Oc - 
cupational Competency Testing Institute 
Women’s opportunities for employment will be 

directly related to their level of skill and experience 

and also to the labor market demands through the 

remainder of the decade. The number of workers 

needed for all major occupational categories is ex- 

pected to increase by about one-fifth between 1980 

and 1990, but the growth rate will vary by occupa- 

expected to have the highest predicted rate (39 

percent), followed by service workers (35 percent), 

clerical workers (26 percent), sales workers (24 

percent), craft workers and supervisors (20 percent), 

managers and administrators (15 percent), and opera- 

tives (11 percent). This publication contains a brief 

discussion and employment information concerning 

occupations for professional and technical workers, 

workers, clerical workers, and service workers. In 

order for women to take advantage of increased labor 

market demands, employer attitudes toward working 

women need to change and women must: (1) receive 

better career planning and counseling, (2) change 

their career aspirations, and (3) fully utilize the 

sources of legal protection and assistance that are 


ED 654 321 





availabie to them. (SB) 


Clearinghouse Accession Number. 


Sponsoring Agency—agency re- 
sponsible for initiating, funding, and 
managing the research project. 


Report Number—assigned by 
originator. 


an Descriptive Note (pagination first). 


Descriptors—subject terms found in 
the Thesaurus of ERIC Descriptors 
that characterize substantive content 
Only the major terms, preceded by 
an asterisk, are printed in the subject 
index. 


identifiers—additional identifying 
terms not found in the Thesaurus. 
Only the major terms, preceded by 
an asterisk, are printed in the subject 
index. 


Abstractor’s Initials. 





Document Resumes 


The document resumes in this section are arranged in numerical order by ED number, and also 
alphanumerically by Clearinghouse prefix and Clearinghouse accession number. 


As explained in the Introduction, each Clearinghouse focuses on a specific aspect of education. The reader 
who is interested in one of these major aspects (e.g., Reading) may, however, find pertinent resumes among 
the entries of virtually any Clearinghouse, dependent on the orientation of the document. For this reason, it 
is important to consult the Subject Index if a comprehensive search is desired. 


The following is a list of Clearinghouse prefixes and names used in this Section, together with the page on 
which each Clearinghouse’s entries begin: 


AA—ERIC Processing and Reference Facility.... 1 
CE—Adult, Career, and Vocational Education 
CG—Counseling and Personnel Services 
CS—Reading and Communication Skills 


EA—Educational Management 


EC—Handicapped and Gifted Children 


FL—Languages and Linguistics 
HE—Higher Education 
IR —Information Resources 


ED 285 967 AA 001 168 
ae in Education (RIE). Volume 23, Num- 
Educational Resources Information Center (ED), 
Washington, DC.; _ Inc., Bethesda, Md. In- 


Page 


JC —Junior Colleges 

PS—Elementary and Early Childhood Education ... 100 
RC—Rural Education and Small Schools 
SE—Science, Mathematics, and 


Environmental Education 
SO—Social Studies/Social Science Education.... 
SP—Teacher Education 
TM—Tests, Measurement, and Evaluation 
UD—Urban Education 


Note—280p.; Some pages = small, light type 
which may not reproduce 
Pub Type— Reports - Descriptive (141) — Guides 


ination project report training 
guide describes the 1984 training program for Peace 
Corps volunteers in Malawi and includes most of 
materials used di the project. The 





Program review monitoring; and a list of recommen- 


also provided. 
son plan contains some or all of the following: ses- 
sion name, trainer name, number of trainees 
present, session date, objectives, session location 
and time, materials needed, training activities con- 
ducted during the session, and recommendations for 
improving the session. (MN) 


CE 046 657 


ED 285 969 
Nickse, Ruth S. Englander, Nancy 
Collaborations for Literacy. Seas 


Massachusetts State Dept. of Edu- 
cation, Boston. Bureau of Student, Community 
and Adult Services. 

Pub 


5 
we Ty t For a related tutor’s handbook, see 
046 
Pub Type— Guides - Non-Classroom (055) 
EDRS Price - MF01/PC07 Plus 
Descriptors—Adult Basic Education, * Adult Liter- 
acy, *Adult Reading 
Childrens Literature, 


tional Literacy, Guidelines, Higher 


uses college work-study 
ing to and with a child. This in- 


cedcon the probem ou problem of adult literacy and 
oes it literac some 
Section 3 


toring approach 
tions for Literacy” a 
extensive section, suggestions for setting a simi- 


insights and perspectives on adult literacy projects 
from the con aetienee pee Ate — 
of the “Collaboration for .- 


liography is included in the 
CE 046 658 


ED 285 970 
Staryos, Michelle M. Winig, Laura 
Collaborations for Literacy. An Intergenerational 
Spons Agency—Massachusetts State Dept. of Edu- 
cation, Boston. Bureau of Student, Community 


een For a related administrator's hand- 
ae see CE 046 657. 
Pub Type— Guides - Classroom - Teacher (052) 
Price - MF01/PC07 Plus 
Descri Adult Besic Education, *Adult Liter- 





2 Document Resumes 
Identifiers—Boston ae vay Bee *Collabora- 
bow 


adults to improve their 
ing to and with a child, using the “Reading Rain- 
bow” television series and its featured books as 


worker schools. 
ecclesia tn 
me S ones eerste to ai 


activities, rela- 
tionship between school and industry. (KC) 
ED 285 972 CE 047 857 
Johnson, Scott H. 
A Cognitive-Structural Approach to Adult Creativ- 


ity. 
Pub Date—28 May 87 
Note—17p.; Paper presented at the Annual 
sium of the Jean Society ( Girth, Phileder. 
mt May 28, 1987). 
Speeches/Meeting Papers (150) — Re- 


i t, *Creativity, Formal Opera- 
tions, Intellectual Development, Intelligence, *Pi- 
*Problem Solving 


This paper & 2s extompe to clu the embignity 
surrounding the issue of adult creativeness. The sig- 


that provides an alternative for the study 
eee ee ae 


creativity. 
ing is a critical component in the creative pro- 


CE 047 886 


Assessment or LNA. A Tool for 
Literacy Needs of a Local Commu- 


Programs. BCEL Bulletin 

. [ae Effective Literacy, New York, 

na gang 87 

Available Council for Effective Lit- 
eracy, Sytem nee tiny vee alg - ew York, 
NY 10020 ($5.00). 

7 ae Seen Baan CSD — Ones - 
ae 

EDRS Price - MF01 Pius Postage. PC Not Avail- 
able from EDRS. 

Descriptors—Adult Basic Education, *Adult Liter- 


wns dye peg dt 


CE 048 044 


Eéacetion Impacts of Farming Systems 
Lesotho. 
University of the Orange Free State, Bloemfontein 


Pub Date—86 

Note—363p.; Abridged version of a doctoral disser- 
tation, University of the Orange Free State. 

Available from—Research Institute for Education 

University of the Orange Free State, 

P.O. Box 339, Bloemfontein 9300, South Africa 
(12,00 Rand). 

Pub he, the Reports - Research (143) — Disserta- 

- Doctoral Dissertations (041) 

EDRS Price - MFO1 Plus Postage. PC Not Avail- 

able from EDRS. 
tural Education, * 


A study examined the nonformal extension edu- 
pe pe tem a te ie 


fon to SS tentative, 
farmer contact groups, chi 


subject matter 

members studied felt that the extension activities 
changed their knowledge, attitudes, skills, and aspi- 
peer ay oy Yor apenennge oy any ma 
to result i in higher crop yields, more income from 


program to have a number of positive impacts and 
were unanimous in their support for farming sys- 
tems research as a development strategy. The dis- 
trict-based extension workers and subject matter 
specialists interviewed also indicated that the exten- 
sion program had positive impacts in many subject 
areas taught. Farming systems research was found 
to be a useful development strategy in that it is 
interdisci and engages the farmer directly in 
its dynamics. does not mean, however, that the 
strategy should be viewed as a panacea for the low 
agricultural productivity that affects much of Af- 
rica. (A sample interview form is appended.) (MN) 


University of the Orange Free State, Bloemfontein 
th Africa). 

Report No.—ISBN-0-86886-297-5 

Pub Date—Jun 86 


Note—S8p.; Translated from Afrikaans. 

Available from—Research Institute for Education 
Planning, University of the Orange Free State, 
P.O. Box 339, Bloemfontein 9300, South Africa 
(4,50 Rand). 

Pub Type— Reports - Research (143) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 

Descriptors—* Adult Education, *Basic Skills, *De- 
veloping Nations, Educational History, Foreign 
Countries, *Nonformal Education, Postsecond- 
ary Education, * Improvement, *Rural 
Development, Rural Education, Transitional Pro- 


grams 
Identifiers—Africa (South), *Ciskei 
Intsika Yesizwe, an institution intended to help 


numbers of pupils leaving school at an early age. 
Intsika Yesizwe was founded under the supervision 
of the Ciskei Special Forces, and in 1983 control of 
the institution was transferred to the Ciskeian De- 
ee Sanne 
Intsika Yesizwe was under- 

roy > 1985. The research project involved site 
visits to Intsika Yesizwe and interviews with minis- 
ters, senior officials and government departments 
concerned with education and rural development, 
and leaders of rural communities in Ciskei. It was 
RIE FEB 1988 





decided that Intsika Yesizwe should retain its em- 
phasis on the basic skills rather than on j 

skills training (which is available through Depart- 
ment of Manpower Utilisation- 


training and the identification of potential commu- 
nity leaders were seen as two important concerns of 
Intsika Yesizwe, and it was determined that its in- 
structors should not only concern themselves with 
developing leadership potential in their subject ar- 
eas but in community and cultural spheres as well. 
It was decided to retain the Intsika Yesizwe course 
for girls, provide staff development activities for in- 
structors, and establish a board to control the insti- 


CE 048 080 


Austin Community Coll., Tex. 
Spons Agency—Texas Coll. and Univ. System, Aus- 
Board. 


tin. Coordinati 

Pub 1 Date—Jul 87 

Grant—87-1040-LEP100 

Note—143p.; Some pages have faint and broken 
print. Script of Tape 3 Scene 4 through 8 pages 
have marginal legibility. 

Pub Type— Reports - Descriptive (41) 

Price - MF01/PC06 Plus Postage. 


English 
pay dee oo 4 
Instruction, Second Language Instructi 
eotape Cassettes, *Videotape Recorders 
A project researched a process 
sample product to facilitate the teaching of English 
to adults who have limited proficiency in reading, 


ithood. Generally, the project team found that 
{1) the use of the low-cost CCH tochaclogy is Seasi- 
ble; (2) incremental success rates and motivational 
response rates were much higher than expected and 
teacher response was extremely favorable; (3) the 
demand by students and teachers this 
pilot project for more tapes clearly indicates that it 
would be possible to implement this instructional 
strategy; and (4) in the opinion of the team, tape 
lesses were minimal and would be far less in the 
more structured custody system of established 
course offerings and classes. ite the success of 
the curriculum content and instructional strategy as 
measured by student and teacher response, analysis 
of the project product that in the areas of 
linguistics and student orientation this project is 


only the gateway to ea motivating, individual- 
ized, language ins' The low-cost home vid- 


search forms, and an external evaluation of the 
project.) (KC) 

ED 285 978 CE 048 166 
Exploratory Coordinated Education. Ar- 
kansas Public School Course Content Guide. 
Arkansas State Dept. of Education, Little Rock. 


Pub Date—{87] 
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This course content guide was developed in accor- 


IL. SS Coordinated Career Education in- 
cludes the following topics: orientation and self-de- 
velopment, career ee (interest areas and 
vocational assessment and career planning), and 
seeking employment. The following skills are identi- 
rw for Coordinated Career Education I: leadership 


Pub Type— Guides - Classroom - Teacher (052) 
EDRS Price - _MF01/PC02 Plus 

Skills, Course Content, *En- 
ip, Grade 11, Grade 12, Human Re- 
wo Marketing, 


trepreneurshi 
lations, *Legal Responsi 
Minimum Competencies, Management, 
Education, Skill Analysis, Skill Devel- 
Businesses, State Curriculum 





This course content guide was developed in accor- 
dance with the Standards for Accreditation of Pub- 


system, minors, ‘camnne law, business ean 
tracts, credit, sales contracts, rer com- 
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) Parenthood 
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Guides, *State Standards 
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and upon which the minimum perf 
items are based. Extensions are suggested for those 
the basic and 


problem-solving 
ways for the teacher to broaden student 
level without introd _ more 
junior high — 
skills 


off 
ride iu tet the oom 
ing four courses: exploratory business (ke 
applicati business comm 


pa = machines and reprographics); and type- 
writing I (keyboarding and basic and advanced for- 
matting skills). (KC) 
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Identifiers—* Arkansas 
This course content guide was developed in accor- 
dance with the Standards for Accreditation of Pub- 
by 


ployee rie reopoaebil legal ah meee irements a to 
work; civic responsibili' unions and organi- 
zations; and management, credit, and records. (SK) 
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A team of consultants met with personnel from 
the Vocational Ethics Infusion Project to discuss 
vocational ethics from the perspectives of the cur- 
rent and future world of work. This activity was 


ing pace reproduces the variety and diver of 
wackpace ons ad infusion of of teaching of 


ethics; of i : 
plementation of the teaching of ethics. (YLB) 
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munity Colleges, “Displaced 
Placement, Job Seat 
t, Job Search bs M Tob 
Participant 


Parent Family, Programs, 

Satisfaction, | Education, *Program 

Implementation, *Reentry Workers, Services, 

Student Recruitment, Two Year Colleges, Voca- 
uation 


ih tes coting apd uprory pou 


Samenied Geo quatedinn ont hr Meoupeiente thew 
and are quite satisfied with the outlook for their 
future. program found an unmet need in the 


counties of Alachua and Bradford and continued to 


in follow-up activities as the graduate pool grows 
larger, employability skills classes offered at differ- 
ent times of the day, and more outreach activities 
into the rural areas. These recommendations will 
saggee ign east Osea, Clee ap- 
pees eens Seog & the document 
and contain forms used in the program.) (Au- 
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Education, Program Dev 

Program Effectiveness, 
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Public 


tifying 
were developed to implement the project objectives 
ts. Formal counseling 


prise three-quarters 
decedent & arpa 
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tion Instruction, P 





ondary Education, Textiles Instruction 


denna) content eg Presentation 
includes .- — and sound), interaction = 


software ‘program: name, order 
number, cost, -- fy area, topic, age/grade range, 
system requirements, pan mgt ew update policy, 


, sound, and achieved), overall rating, 
ratings i specific areas (content, presentation, in- 
put, use), rating in equity (plus strengths and weak- 
nesses), and overall comments. The evaluations are 
divided into these six subject matter areas: human 
relations /family living, child development, personal 
and family finance (consumer), foods and nutrition, 

and housing and home fur- 
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earing, Dropout Programs, 
SEarly yon Educational Needs, 
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moved establishing 

the 1987-88 year, there are plans 

program in numbers of students, quality of services, 
and opportunities for career education. (KC) 
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Spons 


In April 1986, Pinellas Vocational Technical In- 
began to develop a Career Plan- 


program i provide 
these persons with school-based, individualized as- 
pe ph Fagen yp ene Tye Ld 
goals and life and employability skills and 
counseling support to increase their chances for suc- 
cessful completion of training. Initially, the program 
focused on providing single parents and homemak- 
ers with counseling support and career p as- 
sistance; however, arrangements were later to 
meet the needs of participants for temporary sup- 
port services such as child care, transportation, tui- 
and books and tools. As of June 30, 


achieving satisfactory puauane. (Author/KC) 
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Identifiers—* Firearms 
A project’s main —— was to work actively 

with nine female law enforcement recruits to im- 

prove their overall performance in the firearms 

course and enable them to pass their Florida fire- 
—_—eeT exam. To achieve this objective, the 

Fire Arms Training he today (FATS) was developed, 

including the use of the buddy system, the develop- 

ment of special training modules, and the opportu- 
nity for practice in a nonthreatening environment 

am oe aed etibiapueminenss im- 


female eo Follc 
tion, a brochure on the 
appended. The three training modules i od series 
for the preparation of recruit officers who have not 
— experience or previous training in firearms are 

chee eapended. tach eaddie conte of 0 tt of 
objectives, informative material, self-checks, and 
self-check answers. Topics covered in these mod- 
ules include information about the weapon the offi- 
cer will be using, safe i i 
op oye: between the 

the weapon ts tol to ea) out thove duties, 

Saeouiel good shooting, deadly force, and 
exercises to y tad om specific physical strengths and 
ae we ae eee 
The final appendix is a test description of qualifying 
at the range. (YLB) 
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Tallahassee. Div. of Vocational, Adult, and Com- 
munity Education. 
Pub Date—30 Jun 87 
Note—3lp.; Project No. DVE 15160 6-2 DOS. 
Reports - Descriptive (141) 
1/PC02 


enhance their academic perspectives. 
advised by the director; sent to CHOICES, a com- 
puter career assessment service; or started their pro- 


vision video scripts.) (YLB) 
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Identifiers—Florida (Dade County) 

The purpose of «project was to work toward the 
reduction of sex bias and sex-role stereotyping in 
vocational education programs in the technical and 
skill centers in Dade County, Florida. To accom- 
plish this goal, vocational teachers, counselors, and 
students attended inservice workshops focusing on 

a ee t provided resources and 

letters that vocational staff might use to .0- 

courage students to pursue courses and careers in 
nontraditional occupations. Further, assessment in- 
struments were developed and used to assess the 
technical and skill centers’ activities for promoting 
equity. As a result, vocational students expressed a 
high degree of receptivity to pursuing nontradi- 
tional programs and careers. It was also found that 
although the targeted populations (vocational cen- 
ters) had not made a concerted effort to focus on 
equity, attention had been given to reducing sex bias 
and sex stereo’ in their schools. After receiv- 
ing technical assistance from the Dade County Of- 
fice of Vocational, Adult, and Community 
Education, each center developed an action plan to 
recruit and retain students into nontraditional pro- 
grams. (The brief project report is followed 2 ap- 
pendices, including sex equity workshop materials, 
a newsletter update, forms for —— & Sex eq- 
uity improvement plan, two b 
tional careers, a teacher inservice > edeanten 
component, and a project status report and manage- 
ment plan.) (KC) 
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7 Evaluation (Individuals), *Womens Educa- 


J Project provided educational /preemployment 
training information about options, resources, and 


education programs. 
June, 1986-87, 79 individuals were “y+ - 
these activities. Classes were held for two 

with the participants receiving a ae 45 
hours of training. As a result of attending the classes 
and through the cooperative efforts of the commu- 


ical and capaci- 
i ixes, which make up about 60 percent 
of the document, include publicity items, self-as- 
sessment —y project activities, and cor- 
respondence. Also appended is a seven- survey 
form providing data about participants. ) 
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Th gn ofan prn/homematr oe 
was to integrate Sesdieasis ond alhenmetee 
tent members of a comfortable ann ot 

i = The 
(ima fea SS ae 
iemale) who lacked education and 


for Sex Bias and Stereotyping. Final Report from 
July 1, 1986 to June 30, 1987. 
Pinellas ‘County School Board, Clearwater, Fla. 
Spons Agency—Florida State Dept. of Education, 
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*Courseware, Seaton, Evaluation 
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types 
Identifiers—Florida (Pinellas County) 

Because the field of home economics has long 
been dominated by females, concern has often been 
expressed that many of the audiovisual materials 
available for use in home economics classes are also 
female dominated; in an age when both males and 
females have equal access to home economics 
classes, this is a major concern. In addition, with the 
advent of computers, new software is constant! A 
ing developed, and home economics teachers 
been using it. As a result, a project coated te 
software available for home economics in terms of 
sex bias. ae the project, four Pinellas County, 
Florida, home economics teachers did extensive re- 
search to determine how usable software really is 
without inadvertently setting an example to stu- 
dents of sex bias or stereotyping. The teachers de- 
— an appropriate evaluation tool and spent 

fag a eg nee mR ge 
uation forms. Following this, the lead 
Fn. conducted inservice education for 14 addi- 
tional teachers that included discussion of sex bias 
and stereotyping, as well as giving teachers an op- 
portunity to preview selected materials. A s 
of of the committee was given to eac 
ony was found that personal- 
those that address the student by 
name) were very inviting to all students and more 
motivating as compared to third-person references; 
in addition, there was little if any chance for sex 
stereotyping. Overall, home economics computer 
software was found to be bias-free. Recommenda- 
tions were made to improve research procedures for 
future software evaluations. (Workshop materials 
— form are included in the report.) 
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Stereotypes, Tosbing Sg Vocational Edu- 


cation 

Identifiers—Florida (Broward County) 

A project was conducted in Broward County, 
Florida, to help students ranging in age from 14 to 
25 to become more 


a> ae education. The marketing pian 
inch brochures, video presentations, speakers, 


representatives from 19 county middle and high 


schools to obtain their support in reducing dispro- 


pos! 
school presentations, 1,953 students were given a 
pretest and a posttest on their attitudes r 
sex equity. Tests, videos, brochures, and guest 
speakers were used to inform students of the advan- 
tages and potential in nontraditional careers. The 
posttest revealed that middle school students are 
more likely to change their attitudes than are high 
school students. The overall results were most en- 
couraging in that only a very small percentage of 
those tested retained stereotypical thinking and sex 
biases after the presentation. The project found that 
instructional materials can be a major factor in pro- 
moting sex equity. Recommendations were made 
for instruction that stresses elimination of sex biases 
for all students and training for all school personnel 
in sex equity issues. (Appendices comprising about 
half the document include brochures, pretest, post- 
test, advisory committee materials, and enrollment 
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A single parent and homemaker project was estab- 
lished at Miami-Dade Community (North 
Campus) to promote nontraditional vocational edu- 
cation. The primary thrust of the project was di- 
rected toward those who required economic 
self-sufficiency with a minimum amount of time 
spent in college training programs. Generally, the 
goals of the project included recruiting single par- 
ents and homemakers into eee mm education 
programs that would provide them with improved 
employment prospects and advancement possibili- 
ties. Emphasis was given to nontraditional career 
areas that offer a high wage potential. Personal, aca- 
demic, and career counseling was offered in con- 
junction with support groups, workshops, and 
classes. Employability skills training was also made 
available, as well as employment counseling and re- 
ferrals. A total of 175 clients of all ages and ethnic 
backgrounds were given a variety of services, in- 
cluding vocational career counseling to enable them 
to meet their goals of self-sufficiency and personal 
advancement. (Appendixes, amounting to over 
one-half of the report, include correspondence, 
forms, contact information, a list of prospective em- 
ployers for job referral, and an 83-page career man- 
ual that offers information on 22 nontraditional 
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An educational/continuing education program 
was implemented for a 


nity was provided for the participant group to avail 
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in-depth study of 27 sites that partici 
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Chapter VI 


pended. (YLB) 
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Mars Foundation, Lean, V. 
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Pub Date—86 
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guide provides information and inn ae 
to the realities of the mature/older 


job search needs. The order of this 
usual steps in job hunting: work 
assessmen’ 


mature 
tribution log. The job seeker 
Goongh tote cunsinen, ehich tnshedoe eibanens> 
ment and skill assessment to determine a job choice, 
it of tools to help in the job hunt (re- 
questions, and 
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data from the New York State Adult Basic Educa- 
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types of data are included: New York State 
served, students’ demographic 


t and Training Administration (DOL), 
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sections of the GED test: writing skills, social stud- 
ies, science, literature and the arts, and mathemat- 
ics. Each of the sections contains a number of units 
that cover the material expected to be tested by the 
1988 GED. Each section contains an overview, de- 
scriptions of each content unit, pretests and post- 


lowa State Dept. of Education, Des Moines. Bureau 
of Career Education. 
Report a 


- Research (143) — Numeri- 
titative Data (110) 


A follow-up study was conducted of a 20 percent 
schools (77) and administra- 
students who completed or left 

programs during the 1984-85 school 
year. A student follow-up surveyed 1,945 students, 
and 153 employers were queried. Information was 
sought a mailed survey. Student responses 
were from 599 of the students and 90 of the 
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learner half-way, the subject matter specialist can 
have at least three different functions: organize in- 
formation in ways appropriate for each of the alter- 
native means for its dissemination; teach how the 
subject matter is how to gain access to it, 
and how to make judgments about its value; and 
perform a translator function to assist learners in 
eee 
ular contexts. ) 
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nt 
use of NGOs as an umbrella term for the wide vari- 
SR ES ee eS 
role of NGOs. 
ucation Organiza- 
tions: An Overview Perspective” (Chris Duke) pro- 
vides an overview of where NGOs have come from 


pe ee nang agpnmmingune yw 


“New Trends and Developments” (Arthur Stock) 
addresses some tendencies in the process of educat- 
ing adults, such as the i importance of 
adult education, the importance of NGOs, 7 
as a universal necessity, and me = 

+ cooperation. “Questions of Goals for ‘Adult 
ucation” (Ana "+ considers three general 


tion on the Right to Learn” is attached. (YLB) 
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Identifiers—* Wellness Programs 

When employees develop cancer, businesses bear 
not only the direct medical costs of the disease, but 
also the indirect costs associated with lost work 
time, disability payments, loss of a trained em- 
ployee, and retraining. Research has confirmed that 
aggressive prevention and screening programs can 
be, and indeed are, effective in limiting the number 
and severity of cancer cases. Primary prevention 
and early detection programs are two important 
ways of combatting cancer. Primary prevention pro- 
grams can be aimed at reducing smoking, improving 
diet, and reducing exposure to occupational 


lung cancer. The National 

couraged industry to offer health promotion pro- 
grams and screening programs to employees, 
collaborate with employee groups to promote work- 
site health monitor employee 
use of measures to prevent exposure to carcinogens 
in the workplace, offer on-site food options congru- 
ent with cancer p m, and d p insurance 
policies that reward risk-avoidance behaviors. 
(Twenty-three examples of companies that have de- 
veloped cancer prevention programs and a list of 
resource organizations and materials devoted to 
cancer prevention are included in this document.) 
(MN) 
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— abuse have serious physical, 
psychological, and social consequences, and em- 
= who abuse alcohol and/or drugs ultimately 
reduce their companies’ profits. Employee sub- 
stance abuse leads to reduced productivity as well as 
to increased absenteeism, health care and health 
insurance costs, and liability claims against a. 
ers of persons who abuse substances. Programs to 
ny substance abuse can take one of three 
forms. Primary prevention programs focus on 
changes in the environment or anticipatory educa- 
tion to obviate problems that are as yet undiscerni- 
ble (for example, programs on the hazards of 
and driving or policies requiring warning 
labels on liquor bottles). Secondary prevention in- 
volves efforts to identify and change established 
health risks before these risks have done irreversible 
harm (for example, mandatory educational pro- 
grams for drivers arrested while intoxicated). Ter- 
tiary prevention occur at a late stage and 
are palliative in orientation (that is, they are a form 
of treatment that is geared toward preventing fur- 
ther harm). Possible types of primary and secondary 
prevention efforts can include educational and 
awareness activities, company policies to prevent 
alcohol and drug abuse (such as drug screening and 
drug searches), and early problem identification and 
referral. (Eight examples of companies that have 
developed successful drug and alcohol abuse pre- 
vention programs are included in this document.) 
(MN) . 
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eliness Programs 
.-™ are promoting employee leadership 
and decision making in their worksite wellness pro- 
grams for the following reasons: to make the best 
use of limited resources, to increase programs’ 
chances for success by fostering employee owner- 
ship of program plans, to help integrate positive 

— and safety features into workplace policies 

and practices, to allow employees to adapt corpo- 

rate wellness programs to meet the needs and situs- 

tions at individual nonheadquarters sites, to 

encourage support for those employees who have 
made health behavior changes, to accommodate the 
needs and interests of employee groups, and to de- 
velop a corps of health enthusiasts who can moti- 
vate other employees. Employee leaders can 
become involved in worksite wellness programs in 
a number of ways, including committees, employee 


can also work with programs 

assistants and those individuals responsible for plan- 
ning and building worksite wellness program facili- 
ties, and they can take an active part in the 
coordination and communication processes entailed 
in developing and implementing a worksite wellness 
program. Organizational development research has 

a a number of societal, leadership, and man- 
om trends that have confirmed the feasibility 
using employee leaders to plan and conduct 
worksite wellness programs. (Twelve examples of 
companies in which employees assume an active 
and decision-making role in their com- 
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pany’s worksite wellness program are included in 
this document.) (MN) 
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Identifiers—* Wellness 
Four areas—health its, occupational safety 

and health, prevention and wellness, and human 

resource development-have contributed signifi- 
cantly to worker health. The “healthy 
corporation” is a goal and a comprehensive 
attitude about organizational life and about the fac- 
tors the affect organizational health and, ultimately, 
organizational profitability. The work environment, 
employee health, and the larger environment all 
have an effect on employee health and organiza- 

tional profits. Many factors can have a negative im- 

pact on organizational health, including a negative 

physical environment, work overload (too much 
work with inadequate resources), repetitious or mo- 
notonous work, shift work, inadequate ventilation, 


sible approaches to alleviating the negative = ay) 


of these factors include job 
physical te improvement 
safety programs, and consideration of 
agement techniques when ing work tasks. 
When employees feel a lack of control over their 
jobs and conditions or an inability to participate in 
managerial decisions, they are more likely to feel 
undue stress and be subject to its adverse effects. 
Other sources of job-related stress include tense 
work relationships, lack of career progression, un- 
clear work roles, poorly managed change, and con- 
flicts between work and family or work and leisure. 
By reexamining existing personnel policies and at- 
tempting to expand employees’ work options, com- 
panies can do much to alleviate these sources of 
stress and thus enhance organizational health and 
profitability. (MN) 
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The use of ——— by businesses i is a well-ac- 

cepted pattern of 8 employee collabora- 
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tion. Increasingly, CS Sateen co aia ne 
tives to encourage em ane ey ae healthy. Re- 
search i field 


practice 

are viewed as coercive or manipulative. Small, visi- 
ble, quickly earned rewards seem to encourage peo- 
ple to take the first steps in health promotion and 
can be effective when starting a program or when 
attempting to increase participation rates. 
(Twenty-seven examples of companies that offer in- 
centives for participation in worksite physical fit- 
ee SS aa 
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As is the case with other worksite wellness pro- 
fave been company-sponsored nutrition programs 
ve yg both in numbers and in depth. 

a convenient health-enhancing 

tename to me BA worksite nutrition programs 
benefit business by preventing several costly nutri- 
tion-related health problems, employees’ 
overall sense of well-being, and ultimately increas- 
ing employee productivity. The workplace offers 
several advantages as a site for nutrition education. 


the availability of a daily eating situation, and op- 
portunities for follow-up and reinforcement. De- 
pending on the individual company and its needs, 
company nutrition programs can focus on any one 
or a combination of several or all of the following: 
cafeteria or point-of-purchase nutrition education, 
weight control, cholesterol reduction, programs for 
pregnant or lactating women, and nutrition educa- 
tion activities. Although evaluation data from work- 
site nutrition programs still remain limited, a 
number of studies have confirmed the effectiveness 
of company-sponsored nutrition programs in help- 
ing employees lose weight, reduce their cholesterol, 
and improve their eating habits at work. (Fourteen 
examples of companies that offer worksite nutrition 
“ programs are included in this document.) 
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rey omer 
medical and health care costs have been well docu- 


fitness programs. 
their own worksite physical fitness programs need 
to recognize the need for screening procedures to 


determine employees’ coronary risk factors and ex- 
ercise tolerance levels. Staff selection, adequate lia- 


game te widely from the 

activities offered, target audience, partici- 
pation rates, cost to employees, and incentives for 
participation. In the past, most worksite physical 
fitness programs concentrated almost exclusively 
on programs for top executives and on exercise and 
physical fitness; as the cost-effectiveness of keeping 
employees physically fit become better known, 
however, more companies are their pro- 
grams available to more of their employees and are 
com exercise and with other self-help pro- 
grams. i examples of companies offering 
worksite physical fitness programs are included in 
this document.) (MN) 
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The continuing surge of women into the work 
force and the tendency for women to remain on the 

throughout pregnancy and to return to work 
within months after delivery have led companies to 
initiate and place increasing importance on prenatal 
health promotion. Such programs have been found 
to improve employees’ prospects for healthy preg- 
nancies and healthy babies, lower health insurance 
costs, improve worker productivity, reduce preg- 


tions that could adversely affect their employees’ 
such as heavy work, stress, long peri- 
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largest single cause of lost work time 
and on-the-job fatalities for U.S. workers, motor ve- 
hicle crashes cause major nonrecoverable losses for 
U.S. businesses. Workplace programs to encourage 
employees to wear safety belts can thus help em- 
ployers reduce traffic accident-related losses of 
work time and can substantially reduce the medical 
costs incurred when employees are involved in traf- 
fic accidents. Four methods have been effective in 
increasing safety belt use: laws, policies — oy 
usage, incentives, and education/informa 
number of companies have been quite —— in 
combining education and i 
safety belt use among their employees. The follow- 
ing factors have been especially important to pro- 
gram success: a strong and active commitment to 
increasing safety belt use on the part of manage- 
ment, a clearly defined and well-enforced Policy of 
required safety belt use on the job, positive incen- 
tives for ——_ safety belt use, and an ongoing 
safety education and training program 
for all employees that emphasizes the need for and 
its of using safety belts. Systematic record- 
Seasinp af eninad ceili ensitaninie aiidoamiay 
belts were and were not in use, ongoing program 
promotions, and outreach efforts to encourage 
safety belt use among employees’ families and 
friends have also been effective. (Fourteen examples 
of companies offering programs encouraging safety 
belt use, a discussion of resources for use in develop- 
ing safety belt programs, a cost projections and sav- 
ings worksheet, and a model safety belt use policy 
are included in this document.) (MN) 
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Increasing numbers of small businesses are pro- 
viding wellness activities for their employees. By 
instituting wellness programs, small businesses can 
improve employee morale, engender a commitment 
from employees, enhance the feeling of “family” 
among employees, improve worker productivity, 
and contain health care costs. Wellness Programs 
are especially important for small businesses since 
small often i 


small, simple, inexpensive, family 
of the fact that i ‘eping employees 
y RA, providing them a safe and 
healthy workplace. (Eleven examples of small busi- 
nesses that have developed successful wellness pro- 
grams are included in this document.) (MN) 
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Company policies and programs aimed at reduc- 
ing smoking among employees have a number of 
other important benefits to employees and the com- 
pany alike. Limiting or banning smoking helps cre- 
ate a safe and healthy workplace and may reduce 
direct health care costs, health and life insurance 
costs, employee absenteeism, costs associated with 
maintaining facilities and equipment, and the risk of 
fires. There is an increasing body of court cases and 
legal opinions indicating that employees have a 
common law right to a smoke-free work environ- 
ment, that employers must accept some responsibil- 
ity for discomfort and illness caused to employees 
by smoke in the workplace, and that employers are 
within their legal rights in banning smoking in the 
workplace and hiring only nonsmokers. Smoking 
policies can vary widely from company to company. 
Generally speaking, however, smoking policies gen- 
erally have one or more of the following purposes: 
to protect oo nga or property, to comply with 


smoking entirely throughout an organization, or to 
preclude the hiring of smokers. (This report includes 
case studies of five companies with different types 
of smoking policies and two companies with suc- 
cessful cessation programs, a list of 15 in- 
centives that companies have offered employees to 
stop smoking, descriptions of six such incentive pro- 
grams, and a region-by-region list of companies with 
various smoking sing policies) (W (MN) 
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subsequent discussion of the relationship between 
stress and work focuses on these topics: work con- 
tributes to stress; stress affects work performance; 
stress raises legal and medical issues; stress affects 
the business, itself; business pays many costs associ- 
ated with stress; and family stress and work stress 


of worksite stress management pro- 
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impact of WSMPs are provided. The paper con- 
cludes with examples of 10 WSMPs implemented 
by companies. Company name and address, contact 
person, and telephone number are given. (YLB) 
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Identifiers—* Wellness Programs 
This paper focuses on participation of labor un- 


torical concern for worker health serves as an intro- 
duction to consideration of the labor movement's 
current involvement in employee health. A look at 


studies of the extent of union involvement in health 
promotion programs are provided. A prognosis is 
made regarding the future of union-based health 
ne. See 11 
examples of international, national, and local union 
health promotion programs. Union name and ad- 
dress, contact person, and telephone number are 
given. (YLB) 
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Articulation Model for Advanced Placement of 
Students in Technical Colleges. 
Agency—Auburn Univ., Ala. Dept. of Voca- 


Self-estimates of vocational interests have been 
the subject of research since 1941, but there has not 
been a previous review or meta-analysis. Thirty- 
three articles relating to self-evaluation of voca- 
tional interests were tore 
computer searches of the 
The median values of 24 r 


vidual’s ability to estimate his/her own interests. 
Nomothetic studies using univariate statistics other 
than the product-moment correlation were consid- 


of 0.48, and around 99 percent were positive. Based 
on the Schmidt-Hunter formulas, 13.1 of the ob- 
served variance was accounted for by reference to 
the expected variance. It was concluded that there 
were true differences in effect sizes across studies. 
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Vocational agricultural 
serves a valuable role in a 
that general education cannot fill. 
so by providing a variety of experience-based oppor- 
tunities that address all three domains of learning. 
Vocational agriculture is a broad-based cluster pro- 
gram focusing on the industry of agriculture. It 
serves students with a wide range of backgrounds, 
interests, and —. The program incorpo- 
rates many academic and science skills with the goal 
of increasing individual productivity. Extended-day 
and extended-year educational activities comple- 
= A ye 
based program is further 





of vocational agriculture. Each characteristic is de- 
scribed and a justification for its retention is pro- 
vided. (Author/YLB) 
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The image of the instructional program in voca- 
a ulture must be changed to reflect a scien- 
futuristic nature. The future of vocational 

pom depends upon a willingness of the agri- 
cultural education pa ae hen to analyze —— 


achieved or just over the | horizon include computer- 
ized monitoring, gene manipulation, robots, and 
computerized control of farm systems. Information 
technologies are predicted to reduce barriers for en- 
try into production agriculture and to increase mar- 
keting efficiency. Basic plant and animal research, 
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A study which was the collaborative effort of 23 
centers in 11 countries and which was carried out 
between 1976 and 1985, identified and described 
the needs of persons for nursing care and the objec- 
tives, nursing interventions, and outcomes related 

to those needs. The study involved three phases 
cles in WHO 


egion i targets i 
strategy for ith for all by the year 2000. It also 
established a database for the two sample " 


ical group 
tween the ages of 15 and 65. The study demon- 
agreed upon between the 


priority the nurse gives for action. Written objec- 
tives of care for the patients/clients could be estab- 
lished through the use of a standard nursing care 
plan and the objectives could be coded and comput- 
erized for analysis. Planned interventions could be 
recorded in writing, coded, and computerized by 
means of the standard nursing care plan. The cate- 
i i undertaken 


of tho eushas some Gian Guay oo Gung Ghee 
indicated that further preparation of nurses is re- 
quired. (YLB) 
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of the audit; (2) describe what the auditor 

data collection 


visory training program i 
Slee to ob magia) 
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Industrial Technology Education: 
Recommendations of the Blue Ribbon Commit- 
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tee on the Future of Industrial Arts Education in 
Idaho. 
Idaho State Dept. of Education, Boise. Div. of Vo- 
cational Education. 
Papers (120) 
Plus » 
| — *Educa- 


Educa- 


Pussioe = 
tion, Futures (of Society). ndustrial Arts, Long 
Planning, 





Program Development, *Pro- 
gram Imp nent, y Education, 


Statewide Planning 
Identifiers—* Idaho, *Industrial Technology Educa- 





tion 
——e document contains a description of the activ- 
ities, concerns, , and recommendations of 
the Idaho Industrial Futuring Committee. It 
will serve as the foundation upon which subsequent 


presents the findings and recommendations regard- 
ing the social context, implications for education, 
and the nature of industrial technology. The name 
Industrial Techno! Education is recommended 
and a philosophy for is provided. Section II on 
roles, missions, goals, and objectives contains the 
and recommendations for the rationale, 

Section III on 


Five recommendations for the next year 
1988) are made. (YLB) 
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grams, Curriculum Guides, Futures (of Society), 
Industrial Arts, *Lasers, Robotics, 
——. ye my Advancement, *Tech- 
‘ocessing 
identifiers Fiber Optics 
This curriculum guide provides ideas for imple- 


menting tech education in grades 7-12. It as- 
tanding of the four clusters of 
manufacturing, construction, communications, and 
power/transportation and is meant to supplement 
and reorganize this approach with up-to-date infor- 
mation and activities. One way to present a variety 
of tec’ ical concepts in industrial arts is out- 
lined. A tec education task list that groups 
the tasks into six modules follows. The module titles 
are: computer applications in technology; automa- 

tion, robotics, and industrial practices; light, lasers, 
and fiberoptics; communication technology; tech- 
nology /academic correlation; and future technol- 

ogy. An outline provides an overview of how 
technology education can be integrated into the four 
cluster approach. Each supporting objective is listed 
according to related cluster areas. Another outline 
lists tasks under the six modules. A performance 
objective and enabling objectives are given for each 
task. Appendixes include a glossary of computer 
terms for technology education, a list of suggested 
resources and related materials on implementation 
of a technology education program, an introduction 
to robotics for technology education instructors, 
and a communications model. (YLB) 
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Literacy Action. A Resource Book for Colleges 
Universities. First Edition. 

a Outreach Opportunity League, Washing- 


ma, 
CTION, pe Semagian, D.C. Vol- 
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Pub Date—87 

Note—217p. 

Pub ‘Type— Guides - Non-Classroom (055) 

Price - MF01/PC09 Plus 

Descriptors—*Adult Literacy, *Adult ~_~: Pro- 
Financial Support, 
Education, 


Recruitment, Supervisory Methods 
This resource book is intended to assist 
and universities in developing literac; ae = 


= ey yy ge ge 

tions; program ideas for students, faculty, staff, 
SANE, SS Ce CRY EES proce- 
dures for obtaining credit for course work and inde- 


ing); and program profiles of Boston University, 
Brevard Community College, Macalester 

Mary Baldwin College, Northwestern University, 
State University of New York at Oswego, Rice Uni- 


ing five papers are also included: “ 
about Illiterate America” (Kozol); i ory A. Confer. 


and “Four Poets: Modern P in the Adult _ 


acy Classroom Lists 
tres and contact persons nd «ography ar 
vided. 
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Note—12p.; Paper presented at the Annual Confer- 
ence of the Western College Reading and Learn- 
oa Senaeenee (20th, Albuquerque, NM, April 


reasoning, higher 
knowledge, lower ongher ete nen tp! 
short-term memory, higher long-term memory, and 
equivalent ability t to learn when compared to tradi- 
tional students. ._ . aa a 3 


the adult learner is oriented to i 

now, immediate application of new is neces- 
sary. Se nanen 
cluded in this document.) (KC) 
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Harmon, Hobart L. 
Learning and Memory: Implications for Teaching 
Adults. A Background Paper on Teaching Adults 


Prepared for Public Service Instructors, Voca- 
tional Teachers, and Vocational Administrators 
in West Virginia. 
Pub Date—1 Jun 87 


Note—31p.; Paper presented at the Adult Coordi- 
nators’ Conference (Oak Hill, WV, September 
~~ 1987). 

eet any 7 e —— (120) — Speeches/ 
Mectne ting Papers (1 
MPOL/PO02 Plus 


EDRS Price Postage. 
Descriptors Adult Basic Education, Adult Educa- 


*Student Recruitment, Technical Education 
Identifiers—West Virginia 

This paper presents an overview of the need for 
adult neti, surveys the theory behind adult 
education, discusses the reasons why adults do not 
participate in adult education, and outlines market- 
i es adults to participate 
in greater numbers. first part of the paper cites 
the need for educational reform, noting that many 
workers are untrained for the jobs that society has 
to offer and that millions of illiterate students are 
graduating from high school. It is suggested that 
adult education is more important than ever for 


learning are listed. Following this i 
ination of the reasons why adults participate in adult 


up programs that serve those needs. Various types 
of eoeinent strategies are examined and listed 
both in order of effectiveness and in order of use. 
The paper concludes with some questions about 
adult education in West Virginia and reasons why 
adult education is very much needed to help people 
improve their lives. (KC) 
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Pub Date—Mar 87 
Note—24p.; ae presented at the Meeting of the 
Commonwealth Association for the Education 
and Training of Adults (Surat, India, March 1987) 
hewan Associa- 
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, *Functional Reading, Labor Needs, Lit- 


cupations require some ability to read. Yet, illiter- 
acy is @ present and growing problem for many 
businesses. Some 


educational s 


is attempted in a supposition not always grounded 
in fact. In an attempt to find ways to prepare poten- 
tial workers for job-related reading, researchers are 
examining the differences between the literacy de- 
mands while on the job and while training for the 
job. However, some mena Se find on-the-job 
reading much more demanding than job-training 
whereas others have found the opposite to 
be likely. Another direction of current research is 
— the way information through reading 
to enhance occupational effectiveness. 
More research is needed in order to prepare stu- 
dents for work-related reading. However, it is im- 
perative that the situation that has led to the crisis 
in occupational literacy not be duplicated in adult 
literacy programs. Curriculum developers can use 
the research on adult literacy and adult learning in 
programs that will effectively pre- 
pare adults for the workplace. A six-page reference 
list is included. (KC) 
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EDRS Price - MF01/PC02 Plus Postage. 
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Programs, Dropouts, .--— Potential, Em- 
t 


kills, Outreach Programs, Ser- 
vices, *Work Experience 


Foundation, is a private community-based 

tion that, with pg py A 

cies and helps young people whose needs 

are not adequately met by exi instituions. The 
program, which was funded for six months by the 

Job pon eee Partnership Act, provided educational 





was designed 
youths who had dropped out of school in Rome, 
ew York. The program was given the name of 
Eidos, which means a “new way of seeing” in 
Greek. It targets 16- to 21-year-olds who have ex- 


tion of the program.) (Author/KC) 
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sources, *Language Experience Approach, Les- 
son Plans, *Literacy Education, Phonics, *Read- 
ing Instruction, Resource Centers, Teaching 
— *Tutoring, Volunteers, Word Process- 


This guide was designed for trained tutors who 
teach adult literacy students on a one-to-one basis 
using a computer with a word-processing program. 
The guide is organized in five parts. The first part 
covers the use of computers 


using the language experience approach are given. 
Part 2 contains sample lessons based on experiences 
with adult students, and Part 3 consists of resource 
lists of reading and writing terms and i 
methods. An overview of phonics is included. Addi- 
tional resources, such as computer terms and more 
information about word processing, make up Part 4, 
and Part 5 contains hints for developing and manag- 
ing a computer center for adult literacy students. A 
bibliography completes the guide. (KC) 
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EDRS. 
Descriptors—* Adult Basic Education, Basic Skills, 
*Daily ee Skills, Evaluation Methods, ag 


purpose of this instrument is to supplement 
data from the Adult Basic Examination in 
assessing the functional level of adults in daily situa- 
tions. It may also be used as a teaching tool for 
adults requesting ra in specific concepts and 
skills presented in the instrument. This instrument 
is an informal assessment instrument and is applica- 
ble to teaching the skills and concepts to adults in 
tutoring situations. Sections include job application, 
basic competency skills, mathematics, fre- 
quency survival words, preparation directions 

Srcovloions, pein eshtes bel, thanch label, motel 
information, clothing care label, laundromat, frozen 
dinner, job want ads, map skills, telephone direc- 
tory, transportation schedule, utility bill, and restau- 
rant menu. An answer key and list of references are 


on , Committee on 
Labor and Human Resources, United States 

General Accounting Office, Washington, D.C. Div. 
of Human Resources. 

Report No.—GAO/HRD-87-101BR 

Pub Date—Jun 87 

Note—6 Ip. 

Available trom—U: S. General eoountion Calon 
P.O. Box 6015, (Rn ky MD 20877 (First 
five copies-free; additional copies-$2.00 each; 
100 or more-25% discount). 


service delivery areas (SDAs) planned to assess and 
improve the reading and mathematics skills of par- 
ticipants. Telephone interviews with program offi- 
cials at 200 randomly selected SDAs found that 
were the primary sources of 

1987 remediation plans for 41 

be te some assistance 

to 72 percent of them. SDAs cited a wide range of 


factors as their problem in developing reme- 
diating plans, such as uncertainty about funding and 
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difficulty in school records. The SDAs 


ite 1B funds willbe spent to provide it. SDAs 
expect to remediation in about the same 
way in 1987 as in 1986, saustiy Gotmattienslauent 
districts. Youths will have about 12 hours of remedi- 
at See a a 

individual instruction are popular 
approaches. Most SDA officers felt that the reme 

dial instruction requirement was 

Se ee ee ~ an 


program. appendices include: (1) Service 
livery Areas Surveyed by GAO; @y GAO's S$; 
Sam erification - 


Congressional Committees. 

General Accounting Office, Washington, D.C. Div. 
of Human Resources. 

Report — 


tional survey of 2,600 business 
coated © Cams SoS Cae ae 
closures and permanen' —_ between January 
1983 and December 1984; (2) the length of advance 
notice to affected workers; and (3) the 
assistance offered to dislocated workers by their em- 
ployers. The study found that in 1983 and 1984, 
closures and permanent layoffs at about 16,200 es- 
tablishments having 50 or more employees resulted 
in the dislocation of 1.3 million workers. Sixty per- 
cent of the closures and layoffs occurred in the man- 
ufacturing sector, and one-third of the closures and 
layoffs occurred in industries adversely oy 
foreign competition. However, a quarter million 
ee cee Ver online et ieee 
service sector. = Mish reem ——— sae 
wr AF oy we AT} — FLY —F « 

of establishments p no notice before em- 


Seven i 
ogy and Sampling; (2) Analysis of Dun 
Bradstreet Database Comparison; (3) Comparison 
of GAO and BLS Dislocated ithin the Man Estimates; (4) 


List of States in Nine Regions; and (7) 
porting Bar Graphs in Report Text and Supplemen- 
tary Tables. (KC) 
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Available from—Publications Despatch Centre, 
a of Education and Science, Honeypot 
Lane, Canons Park, Stanmore, Middlesex HA7 


re Reports - General (140) — Collected 
Ww - Proceedings (021) 
5 Price - MF01/PCO02 Plus Postage. 


Descriptors—*Ethnic Groups, Foreign Countries, 
Minority Groups, *Postsecon Education, 
Discrimination, *Student Attitudes 
Identifiers—* Afro Caribbeans, * Asians, Great Brit- 
ain, National Union of Students 
This report summarizes a seminar or; by 
Great Britain’s National Union of Students for 
Afro-Caribbean and Asian students in nonadvanced 
further education (FE). The seminar was designed 
to facilitate a discussion about various aspects of 


is provided. It is organized by the main topic areas: 
the title of the seminar (Black Students and FE") 
and dissatisfaction with it; motivation for entry to 
FE (the importance of qualifications, parental atti- 
tudes, financial consideration); information avail- 
able about FE before entry (stereotyped career 
advice, lack of information —— a black disad- 
a improvement); experi- 
Reker ckaviees tdite snd tal 
(teaching and _—— black —— racism and 
——- student unions (college student 
Nasal Union of Students); impact of FE 
on on individuals; suggested improvements (col- 
lege/community communications, student input, 
the National Union of Students); and miscella- 
neous-the Youth Training Scheme. A conclusion 
summarizes the discussions at the seminar. Results 
of the ed YL personal profile /questionnaire 
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Unit, London 
— No.—ISBN-0-948621-93-1 
Pub Date—87 


a 
EDRS Price - MPOL/ Research (143) 
EDRS MF01/PC06 Plus 


Vocational Education, Youth Prcbieo, 


Britain 
Tilo sopert desscibas 0 pllet poaject to inteodace 


describe Everthorpe, the youth custody center for 
young male offenders, and City and Guilds 365 Vo- 
cational a scheme to allow young peo- 
ple to explore a range of vocational activities. 
Chapters 4-7 discuss why the Vocational - 
tion 365 course was chosen, setting up 365 in Ever- 


local education agency 

yy le gyn: peed oe LL 

Appendixes, amounting to approximately 

pal = of the nae mpd include project materi- 

als, a guide to an assignment, and case 
studies of three ‘estes trainees. (YLB) 
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American Consumer Interests Annual 
Conference Proceedings (33rd, Denver, Colo- 


rado, April 1-4, 1987). 
American Council on Consumer Interests, Colum- 
bia, Mo. 
Pub Date—Apr 87 
Note—425p. 
Available from—American Council on Consumer 
Stanley Hall, University of Mis- 
ory ConGollncted Works Pr (021 
Pub Type— ° i — 
Reports Research (143) — Eepen-Pecdgies 
(141) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
EDRS. 


tion" (Pope = the Historlogrenty p- 
tion” ); oe 
ing © Issues” (Copa, Schuler), (3) 
eA yam in Consumer Education Uti 
Innovative M i 
Consumer Education” (Peterson); esearch in 
Consumer Education” (Vosburgh); (6) “Financial 
Management: Application for the Classroom” 
(Whan et al.); (7) “Inservice Education for Commu- 
nity Workers” (Prochaska-Cue); (8) “Status Report 
and Future Directions for the National Coalition for 
Consumer Education” (Knapp); (9) “Identifying 
t Research Questions in the Consumer In- 
); (10) “Dealing with Budgets for 
ucation” (Schuchardt); (11) “Estab- 
lishment of a National use on Elder 
Abuse and Neglect” (Stein); (12) “Advertising as 
Misinformation” (Maynes, Lino); and (13) “Are 
J ing and Decision Making Related 
ies, Sproles). (MN) 


CE 048 383 


Accountability and the Need for Com- 
prehensive Evaluation in TAFE. 
TAFE National Centre for Research and Develop- 
ment, Payneham (Australia). 
Report No.—ISBN-0-86397-107-5 
Pub Date—87 


hee 
Available _— Wadsworth, P.O. Box 
4725, Melbourne, Victoria, 3001, Australia. 
Pub Type— Information Analyses (070) 
EDRS Price - MF01/PC04 Plus Postage. 
Descriptors—* Accountability, Administrative 
Principles, *Adult Education, Audits (Verifica- 


Consumers 
Phenomena?” (S 


White, J. L. 
Educational 


This paper seeks to provide a rationale for evaluat- 

ing Technical and Further Education (TAFE) pro- 
using a management system 
planning. The 


an examination of the Swedish model for self-evalu- 
ation. The second part of the report describes the 
following aspects of the attempt in New South 


provision. The 

versity and scope of T. 

corporate planning as a 

planning (departmental, 

ing unit strategic plans), staff participation in strate- 
operational 


gic action or 
evaluation and monitoring, performance indicators 


and their interpretation, evaluation procedures for 


program monitoring, comprehensive audits and pro- 
gram evaluation activities, establishment of a direc- 
torate of audit and review, program performance 
evaluation plans, planning and evaluation support to 
managers, and future directions. (MN) 
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Pub Date—87 
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* Adult Education, 

Adult Educators, agg ne *Continuing 

Education, Cooperative Planning, Curriculum 

Development, *Curriculum Research, Educa- 

tional Needs, *Educational Research, Foreign 

Countries, Job Training, Postsecondary Educa- 

tion, Program Evaluation, *Research and Devel- 

opment, Research Methodology, Research 

Projects, Retraining, Sign Language, Small Busi- 

nesses, Student Evaluation, Teacher Education, 

*Technical Education, Transfer of Training 
Identifiers—*Australia, Evaluation Research, 

TAFE (Australia) 

This digest summarizes the contents of the more 
than 50 separate items that were published by the 
Technical and Further Education (TAFE) National 
Centre for Research and Development in 1986-87. 
These items include major research reports, video 
pr , newsletters, clearinghouse reports and 
textbooks. The first section provides an overview of 
the Centre’s work and its publications and discusses 
how to use the digest and other Centre publications. 
The second thro sixth sections summarize the 
in-house, outside-funded, commissioned, and seed 
research projects published by the Centre during 
1986-87. The seventh and eighth sections contain 
descriptions of regular Centre publications and all of 
the Centre’s current research and development 
projects. The following are among the topics cov- 
ered in the research publications described: teaching 
in a TAFE college, the continuing education needs 
of full-time TAFE lecturers, delivery of TAFE ser- 
vices to persons in remote areas, materials for and 
about small businesses, the TAFE register of educa- 
tional computing software, student assessment, se- 
lection for the trades, educational accountability, 
cross-sectoral transfer from TAFE to higher educa- 
tion, transferable skills in TAFE, cooperative pro- 
grams between TAFE and the schools, Australian 
experiences in providing training and retraining for 
adults who have lost jobs because of technological 
advancement, TAFE curricula, evaluation of TAFE 
programs, Australian sign language as a second lan- 
guage, the demand for laser technicians, comput- 
er-integrated manufacture, and some lessons from 
England on education and training. (MN) 


ED 286 055 CE 048 386 
Parkinson, Kevin J. And Others 

Attrition of Part-Time TAFE Students. 
TAFE National Centre for Research and Develop- 
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Pub Date—87 
Note—244p. 
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Characteristics 
Identifiers—* Australia, TAFE (Australia) 

A study examined the difficulties encountered by 
first-year, part-time Technical and Further Educa- 
tion (TAFE) students that cause them to consider 
withdrawing from, and in many cases, dropping out 
of their TAFE programs. Questionnaires were ad- 
ministered to 4,150 early withdrawers (persons w! 
dropped out between January 1 and May 16, 1986), 
2,940 later withdrawers (those who dropped out be- 


RIE FEB 1988 





tween May 17 and October 30, 1986), and 1,405 
program persisters (persons still in the program as of 
October 31, 1986). Of those variables that affected 
17 percent or more of the respondents, six could be 
classified as , four as environmental, one as 
a bac ‘ound variable, and one as a defining vari- 
able. variables that were most likely to result in 
a decision to drop out were as follows: inability to 
resolve the pressures from mixing the demands of 
home, work, and study; difficulties in establishing a 
study routine; difficulties in organizing study time; 
teac methods that did not stimulate i interest; too 
much difficulty in meeting family commitments; an 
expansion of career options by virtue of only taking 
part of a course (thus obviating the need to complete 
a course); impossibility of home study because of 
home jobs; inadequate study skills; inability to cope 
with both work and study; failure to find a course 
interesting; and excessive demands imposed by af- 
ter-work travel to college. (Appendixes include the 
——s for early and later withdrawers and 
for program completers, a list of the liaison re- 
searchers who participated in the study, and the 
iginal and followup letters that were sent to early 
wers.) (MN) 
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This book is intended for 
enced Technical and Further 
teachers who want to develop new teachi 
refresh their existing skills. It covers the iowie 
topics: the teaching context (colleges, teachers, 
courses, students, and student motivation); the 
teaching process (the teacher as a professional, a 
model of the teaching process, and components of 
the teaching process); procedures in writing and us- 
ing objectives (types of instructional objectives and 
their use in TAFE and the qualities and importance 
of objectives in teaching); steps in planning teaching 
(establishing lesson objectives, researching lesson 
material, selecting a teaching method, writing a les- 
son plan, and preparing aids and resources); proce- 
dures in of, i content Scmaiek one and 
formatting units of work); techniques for use in 
meeting the first class; teaching large and small 
groups; the importance of questioning as a teaching 
technique; procedures for teaching individuals (su- 
pervising individual students and individual- 
ized learning programs); steps in teaching practical 
skills; instructional aids (selection principles and 
common considerations, the most common instruc- 
tional aids, and computer-assisted instruction); 
background resources; assessment of student 
achievement; procedures for solving concerns of 
students and teachers; course evaluation; and prin- 
ciples of learning and teaching. (MN) 


ED 286 057 CE 048 388 
Mageean, Pauline 
The Continuing 


Staff: Senior College Staff in TAFE. 

TAFE National Centre for Research and Develop- 
ment, Payneham (Australia). 

Spons Agency—dAustralian Council for Employ- 
ment and Training, Canberra. 

Report No.—ISBN-0-86397-378-7 

Pub Date—87 

os For a related document, see CE 048 

2. 

Available from—Nelson Wadsworth, P.O. Box 
4725, Melbourne, Victoria, 3001, Australia. 

Pub Type— Reports - Research (143) 

EDRS Price - MFO1/PO04 Plus Postage. 

Descrip A Attitudes, *Adult Ed- 
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Education, National beneen Principals, *Profes- 
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Program Development, *Staff Development, 
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Identifiers—* Australia, TAFE (Australia) 
Interviews intended to discover the best ways of 
meeting the continuing education needs of senior 


managemen’ budgeting, business 
lationship between individual colleges and the 
TAFE aye: entrepreneurship); educational 
ional an lopmen 4. - staff <s 
th e! its, si 
ment, developing a vision of fake within 
i — encouraging innovation); com 
munication skills (person-to-person, Fay" 
phone, and written communication skills; linking 
and networking skills; assertiveness training; and 
public relations and negotiation skills); and addi- 
tional professional capacities (time management, re- 
port writing, policy implementation, computer 
literacy, and behavior management techniques). In- 
dividualized staff ie 2 py programs and mech- 


anisms to give special ition to the needs of 
underrepresented groups were also deemed neces- 
sary. (MN) 
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ee TAFE (Australia) 

examined ways in which Technical and 

rote lucation (T. ) services might be deliv- 

sod to qussean inieg tn autgng anasel assed. 

The study concentrated on the tristate area served 

by the Broken Hill, Riverland, and Sunraysia col- 

leges. The following means of providing T. ser- 

vices were studied: self-study centers, residential 

facilities at TAFE branch campuses at cen- 

ters away from a principal college campus, mobile 

teaching units, distance education, telecommunica- 

tion links, and radio and television (including satel- 


credit transfer information services should be estab- 
lished. It was also recommended that cooperation 
regarding the use of college facilities be expanded, 
study centers be established, distance education ser- 
vices be expanded, and telematics be given greater 
emphasis. (Appendixes contain data on course pro- 
vision and enrollments, additional statistical infor- 
mation, lists of some possibilities for tele-education 
with equipment required for networking and 
courses available through external studies, a state- 
ment of the duties of a radio education officer, and 
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the budget of the Northern Territory External Stud- 
— A 15-page bibliography is also included.) 


ED 286 059 CE 048 390 
Hayton, Geoff 
Clusters of the Engineering Techni- 

cal Workforce: Summary Report. 

TAFE National Centre for Research and Develop- 
ment, Payneham (Australia). 

Report No.—ISBN-0-86397-155-5 

Pub Date—87 

Note—27p. 

Ave. a Wadsworth, P.O. Box 


of the study wee to gather date to sedis assist Technical 
and Further Education — curriculum plan- 
ners and planners working with education and 
training bodies. The analysis was based on two na- 
tional surveys. The first survey, which was intended 
to collect information on the number of 
workers in each occupational level and branch of 
involved a net sample of 1,089 govern- 

ment and industry organizations and 1,090 TAFE 
and college of advanced education students. The 
second survey (of a net —— of 1,230 engineering 
technical workers from all of Australia’s states and 
territories) examined a. wf background 
teristics and detailed each respondent’s job fune- 
tions. Cluster analysis sorts were carried out by 
using a statistical rather than a judgmental process, 
and a cluster diagram was developed after each sort- 

ing procedure. Ninety-nine primary clusters were 
identified. These primary clusters were merged into 
four major clusters given the following tions: 
engineering systems and stodeioeiien (438 re- 
spondents), civil engineering and surveying (318 re- 
spondents), drafting and design (123 respondents), 
and electrical and electronic engineering (188 re- 
spondents). Job function profiles and background 
characteristics (including average age, salary, high- 
est education, and proportion of females) were com- 
piled for each cluster. (MN) 
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for Trades. 


Selection 
TAFE National Centre for Research and Develop- 
ment, Payneham (Australia). 
Report No.—ISBN-0-86397-074-5 
Pub Date—87 
Note—89p. 
Available from—Nelson My P.O. Box 
4725, a. Victoria, 3001, Australia. 
Pub Type— Reports - Research tas) — Tests/ 
Questionnaires (160) 
EDRS Price - MF01/PC04 Plus Postage. 
Descriptors—Achievement Tests, *Admission Cri- 
teria, Aptitude Tests, *Auto Mechanics, *Cosme- 
tology, Evaluation Criteria, Evaluation Methods, 
Foreign Countries, Mathematics Tests, Pilot 
j Education, *Prevoca- 
Reading Tests, Sec- 
ondary Education, Student Evaluation, Test 
Reliability, Test beer 5 *Trade and Industrial 
Education, Vocational Evaluation 
Identifiers—* Australia 
A pilot study assessed the effectiveness of two 
selection les that were designed to evaluate 
candidates for admission into prevocational hair- 
and automotive mechanics programs. The 
selection profile, which was developed by the Tech- 
nical and Further Education (TAFE) National Cen- 
tre for Research and Development, consisted of the 
following measures: tests of basic mathematics and 
reading comprehension, a trainability test (a practi- 
cal test specific to the relevant trade and designed 
to measure aptitude for oe . statement 
on achievement and attitudes, phical data and 
a personal statement from the applicant, and an in- 
terview. Thus, the profile measured both aptitude 
and motivation. The profile was found to be satisfac- 
tory from the standpoint of its validity, reliability, 
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raining, Can! 
Report No.—ISBN-0-86397-075-3 
Pub Date—87 
—* 8p.; For a related document, see CE 048 
Available from—Nelson Wadsworth, P.O. Box 


4725, Melbourne, Victoria, 3001, Australia. 
Pub Type— TN Research (143) — Tests/ 


vey responses indicated that there is an urgent need 
for continuing education 


naires and a project brief are appended. N) 
CE 048 393 


TAFE a ek Centre for Research and Develop- 
ment, Payneham (Australia). 
lar Oe singe 
—— survey data is not 
from—Nelson Wadsworth, P.O. Box 
i ustralia. 


- MFO1/PC01 Plus Postage. 


Descriptors—*Adult Education, *Computer As- 
sisted Instruction, a, *Directories, For- 
eign Countries, Informa’ Dissemination, 
*Information Networks, Material Development, 
Media Selection, Noy ee National 
Surveys, P. Educa’ 

Identifiers —* Australia, 'AFE (Australis) 

A project was conducted to increase the use of 
microcomputers in basic adult education in Austra- 
lia. The aims of the project were as follows: to estab- 
lish an information network of practitioners 
working within Australia’s Technical and Further 
Education (TAFE) system who have an interest in 
using computer-assisted learning in basic adult edu- 
cation; to collate a human resources directory and 
a register of computer hardware and software mate- 
rials presently in use at TAFE institutions through- 
out Australia; to prepare and disseminate an 
information bulletin/newsletter that would assist 
practitioners in using computer-assisted learning in 
basic adult education; and to select and evaluate 
computer software pac presently in use in ba- 
sic adult education it Australia. After hav- 
ing accomplished the first two project objectives, 
the project team developed the follo recom- 
mendations for staff and students involved in basic 
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Cyert, Richard M., Ed. Mowery, David C., Ed. 
Technology and Employment. Innovation and 
Growth in the U.S. 

National Academy of Sciences - National Research 
o—_ Washington, DC. Committee on Sci- 

Engineering, and Public Policy. 

a No.—ISBN-0-309-03744-1 

Pub Date—87 

Note—238p. 

Available from—National Academy Press, 2101 
Constitution Avenue, NW, Washington, DC 
20418 ($19.95). 

~~ Type— Reports - Research cs) 

EDRS Price - MFO01 Plus Postage. PC Not Avail- 
able from EDRS. 
iptors—Adult Education, Blacks, Diffusion 
Dislocated 


op of new ‘technologies. 
The report concludes with a 15-page bibliography. 
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} P Plus 
i ing, Federal 
tion, *Futures (of Society), Lator 
Trends, Secondary Ed 


cation 
Identifiers—* New Jersey 

This document presents an unbiased statement 
about changes in demographics and about the needs 
of business and industry that may require changes in 
secondary vocational education. The first part de- 
fines and describes vocational education. Part 2 is 


keaiees of idleness Part 3 
presents a summary of the major national studies on 
the condition of American education. These studies 
suggest that vocational education should be exam- 


there are indicators of a need for change in voca- 
tional education in the state at this time. It focuses 
on 10 indicators of the need to study the structure 
of secondary vocational education in New Jersey. 
Part 5 presents the goals, principles, and planning 
assumptions that reflect changing 

and the changing needs of business and industry 
upon which vocational education in New Jersey 
should be based. The final section, part 6, outlines 
a process for the development of a plan for the struc- 
ture of secondary vocational education in New Jer- 
sey. An extensive bibliography concludes the 
document. (YLB) 
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Education 

Clapp and Mayne, Inc., San Juan, PR. 

Spons Agency—Puerto Rico State Dept. of Educa- 
tion, Hato Rey. Area for Vocational and Techni- 
cal Education. 

Pub Date—Aug 87 

Note—14 Ip. 

Pub Type— Reports - Research (143) 

EDRS Price - MF01/PC06 Plus Postage. 

iptors—Administrator Attitudes, Adult Voca- 


, Education Work Relation- 
ship, *Federal Legi ition, High Schools, *Needs 
Assessment, Program Evaluation, _——_ 
naires, *Relevance (Education), 
cation, Student Attitudes, Teacher pm 
*Vocational Education 
Identifiers—Carl D Perkins Vocational Education 

Act 1984, *Puerto Rico 

This report provides results from a study of the 
priorities of the vocational and technical education 
programs in Puerto Rico in light of the opinions of 
teachers, students, and administrators. Information 
08 Se 
tables that present study findings and recommenda- 
tions. The study covers these areas: identification of 
current and projected needs to labor sup- 
ply and demand, examination of teacher and stu- 
dent needs, evaluation of the quality of vocational 


world of work, determination of the capacity of the 
education agencies to deliver the services needed in 
vocational education, and determination of whether 
the services and activities sponsored under the Carl 
D. Perkins Vocational Education Act are in tune 
with the needs identified in the study. (YLB) 
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Pennsylvania State Univ., University Park. Inst. for 
RIE FEB 1988 





the Study of Adult Literacy. 
Agency—Gannett Foundation, Rochester, 


Pub Type— Collected W. orks - Proceedings (021) — 
- Classroom - Teacher (052) — Reports - 
Resverch (143) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 

Descriptors—Adult Basic Education, * Adult Liter- 
acy, Adult Programs, Adult Students, Computer 
Assisted Instruction, Computer Managed Instruc- 

tion, *Computer Uses in Education, Conf 


cinema nrg Material” 


for Developing Thinking Skills 
Adult Literacy” (Budin); “Adult Beginning Reading 
Instruction ter” (Carman, Lower); 


eg I Skills 4 
The CO RIS Experience” (Davies); “Proven Use 
of Human Voice in ~— Software f 
Non-Readers” (Eversole); “ 


Program” (Weyers et al.); ee 

The Microcomputer & Aer Language Ex; pe- 
rience Based 

i & Witeg with it Software” 

Video Packets for Staff Develop- 

i Tibbetts); “Microcom- 

Styles” (Migliorelli); and 

ole of Teachers” (Moscow). 





Food Service, Home Economics, Indochinese, In- 
dustrial Lesth ; 


cdunstion poojoras ofteredin 1987-80 Each abstract 
be ae i a 


ity Spanish); and building trades, clerical, food 
ity and printing trades (Vietnamese, Spanish). 
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ype— Opinion Papers (120) — Reports - Re- 
om on (143) 
EDRS Price - MF01/PC15 Plus Postage. 
Descriptors—* Adult Basic Education, *Adult Lit- 


Document Resumes 19 


Post-Secondary Training Program for Educably 
Mentally Adults. 

Pub Date—Aug 

Note—28p.; Ted ene pumeuies On unt. 


Pub Type— Speeches/Meeting Papers (150) — Re- 
EDRS Price Desnigtve (141) 
MF01/PCO02 Plus Postage. 
ion Work Relationship, *Em- 
Foreign Countries, Job 
*Mild Mental Retardation, 





Education, 
enters Alberta Vocational Centre (Edmon- 
The Alberta Vocational Centre (AVC) Transi- 
be- 


Rehabilitation Society and then asigned ether to 
regular class or a differentiated class incorporating 
more experiential learning and group instruction. 
An evaluation of the was conducted in Jan- 
uary-April 1987 a telephone survey of 1982- 
1985 graduates of . Additi 
tion was obtained and 
earlier study. Some of the conclusions drawn were 
the following: (1) the T-V gender ratios are approxi- 
roy y A. ge (2) T-V graduates are younger than 
's regular students; (3) T-V po oe of 
ty genders averaged 71 on the Wechsler Adult 
Intelligence Scale-Revised (WAIS-R); (4) T-V grad- 
uates were about as likely to be employed as regular 
AVC graduates (56 to 63 percent); (5) changing jobs 
is three times more common T-V graduates 
than among graduates of other AVC programs; (6) 
T-V poem 1 earn less than AVC 
eye er map ees gk bat S- 
not related to employability, although age may 
related and gender probably i is oak (8) T-V grad- 
uates work at some time after 
more so than females; (9) most 


T-V graduates want to work now and/or expect to 
be working in the future; and (11) male T-V gradu- 
ates are initially, and remain, more dependent on 
Tod for residence and employment than females. 
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McNeil, John M. Lamas, Enrique J. 

Male-Female in Work Experience, 
Occupation, and Earnings: 1984. Data from the 
Survey of Income and Program Participation. 

Bureau of the Census (DOC), Suitland, Md. Popula- 


tion Div. 
Pub T Date—Aug 87 
Note—4 


9p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
DC 20402. 

Journal Cit—Current Population Reports; Series 
P-70 nl10 Aug 1987 

Pub Type— Numerical /Quantitative Data (110) — 
Collected Works - Serials (022) 

EDRS Price - MF01/PC02 Plus Postage. 

Descriptors—Adults, Career Choice, Employed 
Women, *Employment Patterns, *Females, In- 
come, *Males, *Salary Wage Differentials, *Work 
Experience 
This report contains 23 tables reporting the differ- 

ences between men and women in lifetime labor 

force attachment, occupation, and earnings. The in- 
formation was collected from a —_ of approxi- 
mately 20,000 households in May, June, July, and 

August 1984, as part of the Survey of Income Pro- 

gram Participation. The first part of this report pres- 
pay a description of the differences between male 
and female workers in the frequency of work inter- 
ruptions, the duration of lifetime work experience, 
the amount of time spent on current jobs, and occu- 
pational patterns; the second part presents an earn- 
ings model that shows the relationship between 
variations in. and variations in a set of inde- 
pendent variab t are thought to be related to 
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i of time duri 
a scree 


female-to-male earn- 
for workers with no 
for all a (5) 57 -_ 


a 


20402. 
Journal Cit—Current Population Reports; Series 
P-70 nl2 Sep 1987 
Pub Type— Numerical /Quantitative Data (110) — 
i 2 


ymen 
come, *Older Adults, Personnel Policy, Retire- 
—y *Retirement Benefits 
Identifiers—Social Security 
This document contains 4 charts and 15 tables 
the pension coverage of workers and the 
retirees in the United States as of 1984. 





provisions 
average pensions nearly 80 percent higher than re- 
tirees with no cost-of-living provisions. (KC) 


CE 048 416 


mentation 
Identifiers—*Adult Literacy Initiative, United 
States 
staff study was undertaken to 


Management Information 

Project Report (LMI R), released by the U.S. De- 
partment of Education in May 1986, and to deter- 
mine whether its findings were valid. The LMIPR 
found that there are 79 literacy-related programs 
administered by 14 federal agencies and that $347.6 
million was spent for adult literacy activities in fiscal 
year (FY) 1985. The committee staff telephoned the 
directors of the 79 programs that the 

PR listed as having literacy-related activities 

for adults and contacted 20 randomly selected state 


directors to verify OY the LMIPR. Approximately 90 
ures reported MIPR. Approximately 90 
percent of the contacted said that had 
not been asked for their input when the LMIPR was 
being prepared. Some of the major findings of the 
staff study were as follows: (1) of the 79 programs 
in 14 federal agencies that were identified in the 
LMIPR as conducting literacy-related activities for 
adults, only 10 (13 percent of the program), in 5 
federal agencies, were definitely conducting literacy 
activities, and 38 (48 percent) of the programs were 
not conducting adult literacy — (2) several 
programs receive no funding for literacy activities; 
(3) 25 = pane of the do not have 
woo pe, pny p bay AB ee ay 
$126. percent of the $347.6 million 
was ati th activities for adults; (5) the 10 
programs that have literacy as their major function 
accounted for $99.9 million or 79 percent of the 
$126.5 million; and (6) the Adult Education State 

Administered Program accounted for $81 million or 
81 percent of the $99.4 million and 64 percent of the 
$126.5 million. (The report presents a short analysis 
of the 79 programs.) (KC) 
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cational 

South Carolina State Dept. of Education, Columbia. 
Office of Vocational Education. 

Pub Date—Aug 87 

Note—108p.; ument is printed on colored pa- 


per. 
Pub Type— Reports - General (140) 
EDRS Price - MF01/PCO0S5 Plus Postage. 
Descriptors—*Compliance ), *Federal Legis- 
lation, Federal Regulation, *Federal State Rela- 
ip, Government Role, Secondary 
Education, State Federal Aid, *State Legislation, 
*State Programs, Technical Education, *Voca- 
tional Education 
Identifiers—Carl D Perkins Vocational Education 
os 1984, *South Carolina 


Technical Education as adopted by the State Board 
of Education. The guide contains an introduction 
(section I) and seven main sections. Section II pres- 


Vocational Education Act of 1984. Section III ex- 
plains the organization and ernance of voca- 
tional-technical education in th Carolina, with 
information on the State Board of Education, the 
Office of Vocational Education, and local adminis- 
tration. Details of the state administration of voca- 
tional education are spelled out in section IV, which 
outlines general administrative pee oe nde fi- 
a ae i le 
mandated by Title Il, Part ws for 
disadvantaged, adults needing re- 
a single parents/homemakers, sex my: 
and criminal offenders is the topic of section 
n, and expansion 
provisions of Title Il, Part B for state-level purposes 
ay a my be following section, section VI. 
provisions for v: programs, services, 
and entivitien, Title Il Port Band Tite Ill Part Bare 
included in the seventh section. Information is pro- 





services, placement services, career 

counseling, and private vocational education insti- 
tutions and employers. The final section contains 
definitions of the terms used in the regulations and 
guidelines. (KC) 
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fice of Refugee Resettlement. 
Spring Inst. for Internationa! Studies, Wheat Ridge, 
Spons A —Office of Refugee Resettlement 
ashington, D.C 
aoe No.—ISBN-0-940723-03-4 


86-C-0004 
ee For related documents, see ED 250 
924 and ED 264 384. 


Independence 
Wheat Ridge, CO 80033 ($20.00). 
Reference Materials - Bibliographies 





FL English Language Train- 
ing Project 
This bibliography is intended to assist teachers 


materials included in the bibliography have been 
o— with the . ~ curriculum competencies of 


Mainstream 
(MELT) 2 hyp Tm guide is divi 
parts. The first part outlines: (1) the MELT topic 
competencies (banking, community services, = 
search, job ~~. health, shopping, and 
transportation) as ¢ MELT core 
curriculm; and (2) the he aE T cree cross-topic competen- 


following information is provided for each compe- 
tency: competency code, student performance level, 
competency statement, and sources covering the 
competency. The second part contains an alphabeti- 

cal list of source materials with annotations and is 
cross-referenced by page numbers with the MELT 
competencies. The third part consists of an alpha- 

betical list of publishers with addresses and titles of 
materials received from each one. (MN) 
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Allen, Judy L. 
Consumer Issues: Credit Usage, Money Manage- 
ment, and b 
Pub Date— 87] 

per presented at the National Voca- 


iptors—*Consumer Education, *Credit (Fi- 
nance), *Curriculum Development, *Financial 
Problems, *Money Management, Secondary Ed- 
ucation, Trend Analysis 
Identifiers—* Bankruptcy 
During the past 10 years, consumers have experi- 
a — is ‘owth in credit and an unprece- 
rate of inflation. As increases 
ene cent teen athena 
income and as savings rates decline, consumers are 
increasingly likely to suffer financial oo — 


are increasingly in of money 
skills. ans Secs 1977 stole of tha chamnatedaies 
of individuals who file for bankruptcy and from a 
1984 study of nonbusiness bankruptcy in Texas of- 
fer valuable insight into the types of individuals 
likely to experience serious financial problems and 


y managemen 
usage skills. Such courses should stress the follow- 
ing: the fact that it is the av income, white 
male between the ages of 30 40 who is most 
likely to file for bankruptcy; the importance of de- 
budget and k: 


cost of items in relation to their value; the effects of 
inflation on money management; and the necessity 
6 ey eee © ee a 
changes in income. Students should be 
exposed to information about debt-load ——~, 
alternative sources of credit, and the importance of 





") creditors when debts cannot be 
CE 048 429 
Vocational- 


= Council on Vocational Education, West- 

Pub Date—87 

Note—37p.; Report on a study by Richard and Ka- 
Da commissioned by the Ohio State 


*School Districts, State Surveys, Technical Edu- 

cation, *Vocational Education 
Identifiers—*Ohio, Private Sector 

A study examined the involvement of the private 


two-year community and technical 
following forms of involvement were identified: ad- 


cils. Two programs in each of the five categories 
were reviewed as exemplary cases. The following 
general factors or conditions were identified as con- 
tributing to the effectiveness of collaboration: a 
strong commitment from oe see to make 
collaboration work; iden of collabo- 
ration for all parties; flexibility on the part of the 
involved individuals and agencies; responsiveness 
to the needs, expectations, and limitations of each 
party; common expectations about what the collab- 
oration entails and its ultimate goals; established 
procedures for continuous and clear communica- 
tion; recognition of the contributions of the other 
party and some form of recip y; and i 

ment of “good people” working under “good leader- 
ship.” A series of recommendations directed toward 
policymakers and vocational education practitio- 
ners was also developed. (Author/ MN) 
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Organized Labor Involvement in Vocational-Tech- 
nical Education at the Local Level. 
Ohio State Council on Vocational Education, West- 
Pub Date—87 
Note—37p.; Report on a study by Raymond A. 
Wasil, commissioned by the Ohio State Council 





i Educa 
*School Community Relationship, *School 
Districts Education, State Surveys, 
Student Organizations, Technical Education, 
*Unions, *Vocational Education 
Identifiers—*Ohio 
A study examined the involvement of organized 
labor in vocational and technical education at the 
local level in Ohio. eae 
labor involvement were examined: labor representa- 
tion on vocational and technical advi: commit- 
tees; labor representation on vocational and 
technical education program review committees; 


ented economy was identified as the major trend 
affecting the extent and nature of collaboration be- 
labor and vocational-technical 

following factors or conditions were 

identified as contributing to the effectiveness of col- 
laboration between organized labor and education: 
an awareness on the part of both labor and educa- 
tion of the tangible benefits of collaborative pro- 
grams; an atmosphere of mutual trust and respect; 
organized, continuous, and structured two-way 
communication; advisory committees convened on 
the basis of trade area and that include representa- 


tives of labor, education, and industry; clear lines of 
responsibility that collaboration 


nized labor and vocational education practitioners 

was also developed. (MN) 
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Thrane, Lucille Douthitt, Frieda 

Strengthening Academics in Vocational-Technical 
Education in Ohio. 

Ohio State Council on Vocational Education, West- 
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on Mainstreaming Handicapped Stu- 
dents in Vocational Education. Second Edition. 
Ohio State Council on Vocational Education, West- 
Pub Date—87 
Note—33p.; Update of ED 233 221. 
Pub Guides - Non-Classroom ( 


modifying equipment and adapting prin 
materials, pe Far ——y and alternative cera 
ing are outlined in the next three sections. Ti 


ment (related employability skills 
are discussed. A and list of references con- 
clude the a. Avan sa 


School Activities, 
aan Student Attitudes, *Student 
Neods Teacher Attitudes 
Identifiers—* Alcohol Abuse 
This document presents data from the second 
Program, 


a 
rals, sie ol en rogram, Faculty Su Ss ‘ 

it Involvemen am, 
Student i Poet 


program by school 

school detective but, as the year 
progressed, referrals from friends and teachers in- 
creased; (2) referred students usually received coun- 
seling from the program counselors, although some 
referrals were made to outside treatment facilities; 
(3) participants in the 8-week Parent Involvement 
Program for students and parents rated the program 
and quality a 

mixed with to how 


well the program met 
pak ms needs, (4) et aot get enna 
a LT, erred students to 
yay anne reported a high need for the 
wp te | 


Planners. 
Pub Date—Apr 87 
Note—17p.; mae oe omens at the Annual Meet- 
ing of the American tional Research 
ciation (Weshineton, D DC, Apel 20-24, 1987). 
Coane Sree (120) — Speeches/ 


The role and function of the school counselor in 
the school instructional process has been infre- 
quently examined in the recent “school reform” 
movement. Many of a counselor’s duties may center 
around recordkeeping and evaluation activities. 
Changes in the instructional and curriculum func- 
tions of the school guidance counselor are needed. 
Planners of the school instructional program must 
involve the counselor in assessment, diagnosis, and 
recommendation tasks that assist teachers in work- 
ing with parents on learning activity plans to ensure 
students’ engagement in the learning process in both 

An effective school 


can be done in at least three ways: (1) counselors 
must become more involved i in intervention-based 
guidance and activities from the earliest 
school stages; (2) school districts must take steps to 
establish a major and broad role for the 

counselors which makes them monitors of student 
progress and coordinators of a compre hensive and 
systematic Ca ae os weep poh te wt 
tricts must invest money in training and preparing 
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guidance counselors and other resource people to 
take a more central role in the school instuctional 
program. (Author/NB) 
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Roark, Mary L. Roark, Eldridge W., Jr. 
Administrative Responses to Campus Violence. 

Pub Date—16 Mar 87 

Note—20p.; Paper presented at the Annual Meet- 


(Chicago, IL, March 15-18, 
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Abuse, *Student Personnel Services, *Vio- 


= Sere College Personnel Associa- 

tion, Physical Abuse 
Campus violence, whether it is physical, sexual, or 
is counterproductive to a positive 


sponsibility for directing the response 
personnel to specific volatile and exploitive situa- 
tions. The work of the American College Personnel 
Association (ACPA) Commission I Task Force on 
Victimization and Violence has resulted in several 
strategies by which administrators can respond to 
campus vi , with a focus on preventive inter- 
ventions. This report looks at the types of violence 
incidence of vi 





and incidence 
guide is appended. (Author/NB) 
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imity, *Sex Differences, Teacher Student Rela- 
tionship 


Nonverbal communication, which includes prox- 
ee is coats ane 
major role in communication relationships. 
Cale en bas ae cnn oS eeees eae 


snd 1 Sewees sos 
approaching professor at what was felt to be a 
i suitable for a comfortable conversation. 





tests and two-way analyses of variance. The 
revealed that student-controlled 
tances fell within the of intimate (contact 
to 18 inches), casual/ (18 inches to 4 feet), 
and social/consultative (4 to 12 feet). Means 
that on an average, professors were permit- 
ted within the casual/personal area, with the female 
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Determining Cost-Effectiveness of 
Home and Community-Based Services. Report 
to the Administrator, Health Care Financing 
Administration, Department of Health and Hu- 


man Services. 

General Accounting Office, Washington, D.C. 

Report No.—GAO/HRD-87-61 

Pub Date—Apr 87 

Note—2Ip. 

Available ‘rom—U. S. General Accounting Office 
P.O. Box 6015, Gaithersburg, MD 20877 (1- -5 

copies free; additional copies $2.00 ea.). 

Pub Type— Reports - Evaluative (142) 

EDRS Price - MF01/PC01 Plus Postage. 

Descriptors—*Community Health Services, *Cost 
Effectiveness, Data Collection, * Deinstitutionali- 
zation (of Disabled), Evaluation Criteria, *Health 
Services, *Home Programs, *Information Needs, 
Nursing Homes, Recordkeeping, State Programs 

Identifiers—* Medicaid 
To examine alternatives to nursing home care, 


mation on the operations of the state projects will be 
vital to 5 wn ay eye nee alternative services 
in the future. General Accounting Office 
(GAO) reviewed state reports to see if accurate, 
complete, and useful information was being col- 
lected. The results revealed that data from most 
states were inaccurate and not useful. Revisions by 
the Health Care Financing Administration (HCFA) 
of its reporting requirements and instructions were 
implemented in 1986 and should improve the accu- 
racy and usefulness of states’ reports. The findings 
also showed that the HCFA does not know how 
effectively states’ home and community-based ser- 
vices substitute for nursing home care and cannot 
evaluate whether these programs increase or de- 
crease Medicaid costs. Many people who have par- 
ticipated in community care demonstration projects 
would not have entered a nursing home had the 
community-based care been unavailable. To assume 
that all alternative care recipients use these services 
pee ee er eee 

is unrealistic and could lead to false conclusions 
aon program cost-effectiveness. GAO recom- 
mends that the administrator of HCFA develop 


port and supervision. New counselors, especially in 
rural settings, reported receiving little support in 
resolution Bah concerns they encountered. (NB) 
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Pub Date—12 Mar 87 

Note—38p.; Paper presented at the Annual Chil- 
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Pub Type— Reports - Research (143) — Speeches/- 


ED Postage. 
epg ey Beliefs, High Risk Per- 
*Information Needs, *Knowledge Level, 
*National Surveys, Secondary Education, *Sex 
Education, *Sexuality, *Student Attitudes 
Planned Parenthood conducted a national public 
opinion poll, asking 1,000 12- through 17-year-olds 
about their knowledge and beliefs on the problem of 
teenage pregnancy. The results showed that over 
50% of the adolescents had sexual intercourse be- 
fore their 18th birthday. Those teenagers most 
likely to be sexually active fell into certain at-risk 
groups with the common denominator being limited 
life opportunities for further education and career 
development. Reasons respondents gave for being 
sexually active included social pressure, followed by 
curiosity and sexual gratification. However, the 
most common reason given was that the respondent 
was “swept away.” The majority reported not using 
contraceptives because they did not know enough 
about them or even where to get them. Forty per- 
cent of the adolescents had no sexuality education 
in school; only 35 percent had comprehensive sexu- 
ality education. Parents have been cited as the pri- 
mary source of information, yet many respondents 
reported never having discussed sexuality with their 
Respondents reported believing that televi- 





measures of home and community-based services 
ae ped oc © ee es a 

care and use measures to evaluate 
waiver program kt. (NB) 
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Note—16p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (Washington, DC, April 20-24, 1987). 

Pub Type— Reports - Research (143) — Speeches/- 
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EDRS Price - MF01/PCO01 Plus Postage. 

Descri *Counselor Atti- 


jptors—Career Change, 
tudes, Counselor Client Relationship, *Counselor 


The induction of counselors to the profession is 
given as little attention in the literature as it is in 


Ce een 
ptr cpt captor at ma 
rienced members. A study was conducted to exam- 
ine the induction processes used for new school 
counselors and the encountered by these 
counselors. New school counselors (N40) 1 identi- 

of Public Instruction 


concerns. 
tween rural and urban counselors in the areas of age 
pepe pee | a pe with urban counselors be- 


sabes. T 


expected to function in isolation with minimal sup- 


sion gave realistic views of sexually trasmitted dis- 
eases, pregnancy, the consequences of sex, and 
family planning. This opinion appeared to change, 
however, as sexuality education became more com- 
prehensive. Adolescents needing the most educa- 
tion included those doing poorly in school, those in 
vocational tracks in schools, boys, those from low 
and middle income families, younger teenagers, and 
teenagers living in the south. (Author/NB) 
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EDRS Price - MF01 Plus Postage. PC Not Avail- 
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Descriptors—* Adolescents, *Aggression, * Antiso- 
cial Behavior, *Cognitive Style, High Schools, 
*Moral Values, Nontraditional Education, School 
mo Student Behavior, *Value Judgment 

dentifiers—*School Rules 
runic! (1978, 1979) has proposed that child 
have distinct concepts of moral and social rules and 
can distinguish between them at a very early age. 

Assuming this perspective, a study was conducted 

to examine how lescents who exhibit antisocial 

behaviors understand and interpret school rules 
with moral and social-conventional underlyi 

themes. Subjects were 20 students attendirg a high 
school for students with serious behavior problems. 

Scores on the Behavior Problem Checklist classified 

subjects as high aggression (HA) or low aggression 

(LA). Subjects read and answered questions about 

four stories of an adolescent breaking a school rule. 

Two of the stories had moral themes and two had 

social-conventional themes. Given the existence of 

a school rule, subjects evaluated the transgression 

negatively in all four stories with the exception of 

the story portraying a fight between two students. In 
this story, subjects in the HA group reported that 
the act was acceptable despite the rule. In the ab- 
sence of a rule prohibiting the acts, all subjects posi- 
tively evaluated the social-conventional acts, and 

a —— the act of destroyi aoe 

property. In the absence of a rule, LA subjec 

tively evaluated the act of two condeate fah fighting 

while HA subjects positively evaluated fighting. 
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aay se fc they make conceal di 


plained; and structural aspec' support 
described, including the format of the group, group 
membership, open or closed membership groups, 


leelings of competence and effectiveness in 
the caregiving role. (NB) 
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Treating the Aging Family: Demystifying Dysfunc- 
tional Role Expectations. 


Pub Date—Nov 85 
Note—19p.; Paper presented at the Annual Scien- 


i Spnily Relation- 
ship, individual Needs, Models, *Older Adults, 


; “ Stenatienal anal 
etal attitudes and beliefs that make it inevitable that 


oo fey sales, Dyunatorionas ba eee 


clude beliefs that: (1) older adults are necessaril 


tangible assi 

support; and (3) support for older adults is inher- 

en eS ee Cee eee 
bers. Inappropria‘ 


support- 

ive quality of late life family relationships and foster 
feelings of guilt and resentment for adult children as 
well as for their elderly parents are described. Some 
of the incorrect assumptions on which these dys- 
functional beliefs are based are identified. A treat- 
ment model to assist family members in 
the strain associated with such beliefs is 
introduced. The treatment model presented in- 
volves components . clarification of role expecta- 


ple is included which illustrates use of the model. 
(Author/NB) 
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Stress Intervention Using Cognitive Principles. 
Pub Date—Mar 87 


— bee presented at the Annual Meeting 
of the National Association of School Psycholo- 


Orleans, LA, March 4-8, 1987). 
So - Descriptive (141) _ 
Speeches/Meeting Pa 50 

EDRS Price - MFO 1 


Tec! Coun- 
kill cote neg Stress Management, 

*Stress Variables 
This document describes “Coping with Stress: A 
Cognitive Intervention Program for Children,” a 


session four are developed in the fifth session. The 
sixth and final session gives members an opportu- 


ng, Satay, ant Cheese Sie See > See Se 
concepts. A group setting is used, and the program 
con te edugied for wo with einen of ditieant 
Se eee 
to expand the role of school psychologists, counsel 

ors, and mental health workers who provide services 
to children. (Author/NB) 
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a — *Public Opinion, *Sex Differ- 


ong, 

Opinion polls in the United States have shown 
gender differences in attitudes toward military is- 
sues, with women reporting less support for aggres- 
sive military options than do men. The cross 
cultural stability of gender differences in attitudes 
toward military issues was examined using data 
from 2,145 West Germans who reported 


porte yens did 

Sat ceguiens wap ompoged afte Ot av ot 
38 women to examine whether this gender differ- 
ence could be due to a lower interest by women in 


base. The results revealed that women with a high 
degree of knowledge about military issues were 
more likely to report attitudes in favor of disarma- 
ment than were men with a comparable level of 
knowledge. Women wy opey a levels of 


opinion 
women. Only a minority of wolbiiuaned @ women 
were found to consistently show more peaceful atti: 
tudes than their male counterparts. (Author/NB)_ 
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Students. ay Interpersonal In- 


Document Resumes 
types, *Sexual Identi 


ity accuracy of people 
tions of the opposite sex. Male (N = 52) and female 
(N=64) college students rated how masculine or 
feminine they felt in each of 30 situations that ver- 
ied in their apparent relevance to sex roles. One-half 
of the subjects also completed the ratings 


FRE 
cu 
ti 
5: 

§ 
i 


Association 
beeen Aap 33-26, 1987). 
143) — Speeches/- 


interview 3590 edulis 6a thelr perception of humor ia 


humor. Results from younger adults, aged 20-29 
(N=118) and older adults, aged 50 and over 
(N= 107) were used to examine age and sex differ- 
ences in adult humor. The results revealed that, as 
recipients, younger people enj humor in the 
pane te ged oe nr ‘or the other person's 
“outlook on life” the reason given for personal 
use of humor was “tension release.” Women more 
than men reported parents as having no sense of 
iemen, eth alter Goan eiten Ob teanar sieve 
often than younger women. The data also revealed 
that for women, the favorite kind of humor reflected 
“outlook on life” while the least favorite kind of 
humor was put-down humor. Blocks to humor re- 
flected more age differences than sex differences. 
(HUMA is included.) (Author/NB) 
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- Date—23 Apr 87 
; Paper presented at the Annual Con- 
“vein of the American Association for Counsel- 
Development (New Orleans, LA, April 
2 a 1987). 
ay —— (143) — Speeches /- 


i Being 

Identifiers—*Quality of Teacher Work Life Survey 

The measurement of job-related stress and job sat- 
isfaction in teaching is important for both the pres- 
ent and future well-being of teachers. This study 
investigated the psychometric characteristics of the 
Quality of Teacher’ Work Life Survey (ott) and 
examined which factors can be addressed by the 





24 Document Resumes 


school counselor in working to improve teacher 
well-being. The QTWL Survey was completed by 
251 teachers who rated their present degree of satis- 
faction and the degree of stress experienced in each 
of 36 job-related areas, such as salaries, time for 
tion, relationships with parents, and student 
interest. The results suggest that job satisfaction and 
job stress for teachers are multidimensional rather 
unidimensional in nature. Job satisfaction and 


job satisfaction and job stress in teachers and as a 

tool to help school counselors to focus 

t efforts to meet the specific needs 

of their teachers. (One figure and 13 tables are in- 
cluded.) (NB) 
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for 4-H Community 

Minnesota Univ., St. Paul. Agricultural Extension 
Service. 


Pub Date—87 


t, *Stress Variables, Youth Programs 
Identifiers—*4 H Clubs 
This document presents a guide to help 4-H Club 


changes which may have a profound im- 
eal caaetientaliodaeehaamme 
of stress. Leaders are provided with a framework for 
viewing stress; a discussion of youth stresses; and a 
list of children’s reactions to stress, including anger 
or violence, withdrawal or isolation, fear, extreme 
obedience, or subtle changes. Eight characteristics 
of families and individuals who cope best with 
change and stresses are identified: (1) effective fam- 
ily communication; (2) ability to work together and 
encourage ; (3) encouragement of 
positive self-esteem; (4) family pride and time for 
family oe (5) family as a a network for 
members; (6) a willingness to accept temporary help 
from outsiders; (7) flexibility in family roles; and (8) 
problem-solving skills. Eight ways that 4-H Club 
leaders can help club members cope with stress are 
listed, and the role of the 4-H Club programs is 
briefly described. Lesson plans for educational pro- 
grams are provided which include information on 
materials needed and a step-by-step teaching plan. 
The lessons described feature learn-by-doing activi- 
ties that can help individuals and families 
— their resources for coping with stress. 
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Utah State Univ., Logan. Cooperative Extension 


Pub Date—Oct 85 

Note—104p.; Some header pages (on colored pa- 
per) may not reproduce well. For related docu- 
ment, see CG 020 180. 
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t, . 
*Coping, Employees, *Family Relationship, *In- 
terpersonal Communication, Leaders Guides. 
Marriage, Spouses, Stress Management 


cay ee nym ma titles > 
session are: 


motional, Social, 
ceeds; (4) hay Needs Met; 2S Com- 

munication Roadblocks; (6) Opening the Road; (7) 
Negotiating Skills; and A Putting It Ali Together. 
The session outlines contain objectives and activi- 
ties and refer the leader to appropriate transparency 
masters in the appendix and to films or videotapes. 
Topics covered include identifying conflicts in rela- 


tionships, ; understanding and changing the scripts of 


necessary in negotiation. 
a conflict skills quiz and a list of recommended read- 
ing. (ABL) 
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Note—57p.; Cover and some header yet (on - 
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Pub Type— Guides 


Descriptors— t, 

*Coping, sapeuens, © Be any Rela domsbip *In- 
terpersonal Comm: e, *Spouses, 
Stress M: 

This is a participant’s workbook for a workshop on 
coping with conflicts and targeted to married cou- 
Se, gee) Coe S pene GEN, eS © 

tions. The ses- 


R ) 
the Road; (7) Negotiating Skills; pom (8) 
Pasing It All Ti . The session outlines contain 
objectives, activities, and homework assignments. 
Topics covered include identi conflicts in rela- 
tionships; understanding and c the scripts of 
relationships; identifying physical, intellectual, 
emotional, social, and spiritual needs; : 
unmet needs met; identifying communication road- 
blocks and methods of unblocking them; new ways 
of communicating, including active listening, gentle 
confrontation, and “fogging”; and identifying steps 
necessary in negotiation. The final section includes 
a conflict skills quiz and a list of recommended read- 
ing. (ABL) 
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Pub Date—Apr 87 

Note—16p.; Paper presented at the Annual Con- 
vention of the Southwestern ary} Asso- 
on (33rd, New Orleans, LA, April 16-18, 
198 

Pub Type— Speeches/Meeting Papers (150) — Re- 


apist, not explored i in the Psyc 
that of se! 


pist is a construct considered important in many 
theoretical orientations. Since psyc 

spend most of their time attempting to promote 
self-awareness in their patients, it is surprising that 
so little formal promotion of self-awareness in thera- 
pists takes place. No formal model has been ad- 





various techniques to facilitate self-awareness of 

ists and patients can be used. This attitude 
can be used by therapists to guide one another in 
their own discoveries. The potential of the dialectic 
for exploring more fully the inner experiences in 
therapy will greatly enhance psychotherapists’ abili- 
ties as enablers of patients, and will make them more 
effective as psychotherapists. (ABL) 
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eign Countries, *Success 
Identifiers—Canada 

Recent studies have evaluated career strategies 
and their relationship to career success. Previous 
research has evaluated career success as perceived 
by persons evaluating others’ careers, generally with 
such criteria as job title, salary, and promotions. 
This study examined career success through a com- 
bination of objective and subjective measures. Man- 
agers (N = 194) from 14 businesses, each with 1,000 
or more employees, participated by completing a 
questionnaire assessing their views on career devel- 
opment. The questionnaire contained four seg- 
ments: social background variables; or tional 
and situational variables; career stra’ and tac- 
tics; and success. It was found that the measures 
formed three factors: (1) level and income, (2) satis- 
faction, and (3) hierarchical career development. 
Success on two of the factors, hierarchical career 
development and level and income appeared best 
predicted by social background characteristics such 
as age, years in career, and education. In contrast, 
organizational and situational variables and strategy 
factors added little to the prediction of any success 
factor. Results imply that the efficient allocation of 
human resources demands that decision makers be- 
come increasingly aware of the prevailing percep- 
tions of career success in their employees. The 
ultimate goal of management should be the best 
“fit” possible between individual and company 
needs, to maximize benefits for all involved. (Au- 
thor/ ABL) 


ED 286 100 
—— Urs E. 


CG 020 183 


Lethbridge Univ. (Alberta). 
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Descriptors—Adjustment (to Environment), Auto- 
mation, Computers, *Employee Attitudes, *Em- 
ployer Employee’ Relationship, Foreign 
Countries, Human Resources, *Personnel Man- 
agement, *Quality of Working Life, *Technologi- 
cal Advancement, Theories, *Work Attitudes 
Identifiers—Canada 
Technological innovation affects the structure 
and content of jobs. Research indicates that there is 
a need for a theory of technological innovation and 
strategic human resource management considering 
several factors, such as an employee’s beliefs about 
the effect of technological innovations on the qual- 
ity of work life and work content. Furthermore, ap- 
plication skills held by the individual should allow, 
the employee to use technology innovatively. Em- 
ployees’ beliefs about technological innovation need 
to be positive to assure a high quality of work life as 
well as the effective use of new technology. Rela- 
tionships are proposed among several variables: 
quality rot work life, acceptance of technology, job 
and task characteristics, anticipated technology-in- 
duced change, job content of skills, organized labor, 
and the public’s acceptance o a innova- 


mechanical and application skills, variety and com- 
plexity of application, innovative application, dis- 
crete tasks, and developing job-related applications. 
Research testing of these relationships is suggested. 
(Author/ABL) 
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Note—120p.; High school and community college 
summaries contain small print. 
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and to rate their effectiveness. Results indicated 
that the counseling and career planning offices of 
siipsamasine bee &e coumatien @ ly integrated 


marily in the information/data management area 
and for administrative use. There was an average of 
three microcomputers and four major software pro- 
grams in use per school in the survey. This directory 
ae = et See 

orders of equipment and software are included 
and individual school s are provided for 
schools participating in survey. A searrone for 4 
dresses of the contact person in each counseling 
center are included for individuals wanting to obtain 


i Integrated Research Services, 66 
Club Rd., Suite 370, Eugene, OR 97401 (free). 
Reports - Evaluative (142) 
- MF01/PC03 Plus Postage. 
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drunk dri problem. (Twenty-seven data tables 
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Final Report. 
Integrated Research Services, Eugene, OR. 
Pub Date—1 Nov 86 
Note—160p. 
Available from—tIntegrated Research Services, 66 


ub Rd., Suite 370, Eugene, ye 97401 (free). 
Research (143) 





use and abuse at colleges in the United States. One 
50 tables, and the survey questionnaire are 


CG 020 187 


drugs. The next section of the report dis- 
cusses A A education. Differences between 
types of prevention education, regional differences, 
and differences between ethnic groups are also ex- 
plored. Thirty-two data tables are included; relevant 
forms used in the study are appended. (NB) 
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I Rela 
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Methods 
Identifiers—* Interpersonal Process Recall 
As an approach to mental health skills 


Maryland Univ., College Park. Counseling Center. 
Pub Date—Mar 87 
Note—25p. 
Pub Reports - Research (143) 
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Descriptors—Academic Achievement, wet Stu- 
dents, *Coll *College Students, *Counseling Services, 
Education, Predictor Variables, *Racial 
ferences, School *White Students 
Identifiers Help Seeking, *Noncognitive Ques- 


whether black students and white students would 
center and, 
would seek. The 


a ‘the 
variables of: a) positive self-concept (2) realistic 
;3 and ability to deal 


men. The results a cama’ aan ion 
standing service, low 

edibevaligene, on: aseltahaltnenen joals were 
associated with their seeking help from univer- 
sity counseling center. For whites, seeking help was 
related to having a strong support person, long 
range goals, and a more negative self-concept. The 
results also showed that the NCQ was related to 
which year in school students it counseling and 
the type of counseling sought. Results varied by 
race. (Author/NB) 
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ng Cottage Program, located 
nstitution at 

ted to allow children to 
their incarcerated mothers. It 


visi 
was a it the program would reunite mothers 
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with their children, help them to maintain or 
re-establish close ties, and prepare mothers for their 
eventual release. A process evaluation was con- 

OSes yeas cpention, “Se 


curred on weekends and usually lasted two nights. 
fT ae pn oa ag waters 
mothers participating in the program av- 

an extended program visit every 42 days. 

the program was implemented smoothly 

icipation expected by 
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ae Paper presented at the amy em we Meet- 
Personnel Associa- 


ing of 
an National Association of Student Personnel 
Administrators (Chicago, IL, March 15-18, 


1987). 
Reports - Research (143) — Speeches/- 
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and 
will | 


ern Paper presented at the Annual Meet- 
ing of Association of School Psy- 
a (19th, New Orleans, LA, March 4-8, 


- Descriptive (141) — 
150) 


Increased 
Ray ofp te Spy & ys 
alienated and who are not responding to the tradi- 
tional school program. These students are not usu- 
ally classifiable as educationally handicapped. A 


system-wide programmatic approach to deal with 
disaffected and disruptive students in a manner that 
allows the school psychologist to make optimal use 
of his time and to maximize staff involvement was 
developed. A needs assessment plan was formulated 
which included accessing data on achievement test 
scores; attendance; suspension and detention; re- 
quests for parental conferences; discipline referrals; 
excessive sickness; and a rating of students by teach- 


needs assessment revealed that the number of stu- 
dents identified as disaffected or disruptive in- 
creased from kindergarten to 12th grade. Several 
possible were selected based on which 
would have greatest potential for having an im- 
pact. These included: (1) a teacher-student mentor 
program; (2) a group session with teacher-student 


recommendations. The 
lowed for gradual implementation, and utilized a 
variety of staff members. However, it encountered 
staff resistance from those who feared another “fad- 
dish” program. (ABL) 
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.; Paper presented at the Annual Meet- 
ing of American School Health Association 
(Denver, CO, October 8, 1986). 

Reports ea 


*Prevention, *Program Effectiveness, *Self Es- 
teem, Student Attitudes 

Identifiers—* Alcohol Abuse 

The Alcohol Misuse Prevention Study de 


significant effects are expected to 
appear in the third posttest when alcohol use and 
misuse are expected to rise. (Author/ABL) 
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= > rn Science Foundation, 

Pub Date—Apr 87 
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Note—39p.; Paper presented at the Annual Meet- 
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Curriculum placement or tracking is a form of 


ability grouping common secondary 
SS ee, | ee 
characteristics and policies in shaping the tracking 
system, from the perspective that educational at- 
tainment is a consequence of the interaction be- 
tween individual abilities and efforts and the 
learning opportunities provided by the school. Data 
were analyzed from the “High Sc and Beyond” 
=. which sampled students from 1,100 schools. 
Track placement was measured by studen 


school, ability of the individual students, aca- 
demic inclusiveness data were generated. Ability 
was the most important predictor of track place- 
ment. Social class background was strongly related 
to track placement. Track placement was not based 
solely on characteristics of individual students. 
School-level variables modified the relationship of 
ability and student-SES to track placement. 
Two-thirds of the sample chose their track and were 
more often located in the academic or vocational 
track while those assigned were more likely to be in 
the general track. Analyses revealed systematic dif- 
ferences among types of schools, suggesting that 
track placement is more complex than previously 
indicated and that school-level variables should be 
included in research on track placement. (ABL) 
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ptors—. i 

Objectives, *Counselor Role, Elemen 

ondary Education, *School Counseling, 

Counselors, *Underachievement 

The stated purpose of this ide for counseling 

underachievers is to present a step in the direc- 

tion of developing a comprehensive, systematic ap- 
proach to students for academic 
achievement. Its intent is to emphasize the need for 


Pub Date—29 Sep 86 

oP - Paper presented at the Annual Meet- 
American Public Health Association 

Cid, Las Vegas, NV, September 28-October 2, 


- General (140) — Speeches/- 





tion, *Cost Effectiveness, Delivery Systems, 
*Health *Home Programs, Home Vis- 
its, Models, *Older Adults, Veterans 
Identi ivers, *Florida 
Florida’s District 12 Veterans Administration 
(VA) wanted to deliver medical case-management 
services to veterans not receiving home-based ser- 


pmb tain the Elderly And their 
Caregivers at Home) project and the local service 
delivery model which was developed. The goals of 
the project are presented as the reduction of Medic- 


cof cike ction tae giunst onhesonelte 
TEACH project is discussed as a two-phase process: 
a service evaluation will assess service cost-effec- 
tiveness, impacts on the care receiver and caregiver, 
and impacts on health service utilization by the tar- 
geted Medicaid population over age 65; an intera- 
gency coordination evaluation will describe the 
coordination efforts in terms of domain consensus, 
goal congruence, and communication. A four-page 
reference list is included. (Author/NB) 
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Bradham, Douglas D. And Others 
for 


Pub Date—28 Jan 87 

Note—24p.; Paper presented at the Caregiving 
Support for Maintaining in the EI- 
derly Conference (Tallahassee, FL, January 
27- 38, 1987). 

Pub Type— Reports - Evaluative (142) — 
Speeches/Meeting Papers (150) 

EDRS Price - MF01/PC01 Plus Postage. _ 

Descriptors—Agency Cooperation, Coordination, 
Cost Effectiveness, Delivery Systems, *Health 

*Home Programs, Home Visits, Mod- 

els, *Older Adults, *Social Support Groups, Vet- 


erans 
Identifiers—* Caregivers, *Florida 
This document describes the TEACH (Train the 


trict 12 Veterans 
Department of Health and Rehabilitative Services 


ihe family and other caregiver 
role of the caregiver. The CH service delivery 
model is described, issues for the caregiver now and 
in the future are considered, and the 

Se aera ey 
options for addressing the issues involved in 
long-term care are reviewed, the purpose of 
TEACH services is defined, the conceptual model 
of TEACH service intervention is presented, and 
the evaluation of TEACH service hypotheses is dis- 
cussed. Future requirements of caregivers are pro- 
jected and three alternatives are identified: (1) 


Note—16p.; Paper presented at the Annual Meet- 
ing of the American Personnel Associa- 
tion/National Association of Student Personnel 
Administrators (Chicago, IL, March 15-18, 


students’ attitudes and values. In many institutions 
the peer culture is estranged from the academic life 
of the campus. If student affairs professionals want 
to Soren eee nee eee 


clearly established as a domain for student develop- 
ment intervention by ing formal connections 
among the curriculum, teaching, and student life. 
Finally, student affairs professionals must identify 
and confront those value issues in the peer culture 
which conflict with educational objectives and have 
the greatest impact on students’ moral develop- 
ment. Important areas to consider include: (1) alco- 
hol and drug education; (2) sexuality; (3) academic 
integrity; (4) racism and sexism; and (5) volunteer- 
ism. Student affairs staff need to be more active in 

oting opportunities for students to serve oth- 
ers, combat harmful elements in their environment, 
and work for noble ideas and causes. (NB) 
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Congress of the U.S., Washington, DC. House Se- 
lect Committee on Children, Youth, and Families. 

Pub Date—24 Feb 87 

Note—245p.; Some pages contain small, light type. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
DC 20402. 

Pub Type— Legal/Legislative/Regulatory Materi- 
als (090) 


physical 
health and safety of children, places them at risk of 
developmental delays and academic failure, and 
causes numerous family Witnesses pro- 
testimony ~~ fs (1) Yvette Diaz, a 
who lives with her mother and three 
ew York City’s Hotel me yep 
Velerte Mascitti, director, Homeless Project or Ad. 
vocates for Children of New York City; (3) Maria 
Foscarinis, Washi counsel, National Coalition 
for the Homeless; (4) Lisa and Guy McMullan and 
OS SS eS ee 


one of the U.S., Wi 
Report No. —House-R-100- 
Pub Date—19 Jun 87 
Note—109p. 


00-1 aca 


Document Resumes 27 
Pub Type— Legal/Legislative/Regulatory Materi- 
als (090) 


porate apg bentaes eee ys te 
ment. (NB) 
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Employment-Focused Programs for 
Mothers. 

Women’s Bureau (DOL), Washington, D.C. 

Pub Date—86 

Note—S5p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 


CG 020 201 
Adolescent 


tive. Needs of teenage mothers relevant to the pro- 
elements are discussed. Community-based, 


program 
and on the Women’s Bureau Women in Nontradi- 
- ~ - ials. (NB) 
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‘The health care industry in the United States has 
undergone tremendous change. Health care provid- 


juding 
Seetth ence anartetiog hus Soceoed on to prontoes 
of urban facilities. Little work has been ac- 
com; on the marketing attitudes, 
pay pe me ee ‘0 ex- 





when organizations 
facilities; and (5) females held a more posi- 
of marketing than did males. These find- 


ments are appended.) tAuthoe NB) 
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When Love Really Hurts: Dating Violence Curric- 
ulum. 


Family Crisis Shelter, Williston, ND. 
Pub Date—87 
ee = Developed by Network Against Teen- 


p++ —e from—Family Crisis =" P.O. Box 
1893, Williston, ND 58802 ($7.50 
Type— Classroom - nee (052) — 


ships. A guide for presenting material in four class 
iods is included. Student learning objectives are 
and a pre/post test is included. Each of the 

four objectives is discussed in its own section of the 
curriculum. Objective I, Dating Violence: Its Exis- 


comm! skills 
violence. Objective IV, When You Need Hicip, ist 
possible resources available to help victims and per 
petrators of violence. The curriculum con- 
cludes with a set of relevant activities. The Network 


Pub EDRS rice = Mv 5 Research (143) 
/PCO1 Plus Postage. 
Alcoholism. 


Gangestad and =a 1985) have proposed two 
pwede sm maps hee pepcieneny np mae ya 
(c possessed tc some degree by all in- 
dividuals) and class variables (characteristics dis- 
tributed into discrete classes). This study examined 
whether alcoholism could be classi as a class 
variable. Because a class variable will exhibit a par- 
ticular pattern among the covariance of its indica- 
camp, © piles cindy Gap candusted to identity 10 
indicators from the Drinking History Question- 
Se Seetetee See the Comprehensive 

Drinker Profile, the Mortimer Filkens Test, and the 
‘estern Personality Inventory. The indicators were 
Jee ladda teen 
coholics. Covariance among the items was plotted 
by level of response to the indicators. The covari- 


ance between each possible item pair was "7 for 


CG 020 205 
The Problem 


the Response. Hearing before the Select 
on Children, Youth, and Families. 
House of Representatives, One Hundredth Con- 
gress, First Session. 
Caen f Ge US. Washington, DC. House Se- 
lect Committee on Children, Youth, and Families. 


20402. 
Pub Type— Legal/Legislative/Regulatory Materi- 
als (090) 
EDRS Price - MF01/PCOS Plus Postage. 
Descriptors—*Child Abuse, *Child Neglect, *Gov- 
ernment ~ wy ap *Intervention, Preven- 


neglect. In his opening statement, Representative 
George Miller discusses a survey of governors 
in 


included from Representatives 

Boggs, J. Dennis Hastert, and 

nesses providing testimony incl 

Krugman, director of the C. Henry Kempe National 

Center for the Prevention and Treatment of Child 

Abuse and Neglect; (2) Frederick Green, president 
National Committee for the Prevention of 








Kansas City, aby and ‘oF Patricia Raphael, 

president of the Parents Anonymous 

of Massachusetts. Witnesses present research find- 

ings on the scope of the problem of child abuse and 

es See SS aoa 
and recommend 





to 
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State Plan for the Prevention of Child Abuse and 


North Carolina State Dept. of Public Instruction, 
Pub Date—Nov 86 


This document provides the state of North Caro- 
lina with a blueprint for program <a. 
and research in the area of child abuse 

prevention intended to strengthen community pro- 
grams and families statewide. The problem of child 
abuse is presented in the first section of the report. 
The next section identifies barriers which may be 
significant factors in the implementation of a com- 
prehensive child abuse prevention program. Lack of 
coordination by service providers, lack of in 
the area of child abuse and neglect les- 
sionals who work with children, family life educa- 
tion in the schools, teacher preparation for teaching 
family life education, availability of affordable yt 


od yay wy tt at abuse identified 


by the State Board of Education. Separate sections 
antiun goapumer @) Ociian 028 elation: 


awareness. R tions for ‘legislative and 
administrative action are included and a list of refer- 
ences and is provided. (N 
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At-Risk Youth Planning Document for the State 
Board of Education and the Oregon Department 


of Education. 
Oregon State 4 ¥ of Education, Salem. 
- Date—Sep 86 
P- 
Pub Type— Guides - Non-Classroom (055) 
EDRS Price - MF01/PC04 Plus Postage. 
i i *Dropout Prevention, 
Education, *High Risk 
Schools, High School Students, 
Development, *State Action 
Identifiers—* 

This report provides direction for the develop- 
ment of a cohesive state policy and plan for the state 
of Oregon regarding services for at-risk youth. It is 
also intended to serve as a guide for school districts, 





resource, the grades served and the major focus of 
the resource is given. (NB) 
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re Paper presented at the Annual Meet- 
of the Association 


a Southeastern Psychological 
33rd, Atlanta, GA, March 25-28, 1987). 
T Reports - eee (143) — Speeches/- 


*Interpersonal 
ere Parent Child Relationship, *Par- 
ent Influence, *Stress Management 
Identifiers—Adult Child Relationship, *Pain 
Professionals 


oe eee OF 

experiences during painful medical i 
lated to both the physical insult and the child’s de- 
gree of anxiety and fear. Two major lines of research 
in the area of pain management include 


reassuring 
preceded child distress. Also, when the child emit- 
ted any one of eight distress behaviors, the adults’ 
seemed to be severely limited. Their 
overwhelming response preference was to reassure 





pet yertwne tpg ope phybe tong meet 
OS one OS a oe 
child, and 


for 


‘eacher Manual. 
—— of Education, Edmonton. Curriculum 
Report No.—ISBN-0-920794-45-9 
Pub Date—87 


we For curriculum guide, see ED 274 
14. 
Pub Type— Guides - Classroom - Teacher (052) 
EDRS Price - MF01/PC10 Plus Postage. 
Descri Adol Dev 

ploration, *Daily Living Skills, 

*Health Education, Instructional 





This document presents a teacher resource man- 
ual to use with the Health and Personal Life Skills 
Curriculum Guide for junior high school students 
developed by the fe pate of Education 
in 1986. It provides prac’ tical suggestions to teach- 
ers, with emphasis on > outa in the affective 
Se RA eee ea 
lum guide, and teaching the optional curriculum 
sections on human sexuality. The introduction dis- 
cusses the program rationale, organization, method- 

ivi human sexuality section, 
methods, resource materi- 


ty. 

4 present each of the first four themes for grades 

8, and 9, respectively. Chapter 5 contains the rec- 
ommended teaching strategies for the optional 
theme of Human Sexuality by discussing parent and 
community involvement and the teaching of human 
sexuality in junior high grades. The activities recom- 
mended in the book are based on the curriculum 
guide and should be used to complement the guide 
and the authorized learning resources. (NB) 
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Family Living Including Sex Education: Grades K 
Through 12. Third Edition. 

Oe ee ee, Reon, IY. 
Div. of Curriculum and Instruction. 

Report No.—ISBN-0-88315-540-0 

Pub Date—85 


For related documents, see CG 020 
Available re York City Board of Educa- 
fae St., Rm. 613, co NY 11201 
t., 1 rooklyn, 11201 

10.00). 


EDRS Price < MOLI Non-Classroom (055) 
EDRS aati 


my Guides, Elementary Sec- 

ondary Education, *Family Life Education, Pri- 

= Education, *Sex ucation, *Teaching 
Identifiers—New York (New York) 

This document presents a revised curriculum 

for New York City public schools’ Family 

iving including Sex Education programs. It is in- 


tors, i 
gies valuton and eves of poychosexua develop- 
Son. Giker sections SS ee a for 
different grade levels: (1) pre! 
grade 2; G) grades 3 and £¢ (3) arabe Sand OCs 
junior high school; and (5) high yee A | 


port of a family living/sex education program, a 
RIE FEB 1988 


sample letter to parents, a list of clinic services in 
New York City, a description of parent workshops, 
and a section on death education. (NB) 
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Div. of Curriculum and Instruction. 
Report No.—ISBN-88315-887-1 
Pub Date—87 
Note—27p.; For related document, see CG 020 
1 


211. 

Available from—New York City Board of Educa- 
tion, Division of Curriculum and Instruction, 131 
ry St., Rm. 613, Brooklyn, NY 11201 


Pub T Guides - Non-Classroom (055) 
EDRS - MF01 Plus Postage. PC Not Avail- 
D 





, Secondary i 
ary School Curriculum, *Sex Education, Teaching 
Methods 


Identifiers—New York (New York) 
This document contains supplementary material 

i i y syndrome 

to accompany New York City public 
schools’ Family Living including Sex Education 
programs. It presents the concept that sexual health 
care is the responsibility of each individual. A 
teacher information section provides information 
on Ane ee vot ons included to 4 4 7 =e 
nior sc si its to ee 


factors associated with AIDS fs) junior high 


Strategies are also included to increase the under 
standing of high school students of AIDS as a social 
and medical problem. Two high school level lesson 
plans and activities are given. An appendix 

AIDS resource information, including lists of hot- 
lines, printed information, and speakers. (NB) 
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New York City Board of Education, Brooklyn, N.Y. 
Div. of Curriculum and Instruction. 
Report No.—ISBN-88315-866-3 
Pub Date—87 
Note—27p.; For related document, see CG 020 
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Available from—New York City Board of Educa- 
tion, Division of Curriculum and Instruction, 131 
Livingston St., Rm. 613, Brooklyn, NY 11201 


Pub Type— Guides - Non-Classroom (055) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Se ee Abuse, Curriculum Guides, 
lementary Education, *Elementary School Cur- 
pm mony Family Life Education, Individual 
Power, Preschool Education, *Prevention, Sex 
Education, *Sexual Abuse, Teaching Methods 
Identifiers—New York (New York) 
This document contains s) 
related to helping children protec 
sexual abuse to accompany New York Ci 
; i luding Sex 


Strategies ; 
ive and six, the concept is presented that 
c are not to blame when adults violate rules. 
Teaching strategies and activities are provided. Re- 
sources are listed for children and adults, and curric- 
ula resources are also given. (NB) 
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Clinical Psy: 
Pub Date—24 Aug 86 
Note—31p.; Paper presented at the Annual Con- 
vention of the American Psychological Associa- 
tion (94th, Washington, , August 22-26, 
1986). 
'ype— Reports iO (143) — Speeches /- 
) 


grams, Set S ts, Higher Education, 


Document Resumes 29 


aoe. *Research and Development, 
*Student Interests, *Theory Practice Relationship 
Most clinical training programs attempt to pro- 
duce psychologists who are both s research 
scientists and practitioners. This scientist-practitio- 
pep te ty 1950 confer- 
ence on clinical psychology held in Boulder, 
Colorado, has been the subject of much scholarly 
debate. A study was undertaken to examine the ca- 
reer and scholarly productivity of 176 clinical 
psyc graduate students from 16 doctoral pro- 
grams approved by the American Psy 
sociation. Students were surv via 
(N= 140) or via mail (N = 36). survey question- 
naire focused on clinical interest, research interest, 
teaching interest, scholarly productivity, and mis- 
cellaneous student and advisor characteristics. 
results revealed that programs differed widely with 
respect to level of student scholarly productivity 
(e.g. publications), interest in and interest 
in clinical work. Across programs, substantial sup- 
port was obtained for the hypothesis that individual 
students generally choose to ialize in either 
clinical work or research only and rarely choose to 
work extensively in both areas. Students, however, 
did not select research and clinical orientations with 
—_ ye predominantly clinical orienta- 
tion emerged. A small number of programs seemed 
to produce students with equal interest in research 
and clinical practice. Findings are discussed in 
(NE) of their implications for the Boulder Model. 
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Johnson-Greene, Douglas And Others 
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Case 

Spons Agency—Mankato State Univ., Minn. 

Pub Date—May 87 

Note—30p.; Paper presented at the Annual Con- 
vention of the Association for Behavior Analysis 
(13th, Nashville, TN, May 25-28, 1987). 

Pub Type— Reports - Research (143) — Speeches /- 
Meeting Papers (150) 

EDRS Price - MFO Plus Postage. 

Descri Adults, *Behavior Modification, Case 
Studies, * Strategies, *Health, *Nutrition 

Identifiers—* Caffeine, *Self Monitoring 
Although caffeine is is seemingly harmless in ordi- 

nary daily intake, there has been concern 

about the possible side effects of habi caffeine 

. The excessive daily ingestion of caffeine 


is study tested the efficacy of be- 
havioral management of excessive caffeine con- 
sumption. Primary treatment components included 
changing criterion, self-monitoring, didactic infor- 
mation and public announcement, contingency con- 
tracting and response cost, incompatible responses, 
and alternative stimulation. It was expected that the 
three subjects would increase self-management 
skills and maintain appropriate caffeine consump- 
tion following treatment. Treatment and follow-up 
results substantiated these expectations. Subjects’ 
daily caffeine consumption decreased from over 900 
milligrams during baseline (the equivalent of over 
eight cups of coffee) to less than 300 milligrams 
during maintenance. The results appear to support 
the suggested effectiveness of behavioral interven- 
tions in the treatment of excessive caffeine con- 
sumption. Figures and tables are provided. (NB) 
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de Miranda, John 

San Mateo County’s Server Information Program 
(S.LP.): A Community-Based Alcohol Server 


Training Program. 
Pub Date—Apr 86 
Note—13p.; Paper presented at the Annual Confer- 
ence of the National Council on Alcoholism (San 
Francisco, CA, April 18-21, 1986). 
Descriptive (141) — 
(150) 


= Taining 


The field of alcohol server awareness and training 
has grown dramatically in the past several years and 
the idea of training servers to reduce alcohol prob- 
lems has become a central fixture in the current 
alcohol policy debate. The San Mateo County, Cali- 
fornia Server Information Program (SIP) is a com- 





30 Document Resumes 


munity-based prevention ee ae designed to de- 
sinking ad ring The The program 4 ith manatee 
ving. wi —_ 
eredioallon-ale alcoel 


poe pence Bee am i 
a 6-hour training module which focused on legal and 
administrative concerns, alcohol problem statistics, 
alcohol physiology, motivation to drink, assertive- 
ee oe pacing food and 
Gan. poevntian onila “aoe management backup, 
and cutting off service. SIP also provides funds 
pcg epee man nny Apne Spee opera- 
evaluation is currently y. 
Callsbeselive eftarte onch on the SIP provide on im 
portant tool to reduce the societal level of alcohol 
problems. (NB) 
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process of information gathering and 
identificati of obstacles to implementation, 
pre- ing preparations, and actual implementa- 
tion. Initial efforts were focused on businesses and 
unions with a minimum of 100 employees living or 
working in the county and that appropri- 
ate insurance coverage. The Third-Party Project is 
currently receiving the first wave of client referrals. 
Several contracts between providers and union trust 
funds are in negotiation. A detailed analysis of pre- 
liminary results is planned. (NB) 
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ae Paper presented at the Annual Meet- 
of the Southeastern 


Psyc 

Chad. Atlanta, GA, March 25-28, 1987). 
Pub Type— Reports - Research (143) — Speeches/- 

Meeting Papers (150) 
Price - MFO1/PCO01 Plus 
Descri h , College 

o- "Higher Education, Individual 

Individual Differences, ‘*Leaders, 

SSemeusiing Traits 

While past research has documented the indepen- 
dent effects of individual difference characteristics 
and contextual information on perceptions of lead- 
ership, it has not investigated the simultaneous ef- 
fects. This study explored the interactive effects of 





Postage. 
Students, Evalua- 
Characteris- 


ized diminution of individual difference 

effects with salient contextual information). College 

students (N = 80) were randomly assigned to one of 

it cells in a 2x2x2 design mani; the level 
exhibited leader behavior, the a 


post-observational performance information, and 
the of ratings desired. Subjects viewed one of 
two 15-minute demonstrating two vari- 
eties of leader behavior, and provided information 
on their own gender, age, locus of control, task/ per- 
son orientation, lenienc hg ye Fe 
dence in rating the 


bogus performance inf 
the subjects within each behavio behavior 


counting contextual information. (NB) 
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Cognitive- 
Pub Date—May 87 
Note—19p.; presented at the Annual Meet- 
Association 


of the Midwestern ciel 
(buh, Chicago IL, 1 May 75, 1987). 
esearch (143) — Speeches/- 


treatment. In this study, 40 mildly depressed clients 

received individual cognitive-behavioral therapy ei- 

ther immediately or following a 6-week waiting per- 
iti of 


therapists. 

of either the 6-week treatment or waiting period and 
again following treatment 

a oe weg (BDD, the D 


and A-Trait Pome A multivariate repeated mea- 
sures analysis of variance was conducted and re- 
ae 2 See ce Se Se eee 


y' 
scores on the BDI, BSI, and A-State, and nearly 
tly more on the A-Trait. Implications for 
the effectiveness of brief following a waiting 
list period are discussed. (Au / NB) 
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- General (050) 
Plus Postage. 
ts, *College Bound 
Decision Making, 
—_ Schools, *High ae Ry 


ties, and college costs. Terms students should be 
under the headings of 


se 
dam, oodiees elaine check list, and a testing 
record are included. (NB) 
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Heald, Jane D. 


Families and Aging: Resources for Individuals and 
—— ag Center for Families of the Aging, 
Ww: A. 


liogra 

ship, *Information Sources, *Older Adults 
Identifiers—* Caregivers 

This document was originally prepared for partici- 
pants at a “Helping Families of the Aging” work- 
shop which was held prior to the Professional 
Symposium of the National Association of Social 
Workers in November of 1985. This revised and 
— edition contains annotated lists of advice 

books, personal accounts, (group ——— and peri- 

odicals about caregiving. R tated 
under the headings of: (1) Advice for Caregivers: 
How-To-Do-It Books; (2) Shared Personal Experi- 
ences; (3) Periodicals; (4) Local Handbooks—Exam- 
ples of What Can Be Done; (5) Suggestions for 
Elders; (6) Manuals, Curricula, and Hints for Group 
Leaders; (7) Audiovisuals; (8) Information about 
Private Geriatric Care it; and (9) Cata- 
logs. Approximately 65 entries are included. (NB) 
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Measurement of Client Preferences for Therapist 


Behavior. 

Pub Date—May 87 

Note—38p.; Paper presented at the Annual Meet- 
ing of the Midwestern Psychological Association 
(59th, Chicago, IL, May 7-9, 1987). 

Pub Type— Reports — (143) — Speeches/- 





vices), *Counselor Characteristics, Counselor Cli- 
ent Relationship, *Counselor Evaluation, 
*Counselor Role, *Psychotherapy, *Role Percep- 
tion 


While past research has found conflicting results 
on the place for client role preferences in psycho- 
therapy, none of this research has examined the 
client role preferences in an actual client population 
seeking outpatient therapy. This study involved the 
development of a measure of client role preferences 
which attempted to survey a wider range of thera- 
pist traits and behaviors than has been typical in 
previous work and which was specifically desi 
for use in outpatient treatment i The Role 
Preference Inventory, a 74-item checklist of client 
role preferences in the areas of therapist characteris- 
tics, therapist activities, and client activities, was 
administered to clients seeking treatment at a uni- 
versity psychology clinic, a community mental 
health center in a small community, and a commu- 
nity mental health center in a larger urban area. 
Data were collected for one year at the mental 
health centers and for over 2 years at the psychol- 
ogy clinic. Results from 170 subjects suggest that it 
is possible to identify and measure distinct dimen- 
sions of client role preferences. Concern, support, 
expertise, problem resolution, and separa 


lected as offering the best combination of statistical 
discrimination among groups and potential clinical 
meaningfulness of the groups. (NB) 
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ington, VA io 9.12, 1987). ™ 
Pub Type— - Descriptive (141) — 


RIE FEB 1988 





Speeches/Meeting a (150) 
EDRS Price - MF01/PC01 Plus 
Descriptors—*Client Characteristics (Human Ser- 


Evaluation, *Self Control, Termination of Treat- 


ment 
Identifiers—* Gambling 
The Gamblers Treatment Clinic (GTC) opened in 
1982 as a New York State Office of Mental Health 
Demonstration Program. The basic premise of the 
GTC is that excessive gambling is a disorder of im- 
pulse control. Treatment, conducted in the commu- 
nity in a time-limited fashion, attempts to uncover 
the underlying dynamics that precipitate disorders 
of —— po During an initial evaluation for 
the diagnosis of pathological gambling, a potential 
client’s motivation for treatment, financial status, 
vocational status, involvement with Gamblers 


treatment, similar forms are used to record data 
regarding the status of the client. Clinical services 
provided at the GTC include individual and fami- 
ly/ marital therapy, group therapy, and when appro- 
priate, chemotherapy. Client data gathered at intake 
and at termination were analyzed for 81 gamblers. 
The results revealed that clients reported signifi- 
cantly less gambling on termination of treatment 
than they did at initiation. There were improve- 
ments in social relations reported at termination of 
treatment. Gambling at termination of treatment, 
however, was not related to social relations at termi- 
nation. There was some evidence that reports of 
improvements in lifestyles (e.g., employment, in- 
come level) were related to reports of less gambling 
at termination of treatment. (NB) 
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Pub Type— Reports - Research (1 (143) — Speeches/- 
Meeting Papers (150) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—*Child Abuse, *Compliance (Legal), 
Human Services, Influences, Legal Responsibil- 
ity, *Mental Health Clinics, Parent Child Rela- 
tionship, *Professional Personnel, *Sexual Abuse 
Identifiers—*Child Abuse and Neglect Reporting 
Although all states — professionals provid- 
ing human services to report cases of suspected 
child abuse, studies have shown that many profes- 
sionals selectively report cases of child abuse. A 
study was conducted to examine professionals’ ten- 
dency to report suspected child abuse and their at- 
tribution of responsibility for child abuse as a 
function of victim age, type of abuse, and level of 
certainty that abuse is occurring. Differences in re- 
Porting between licensed and non-licensed clini- 
cians were also investigated. Clinicians (N= 101) 
from three community mental health centers in 
Florida read an experimentally controlled vignette 
which manipulated victim’s age, type of abuse sus- 
pected, and the child’s reaction to questions about 
abuse. Subjects rated their tendency to report the 
abuse and how confident were that abuse was 
occurring; indicated factors influential in their re- 
porting decision; and assigned responsibility to the 
father / offender, * mother/spouse, child/victim, and 
to society. Eighty-one percent of respondents stated 
that they would tend to report the abuse; victim 
and type of abuse (physical, sexual) did not signift- 
cantly affect tendency to report. Tendency to report 
differed tly by child’s reaction to ques- 
tions. that abuse was occurring was ig 
nificantly associated with tendency to report. (NB) 
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Harris, Jeff E. Heesacker, Martin 
— in Counseling: Integrating Two Theoret- 
Pub Date—May 87 
Note—42p.; Paper presented at the Annual Meet- 
ing of the Midwestern Psychological Association 
(59th, Citee. IL, May 7-9, = 
ype— R - General (140) — Speeches/- 


Descriptors—* Attitude Change, , Pro- 
RIE FEB 1988 


oem, *Counseling | eeeataee, *Counseling 


es, Learning, M 
ldsatiers Cognitive ~~ Counseling, 
*Elaboration Likelihood M 
Learning and attitude caer are two cognitive 
processes essential to therapeutic change in coun 
seling. Recently two cognitive models that reflect 
current research and , one focusing on learn- 
ing and the other on attitude change, have each been 
applied to counseling with promising results. Mar- 
tin’s cognitive instructional counseling (CIC) is a 
it or ———— processing model of coun- 
seling. and Cacioppo’s elaboration likelihood 
model (ELM) is a model of attitude change pro- 
cesses that has been applied to . These 
two models are compatible and complementary 
with respect to change processes in counseling. By 
these two distinct approaches to cogni- 


fits of this integrated decision tree include: (1) pro- 
viding an example of the unification of different 
theoretical models that share a common conceptual 
base; (2) facilitating research based broadly upon 
relevant cognitive processes; (3) peer a practi- 
cal decision tree that can be used and assessed in 
counseling settings; and (4) providing counselors 
with examples of ways that counseling researchers 
cme — counseling. Figures are provided. 
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are some of the major 

ment. The first three (trait-factor, developmental / - 
self-concept, and personality) have ties to the 
gestalt school because of the emphasis on the indi- 
vidual’s relationship to the environment. Anne Ro- 
e’s personality theory of career development 
integrates the concept of acting in response to and 
interacting with the environment. Goodstein’s and 


cation made because of early conditioning. The im- 
plications for career educators in two-year colleges 
involve these issues: (1) the need to serve full-time 
and part-time students of all ages; (2) the need to 
provide career development to students in the matu- 
rity spectrum from early dualism to commitment on 
the Perry Scheme; and (3) the need to fund student 
corinne 30 Sane Re Sea 
ery system of career planning services is needed. 
Holland’s Self-Directed Search seems suitable for 
these students. The outcomes of this instrument can 
be discussed at face value or used as a springboard 
for career decision-making. All two-year college ed- 
ucators helping students with career decision-mak- 
ae ——_ should be aware of the theoretical 
bases of modern career development and be pre- 

pared to aid students in their development. (ABL) 
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tional Aspiration, *Personality Traits, *Voca- 
tional Maturity 
Identifiers—* Indecisiveness 


There are three basic types of career indecision: 
(i) ae (2) acute situational-reaction; 
and (3) chronic indecision. Developmental indeci- 
sion is usually alleviated by maturity as well as by 
self-awareness activities and career information. 
Acute situational-reaction indecision is relieved by 
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the removal of situational or environmental barriers. 


appropriate and guided 
through this critical state. ( a 
CG 020 228 


Association for 
eee (New ome | LA, April 
2 a 1987). 
Pub T. Reports - ee (143) — Speeches/- 


sy yn ey me 
have been researched since 
work with split-brain patients in the 19608, but only 
slight attention has been given to the 
dominance 


, a measure of self-actualizing 


brain processing the 
nance Instrument aHBDD. 
females and 21 males) were identi 


Note—9p.; Paper presented at the Annual Confer- 
ence of the American Association for Marriage 
and Family Therapy (44th, Orlando, FL, October 
23-26, 1986). 

Pub Type— Reports - General (140) — Speeches/- 
Meeting Papers (150) 

EDRS Price - MF01/PCO01 Plus Postage. 

Descriptors—Adjustment (to Environment), *Ad- 
justment Counselors, Counseling Objectives, 

*Counseling Services, *Family Problems, His- 
panic American Culture, Americans, 
*Immigrants, Puerto Ricans, Stress Management, 
*Transitional Programs 

t people have positive internal forces to 
t. 


lane pest the stress. Catholic Family Services 
offers counseling services for Hispanics which are 
sensitively tailored to fit into their patterns of rela- 
tionships, enabling to make a positive 
transition into the community and helping the com- 
munity to accept and appreciate — 
strengths. Stressful factors for Puerto 

include the inability to speak English or to read and 
write well in Spanish, change from a rural area to a 
new climate in an urban setting, the alienation 
caused by children’s schools, and difficulties in em- 
ployment. Counselors must accept the traditional 
—— structure and understand that the fami- 
i not see themselves as needing counseling. 
However, families may want help with concrete 
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and Construction 
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types of music to use, and where to send away for 
— for fourth to 

activity section offers sim- 

cookies, while the fi- 

goals for summer 


reading Stencils for circus characters are 
included.) Cc) 
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tana 


i , Main Idea, *Pre- 

reading Activities, Text Factors 
Se a ee ene 
of guided imagery instruction before 
reading. Subjects, 25 third-grade student volunteers 
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Descriptors—®* Attitude Change. Benning 
ing, Childhood Attitudes, * cially ow ba 


Literature Reviews, Parent Attitudes, *Parent 
Child Relationship, *Parent Participation, Parent 


Your Library-Greatest Show of All! A Planning 
Manual. 
Nebraska Library Commission, Lincoln. 


-> *Reading Achievement, *Reading Atti- 
tudes, Reading Instruction, Reading Research, 

Role Models 
A review of the research on the effects of parental 
influence and parental involvement on children’s 
reading achievement indicates that when parents 
take an active and positive part in their child’s edu- 
cation the results often turn out well for the student. 


acquire tial 
skills. Parents’ attitudes other than toward reading 
can also influence reading achievement. Conflict or 
overprotection can interfere with reading 
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In school districts throughout the United States, 





responsibility of learning center instructors. 
ures and references are appended.) (SKC) 
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letropoli ittsburgh 

Pa.; PLUS = Literacy US). 
Spons Agency—National Commission = pa 
ment Policy (DOL). Washington, D 
Pub Date—87 


—aw For a related document, see CS 008 
Pub Type— Guides - Non-Classroom (055) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—* Adult Literac —_ Adults, Continuing 
Education, *Corporate lucation, Corporate 
Support, Baucetiboatly Disadvantaged, Educa- 
tion Work ‘Relationship, Employment Qualifica- 
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Project Literacy U.S. (PLUS): Information and 
Resources for Task Forces. 

Metropolitan Pittsburgh Educational Television, 

Pa.; PLUS (Project Literacy U.S.). 


Spons ‘National Commission for pout 
ment policy (OL), Watinewen D.C 
Pub Date—87 


wo For a related document, see CS 008 
; Guides - Non-Classroom (055) 
Plus Postage. 


mission for Employment Policy (DOL), *Project 
Created the Project pone US. (PLUS) or- 


programs currently serving the United States, while 
section 4 lists the type of information a new literacy 
agency will need and where to obtain it, and offers 
ea 
tion 5 discusses ways to market a liter- 


i and corporations can 
compsigen, ant eo tad epetion took of aaign 
support organizations and literac: = f oe Ss 
pendixes contain a list of PLUS nai support 
organizations, and a list of resources for such orga- 
nizations.) (JC) 
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Cook, Nancy R. Hoag, Charles C. 

On the Front Lines: A Comparison of Reading 
Instruction Programs in Two South Carolina 


—Office of Educational or 


; Paper presented at the Annual Meet- 
Educational Research Asso- 
20-24, 1987). 


two schools vary in many ways—Danville is a “tradi- 
tional” school in a predominantly black urban envi- 
ronment, while Sumner enrolls students from a 
relatively well-to-do suburb and a rural poor trailer 
| epee Data for analysis were culled from 

; interviews with 


Chatter " 
received 145 minutes of daily reading instruction, 
and the average Chapter 1 class was 50 minutes 
long. At Sumner, instruction was mostly in the lec- 
ture/recitation format, but at Danville the format 
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Treiman, Rebecca 


Levels of Phonological A’ 
Pub Date—22 Apr 87 





the el and fi 
(he vor wy bo yp 


inthe first experiment and results in that 
wile gy cont oumveteetbegidinnand masuagt 
labic units in a word comparison task, they 


approach, which ignores 

~ A. — words, and the phonics ee ma 
emphasizes phonemic 

(References, figures, aad tables conch oy od 

ment.) (SKC) 
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Weaver, Constance 
Reading Process and Practice: From Socio-Psy- 


to Whole 
Report No.—ISBN-0-435-08444-5 
Pub Date—88 
Note—483p.; Revised edition of “Psycholinguistics 
and From Process to Practice” (1980). 
Available tional 


from—Heinemann Educa: 
Inc., 70 Court St., Portsmouth, NH 03801 


($27.50). 
xc Books (010) — Reports - Research 
43 
an ~y ot from =... 


and discussion, and extensive 
ening activities, The cha pm Noy the fol- 
ak topics: (1) beliefs ; (2) what 
of trading Gace and wee it th — teac 

of Saae ee = theory contrasting 

and reading instruction); (3) how 
words are a (4) how context aids in word 
identification; (5) why word-identification views of 


questions for journals 





34 Document Resumes 


reading (such as phonics and basal reader ap- 
proaches) are ) nnn (6) how a socio-psy- 

view of reading is relevant to reading 
instruction; (7) how the acquisition of literacy paral- 
lels the acquisition of oral ; (8) how a whole 
language h can be implemented (chapter 


approac 
contributed by Dorothy Watson and Paul Crowley); 
(chapter contr can be taught in the content areas 
( contributed by ee Wilson); (10) how 
to assess readers’ strengths and begin to determine 
their instructional needs; (11) how to help those 
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tory Ti 
oe S- ey BN-0-86709-197-5 


Note—237p.; —_ by Paulo Freire. 

Available from— Educational Books, 
i350 70 Court St. Portsmouth, NH 03801 

Pub Type Books (010) — Collected Works Gen- 


~— Education, Secondary 
Edcation. her Education, *Teaching Meth- 
ods, Theory Practice ome arpa Womens Stud- 


ies, _Writing Instruction 


(Paulo) 
Intended for teachers who wish to explore alterna- 


tives to the dominant pedagogy in the United States, 
and reflecting the creative enthusiasm many teach- 
ers gain from Paulo Freire’s ideas, this collection of 
essays presents practical examples of innovative 
classroom work being done in Freirean education in 
America, as well as examinations of his critical the- 
ory. Following an editor’s introduction on using 
Freire’s ideas in the classroom, the titles of the es- 
says and their vy are y* follows: (1) “Educating 

h to the Crisis in 


American 

evant?” (L. S. Finlay and V. ens (5) “Strangers 
No More’: A Liberatory Li y Curriculum” (K. 
Fiore and N. Elsasser); (6) “Monday Morning Fe- 
ver: Critical Literacy and the 

*"Work” (I. Shor); ( 


a Wri . Elsasser, 
(9) “The Hidden Curriculum of Survival ESL” “— 
R. Auerbach and D. Burgess); (10) “Feminist Val- 
ues: Guidelines for Teaching Methodo! in 
Women’s Studies” (N. Schniedewind); (11) “Criti- 
cal Mathematics Education: An Application of 
Paulo Freire’s Epistemology” (with oo ex- 
a 4 


Teachers” (P. Freire). (An appendix by C. Brown 
illustrating the Freire method as originally used in 
northeast Brazil, a bibliography, and notes on the 
contributors are included.) (NKA) 


Puppetry, Reading 

Reading Materials, *Recreational Reading, Story 

Telling, “Summer Programs 
Identifiers—*Circuses, “Thee Public Services, 

Summer Vacations 

Intended as a companion volume for librarians 
planning a children’s summer reading program, this 
activity manual provides ideas for games, puzzles, 
Puppet shows, story reading, and more, all based on 
the theme of “Circus | eel The manual sug- 
gests ways to promote the program, such as visits to 

schools, and provides directions for registering chil- 
dren. A “S ” section gives s for 
particular to read aloud, and includes cir- 
cus-related cutouts to dramatize the books. The pro- 
gram section gives s 
pee ay the library 
section that wa li 
sien 0 doa eimai Sections 
puzzles, crafts, prizes, and clowns are followed by a 
section with activities for older children, and a sec- 
tion ing ways in which teenaged volunteers 
can help with the younger children. Lists of re- 
sources for librarians are included. (JC) 
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van den Broek, Paul 
Changes in the Understanding of 
and Complex Causal Relations in Stories. 
Pub Date—Apr 87 
Note—16p.; Paper presented at the Biennial Meet- 
ing of the Society for Research in Child Deve: 
ment (Baltimore, MD, April 23-26, 1987). 
Pub Type— Reports - eect all 


ment, Connitine Measurement, Cognitive Tests, 
Developmental S *Inferences, 
Thinking, *Reading Comprehension, 
my Reading Rasch, Story Reading, 


Identifiers-°Causal Inferences 
This study investigated the development of stu- 


dents’ abilities to integrate information in stories as 
an aspect of reading comprehension. Students aged 
8, 11, 14, and 18 judged the importance of key state- 
ments, oo varied in their causal relations wi' 

an episode, between episodes, and in a higher-order 
structure, yielding a levels of possible integra- 
tion. Results showed that within an episode, all age 
groups judged to the same degree statements that 
causally integrated many other statements as more 
important than statements that integrated few other 
statements. However, only students 11 years old 
and older recognized the importance of statements 
that related pairs of episodes. Further, not until stu- 
dents were 14 could they identify statements that 
allowed higher-order struct of episodes as im- 
portant. The findings attest to central role that 
causal inferences play in the integration of informa- 
tion in stories. While students of all age groups were 
sensitive to the causal role of statements within epi- 
sodes, the ability to infer causal relations at higher 
levels of integration appears to be strongly related to 
age and grade level. (Five figures and one table are 
included.) (JC) 
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Reading and Computers: Issues for Theory and 


Practice. Computers and Education 

Report No.—ISBN-0-8077-2866-7 

Pub Date—87 

Note—205p.; Foreword by George E. Mason. 

Available from—Teachers College Press, Teachers 
College, Columbia University, 1234 Amsterdam 
Ave., New York, NY 10027 ($22.95). 

Pub Type— Books (010) — Reports - Research 


(143) 
Not Available from EDRS. 
Descriptors—Arrtificial Intelligence, Cognitive Pro- 
cesses, “Computer Assisted Instruction, Com- 
puter Simulation, *Computer Uses in Education, 
Elementary Secondary Education, Eye Move- 
ments, Higher Education, Language Arts, Reader 
Text Relationship, Reading Comprehension, 
Reading Consultants, —— Improvement, 
*Reading Instruction, *Reading Processes, Read- 
ing Research, Reading Strategies, Reading Teach- 
ers, Reading Writing Relationship, *Theory 
Practice Relationship 
Identifiers—Print Awareness 
Embodying two themes-that the computer can 
become an even more exciting instructional tool 
than it is today, and that the research necessary for 
developing the potential of this tool is already un- 
derway, this book explores the theoretical, research, 
and instructional issues concerning computers and 
reading. The titles of the essays and their authors are 
as follows: (1) “Computers, Reading, and a New 
Technology of Print” (D. Reinking); (2) “The Con- 
struct of Legibility in Electronic Reading Environ- 
ments” (D. B. Daniel and D. Reinking); (3) 
“Implications of Artificial Intelligence Research for 
Human-Computer Interaction in Reading Instruc- 
tion (E. Balajthy); (4) “Computers and Reading Re- 
search” (M. L. Kamil); (5) “Computer Analysis of 
Written Materials” (L. T. Frase); 5) “Two Exam- 
ples of Computer-Based Research on Reading: Eye 
Movement Monitoring and Computer-Aided Read- 
ing” (G. W. McConkie and D. Zola); (7) “Redefin- 
ing a Basic CAI Technique to Teach Reading 
Comprehension” (M. A. Siegel and D. M. Davis); 
® “Computers, Simulated Cases, and the Training 
Diagnosticians” (J. F. Vinsonhaler, A. B. 
, C. C. Wagner, and R. M. Polin); (9) 
“Using ‘Computer-Simulated Instruction to Study 
Teachers’ 
mann); (10) “Computer Speec! eading 
tion” (R. K. Olson and B Wi wee), and (11) “Using 
Computers as an Integral Aspect of Elementary 
Arts Instruction: Paradoxes, Problems, 
and Promise” (L. Miller and J. D. Burnett). Biogra- 
— of the contributors and an index are appended. 
(SKC) 
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Descriptors—*Computer yet Instruction, Ele- 
mentary Education, Foreign Countries, Man Ma- 
chine Systems, Oral Readi Phonetics, 

Instructional Materials, Program 

Evaluation, Reading Comprehension, *Reading 

Difficulties, *Reading oo aeeenareny *Reading 

ina Wend 1 ao Research, Remedial Read- 
Word Recognition 

Identifiers —* Autoskill Component Reading Sub- 
skills Program, Ontario, *Subskills 
A study in eastern Ontario, Canada, evaluated a 

computer ee. the Autoskill Component Read- 

as Subskills Program, which was used to improve 
the reading comprehension of elementary school 

students identified as reading disabled. Subjects, 91 

students from five school districts, were behind at 

least one grade in reading word recognition skills 
but were of average intellectual ability. ‘aan _ 
trained on the Autoskill Program accor: 

cedures specifically developed = three aie “ais. 

subtypes: reading, 
dal i a Two control 
groups consisted of reading disabled students who 

did not receive any specific intervention om that 

which they were already obtaining in their schools, 

and students receiving alternate computer programs 
for remedial assistance. Results indicated that the 

Autoskill- trained students made significant gains in 

my word recognition, phonetic skills, and para- 

graph reading also d teacher and 
student evaluations of the program to be quite posi- 
tive. These results replicated those of a previous 








eae 
and school, a qualitative analysis of silent and oral 
reading, and sample initial and final teacher evalua- 
tion forms are appended.) (NKA) 
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It Matters if a; Read: Evaluation of Ten 
Age-Paced Parent Education Home Learning 


Programs. 
Pub — 86 
eports - Research (143) 
/PCO1 Plus 


and baby’s age in months. The reading 
series varied from sixth to eighth-grade level. Data 
were gathered using an evaluation 
sent to parents as they completed the booklet series. 
Of the more than 51,000 parents estimated to have 
eee eee eee year, 2,263 re- 
turned their questionnaires. Results indicated that 
while respondent characteristics varied from state 
to state, most were 25 years old or older, white, 
married with some post high school education. Fifty 
percent lived in urban areas, and 60% were first time 
parents. Results also indicated that all booklet series 
were well read, with 84% of the respondents report- 
ing having read all articles in all issues, and 74% 
ing that someone other than themselves—usu- 


were “somewhat” or “very” helpful. Results suggest 
that the booklets achieved their intended purpose, 
and that “ a ea 
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a Paper presented 2 the Annual Meet- 
ing of the North Central R Association 
(30th, Notre Dame, IN, October 8-10, 1987). 
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ype— Ore Papers (120) —- Speeches/ 


identifies the characteristics of reluctant or un- 
motivated readers and discusses what happens to 
them. Following background reflection on the limits 
people who can read but choose not to set upon 
themselves and their community, the introductory 
section of the paper rok eon a review of scholarly 
literature dealing with the problem of the reluctant 


cluding lack of interest in or anxiety about reading, 
and recommends strategies to applying ae 
child's pam = aay on Teading 
aloud to children and searching out materials that 
are interesting to young readers. What happens to 
reluctant readers is examined in the next section of 
the paper, with particular focus on Steiner’s 
theory that power in the United States will ulti- 
mately belong to the alliterate. The paper concludes 
with a summary linking the American educational 
7. a eS eS 
it understanding and a value for reading 
is as important a factor in —nesenne ena 
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Spons Agency—National Inst. of Child Health and 
Human Development (NIH), Bethesda, Md. 
Pub Date—Feb 87 
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Descriptors—*Cognitive Processes, *Eye Fixa- 
tions, My 4 Movements, Higher Education, Per- 
ceptual Motor Coordination, ag ny 
Reader Text Relationship, *Reading Processes, 
Reading Research 
Sixty-six college students read two chapters from 
a contemporary novel while their eye movements 
were monitored. The eye movement data were ana- 
lyzed to identify factors that influence the 
Conn anaes! Sa 
data were partitioned according to the location of 
the prior fixation (i.e., launch site), the distribution 
ri on the word (i.c., landing site 


7 = constrained, normal in 
~h_. 9 The loca- 
dais of bad Uectivas an Goaiann te ennanea 


for on the basis of five principles of oculomotor 
control: (1) a word-object has a specific functional 


ility - 
site from the target. (References, a table of 
site distributions, and five figures are poke 
(Author/SKC) 
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orphology 
cholinguistics, Reading Research, *S 
Inflection (Grammar), Word Deriva- 


Three paper-and-pencil measures were ere adminis- 
tered to students in fourth (40 students), sixth (30 
students), and eighth (30 students) grades to assess 


appears to See 
Knowledge of the distributional properties of suf- 
fixes also increases, with sixth-grade students show- 
ing an increase in overgeneralization errors parallel 
to that found for inflectional suffixes in much youn- 
adhe way: Results support the a ~ 
ledge of suffixes is 


compartmentalized. 
two-page reference list, 10 data tables, and 1 gue 
comprise one half of the document. (Author/S 
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Increase Students’ Reading Achievement 
Elementary School cen 's Knowledge of Their 
Students’ Diverse Cultures. 
Pub D Dere_Jul 87 
Note—184p.; Ed.D Practicum, Nova University. 
Pub T, Reports - Research (143) — Disserta- 
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Education, English (Second 

guage Arts, Minority Groups, Reading Improve- 

ment, Reading Instruction, Reading Research, 

Reading Skills, Student Motivation, Teacher Stu- 

dent Relationship, Values 
Identifiers—Nova wenwange A » 

os eee ‘ool teachers in a large 
school near a major U city often had difficulty 
motivating non-native students and increasing their 
language arts abilities due to lack of information 
concerning the students’ home environments and 
cultural values, this practicum examined the need to 
address differences in cultures and values between 
the elementary school fac my Bh hd me 
dent and parent population. The introduction offers 
information about the school and the author's re- 
sponsibilities as a reading specialist at the school. 
Chapter 2 contains a study of the problem, focusing 
in particular on the type of value conflicts faculty 
had experienced, and an analysis of the related liter- 
ature. Chapter 3 outlines anticipated outcomes, 
such as improved student motivation and language 
arts skills, increased parental and community in- 
volvement, and improved teacher understanding of 
their students’ cultures. The chapter also descri 
evaluation instruments. Chapter 4 offers a solution 
stra! gy and contains a report of the action taken, 
incl having non-native speakers address sec- 

lessons surround- 


evolving through the grades, into more complex 
and materials. (Appendixes include let- 
ters, language arts scores, evaluations of student 
pee apne a faculty b a multi-cultural language 
Lao ey faculty appraisal, and parent 

pear hae am Gd 
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Note—10p. 

Pub Type— Reports - Research (143) 

EDRS Price - MF01/PCO01 Plus Postage. 

Descriptors—Attitude Measures, *Community At- 
titudes, Educational Attitudes, Elementary Sec- 

Education, Evaluation Criteria, Higher 

Education, *Reading Instruction, Reading Re- 
search, *Reading Teachers, *Teacher Attitudes, 
*Teacher Education, *Teacher Educators, 
Teacher Effectiveness, Teacher Evaluation 
A survey examined the attitudes of reading teach- 





% Document Resumes 
ers to determine how teachers felt =] (1) their 
and their 


yyw cell ne + a 

addition, the study investigated the attitudes of 
community members about reading 1 reading ed- 
ucators. Subjects, 52 prac 


pot a alae | (many with children in the 
school system or involved with the schools) an- 
swered a different questionnaire. Results indicated 
that the majority of the practicing teachers did not 
feel particularly well prepared to teach reading as a 

graduate preparation. The 


y 
fective, and also felt that their own teaching showed 
both strengths and weaknesses. Results of the com- 
pam apd pe hy spelen eg 

reading teachers among the lay community, but 
am lack of knowledge about how individuals 
are prepared to become reeading teachers. (NKA) 
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Kirkpatrick, Patricia And Others 

ee eee Lag Sept Cate. 
Date—Oct 86 


Pub 
Note—22p.; Paper presented at the Annual Meet- 
of the North Central Reading Association 
Git Notre Dame, IN, October 23-25, 1986). 
ype— Opinion Papers (120) — Speeches/ 


Postage. 
Students, Educational Facili- 
t, *High Risk Students, Individual- 
ized Instruction, * Laboratories, 
Learning Motivation, Learning Learn- 
ae Le Metacognition, Reading Habits, 
ters, Student Attitudes, Study Hab- 
is *Study Skills, Teacher Role 
gyn University IN 
othe Learning Support Center (LSC) at Taylor 
egy in Upland, Indiana, has developed the 
Three R method-resources, retention, and renew- 
al-of helping high risk students understand the ma- 
terial in their classes and remain in the university. 
The first method, resources, involves four types of 
resources-state-of-the-art equipment, qualified per- 
sonnel, varied services, and stable university pro- 
grams, and depends upon the amount of 
equipment and staff available at the | 


ployed, with the goal of giving at-risk students some 
sense of success and ability. It is hoped that the 
Three R method will help students be more success- 
ful in school, and become eager, self-directed learn- 
ers. (Six figures consisting of flowcharts and lists are 
included.) (JC) 


CS 210 491 


‘Classification, *Cognitive 
Development, _—, Processes, * Definitions, 
pee ay be Acquisition, 
tudes, Language ay Linguis- 

Nouns Skill Development 





and concrete nouns are defined in a parallel fashion 
at a given age. Subjects, 120 randomly selected 
public schools, were 


acteristic. In contrast to concrete nouns, the total 
percentage of classification responses to abstract 
nouns increased with age-only at 18 did the subjects 


these responses 
Words defined analytically must be placed in a hier- 
archy or system of thought, their attributes deter- 
mined and Fi 


these concepts i 
(Eight tables of data are included, and notes and 
references are appended.) (NKA) 


Pub Type— Information ort Pees. (070) 
EDRS Price - MFO1/PC02 Plus 
Descri —_. 5 sceaive Wit Writ- 
Descriptive Writing, *Expressive Language 


*Figurative a Styles, Models, 
Narration, Poetry, — Theo- 


ries, Writing oa ® 





rates on the definition of the term “expressive writ- 
ing.” Yo par 


well as cee toy 
constructivist context for pos mt oo composing, 
which proposes that written composition is a mean- 
ing-construction process, that meaning includes 
feeling, and that the constructivist model is a pro- 
cess rather than a developmental or text-classifica- 
tion model. The next section then describes the 
model and explains that, as a dialectic process, it 
includes notions of sense and imagination, anticipa- 
tion (of what the text will look like) and expression, 
conscious and unconscious activity, superordinate 
and subordinate schemata—which suggests that texts 
i an image of what the final form should 


dimension, 
siveness and form are given, followed by —— 


patterns 
guage most of which include examples from 
lished and unpublished prose and | & 
summary and a section ing directions for re- 
search conclude the paper. (Fifty-two references are 
included.) (JC) 
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Kang, Namjun 

Alternative Methods for Calculating Intercoder 
Reliability in Content Analysis: Kappa, 
a 
Pub Date—Aug 87 

ey Paper presented at the Annual Meet- 


Mass i 
a Fa aa — = 
Speeches] Me - ao (142) — 
es/ Mectng Ps no 
/PCO1 tet 


echoes Analysis, *Interrater Reli- 
— *Measurement Tec Media Re- 
Theones, Theary Practice Relaiosh — 


Identifiers -Coding, Rossa, Kappa 
Coefficient, Wei ofl 


If content analysis is to satisfy the requirement of 


d must be reli- 





objectivity, 


and p 
able. Reliability is usually measured by the propor- 
new ee 
by different coders. For such data to be empirically 
meaningful, a high degree of inter-coder reliability 
must be demonstrated. Researchers in various disci- 


biometrics, epidemiology, 
have employed different 
specific problems; 


— such as psychiatry, 
and medical 


eigh 
cases where the number of coders is two, but later 
researchers extended the concept to more than two 
coders. S.I. Bangdiwala and Hope Bryan have devel- 
oped an “agreement chart” method that can help 
investigators pinpoint the source of poor intercoder 
agreement, and in which the use of 


“canned” computer programs. 
data are included, and figures and references are 
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Newspaper 

Pub Date—Aug 87 

Note—29p.; Paper presented at the Annual Meet- 
maetee: the Association for Education in Journalism 
and Mass Communication (70th, San Antonio, 
TX, August 1-4, 1987). 

Pub Type— Reports - - Research (143) — Speeches/- 
Mecting I Papers (150) 

EDRS Price - MF01/PCO02 Plus Postage. 

i parative Analysis, *Competition, 

Content Analysis, *Layout (Publications), Media 


Identifiers. Editwial Policy, Market Research, 
Newspaper Circulation 
A study examined whether intercity competition 
affects the content of daily newspapers and whether 


ily 
editorial material than satellite city daily papers, 
which in turn will carry more than 


newspapers 
cated that the first two hypotheses were partially 
but the third hypothesis was not. Fi 


did metropolitan dailies. Satellite dailies had a 

larger percentage of space for county news than did 

SS 

als addressing city issues. (Tables of data are in- 
cluded, and » dmy are attached.) (NKA) 
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Lacy, Stephen And Others 

The Impact of Central City Newspaper Market 

Structure on Suburban Newspaper Existence 


and 

*Pub Date—Aug 87 

Note—23p.; Paper presented at the Annual Meet- 
ing of the Association for Education in Journalism 
and Mass Communication (70th, San Antonio, 
TX, a 1-4, 1987). 

Pub Type— Reports - i iceatattaaaliias 
Meeting Papers (150) 





ting Agreemen’ ‘ewspa- 

*Market Analysis, Market Research, 
Circulation 

examined the effect of market structure 

newspaper circulation and existence, 

specifically investigating whether the structure of 

the central ci newspaper market influences the 

existence of a weekly or bi-weekly 

5 OO Se eee <9 Se 


sampled-300 randomly selected from each of the 
three different central market structures (monopoly 


market structure of the central cities did not bar nor 
extensively influence either the existence of subur- 
ban newspapers or their circulation. Competitive 
central markets were positively related to suburban 


newspaper managements I 
mp cg mp pen poten 
. (Tables of data notes are at- 
ed.) (NKA) 
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Atwater, Tony And Others 
Satellite News Feeds: 


CS 210 601 


Satellite news gathering (SNG) has been widely 
adopted in perp tee neg a ee 
Soe ea televi- 
sion news operations i on it. 
However, because the cone | for SNG is so 





under 
attempted to protect the interest of SNG 
originators in the Electronic Communications Pri- 
vacy Act of 1986, ,, which designated SNG transmis- 
sions as “private,” but the Act provides only some 


to be in protection of intellec- 


Property, the law provides little guid- 
ance on the issue of detection and damages when an 
paper ey ey eye pr ee 


it recognizes 
feeds, ut is inadequate b 


congressional 
the protection of such new technology. (JC) 
& 210 688 


Note—26p.; Paper presented at the Annual Meet- 
ing of the Association for Education in Journalism 
and Mass Communication (70th, San Antonio, 
TX, August 1-4, 1987). 

‘ype— a (143) — Speeches/- 


ancement 
senile iain Advertising Effec- 
RIE FEB 1988 


tiveness, *Change Analysis 
To examine the most im changes in mar- 
keting and advertising of 2 decade foes 1976 to 


- aot 
sual observers. Although the decade in question was 
perceived as a dynamic period for advertisers, mar- 
Sains, Sie, Coe, Shp Shee S Se 
education felt that there had been no significant 
creative changes in his 40 years of teaching, but 
rather that the effect of the electronic revolution on 
marketing and advertising in general has been pro- 
found. One pattern in the interviews identified the 
importance of the progress induced as a by-product 
of the new i.e., segmentation, target 
marketing and direct marketing made possible by 

computer sophistication. One person interviewed 
considered the most distinctive characteristic of the 
decade not c! itself but the ability of both busi- 
nesses and to adapt to change. Many inter- 
views focused on the ways advertising and 
marketing adapted to shifts in consumer attitudes 
and d d use of humor in adver- 





, and the maturing of the baby boomers 
well as the U.S. population in general. Displaying a 


Note—18p.; Paper presented at the Annual Meet- 
ing of of the Association for Education in Journalism 
and Mass Communication (70th, San Antonio, 
TX, August 1-4, 1987). 

Sy eee enya 


“a Producers, *Databases, Information 
Information 


pers, Online 
Systems, Online Vendors, Press Opinion, Tech- 
nological Advancement 
Identi News Agencies, Newspaper Circula- 
tion, *News Sources 
Forty-eight Michigan newspapers were surveyed 
by determine 


Michigan daily newspapers about their 
tronic databases and microcomputers; and (2) ex- 
amining U.S. and Canadian that are online 
contributors to VU/TEXT, DATATIMES or 
NEXIS. Results show that 96% do not subscribe to 
quai ein, hema icating that 
the services were too expensive, ages they 
had no need for them, and 15% reporting lack of the 
eons More than half viewed 
online search skills as not very important. The two 
papers that did subscribe were the “Detroit Free 
Press” and the “Detroit News.” The “Free Press” 
also maintains its own a ee ope “morgue,” or 
archive, which is integrated with ongoing stories 
and is provided to the VU/TEXT database. Only 


based “morgues. 
void that while 25% of Michigan newspapers have 
no personal computers of any kind, the rest have 
Fe ye le age merge ate nama 
databases should they choose to. Michigan newspa- 
pers’ apparent lack of interest in online databases 
contrasts starkly with the growing national interest, 


tributing to online databases. (Appended tables 
compare penetration of IBM PC’s, MaclIntoshes 
and laptop computers, correlate computer use with 
newspaper characteristics, and analyze database 
contributors by city size and circulation.) (JG) 
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Burgess, Carol A. 

Five Lines for Sixth Grade. (A Lesson Model for 

Teaching the Writing of the Cinquain Poem to 
Students.). 


Sixth Grade 
Pub Date—(87] 


Document Resumes 37 


Note—9p. 

Pub Type— Guides - Classroom - Teacher (052) 

EDRS Price Price - MF01/PC01 Plus Postage. 

Descriptors—*Creative Writing, Grade 6, Interme- 
diate Grades, Language Arts, Learning Activities, 
Peer Evaluation, *Poetry, Teacher Role, *Teach- 
ing Methods, *Writing Exercises, *Writing In- 
struction, Writing Processes 

ea Teacher Student Confer- 


Sixth grade students can use cinquain poems to 


Survey from 1975-76 to 1985-86. 
Pub Date—87 
Note—20p.; Survey funded in part by a 
Auburn University and by the 
ment of Auburn University. 
- Research (143) 
/PCO01 Plus 


reshman Composition, Graduate Study, Higher 
Education, Undergraduate Study, *Writing In- 
struction, Writing Research 
A study examined the types of writing courses 
currently offered by departments at major 
universities, how they have ome over the last 10 
years, and whether enrollments have increased or 
decreased during that period. The English depart- 
ments at 198 institutions with graduate programs 
were surveyed; 105 usable responses were received 
(a 53% response rate). Results indicated that 
courses in creative writing, composition theory and 
rhetoric, and writing instruction were the most per- 
vasive courses at the graduate level, with business 
and technical writing not likely to be available at 
that level. The required “service” writing courses 
along with the creative writing and advanced com- 
position courses are the most pervasive courses at 
the undergraduate level. Freshman composition is 
almost universal. Even without freshman composi- 
tion, writing courses are generally more available at 
the undergraduate level than at the graduate level, 
with the size of the institution de’ ing the num- 
ber of offerings. On av , 1.7 of the 2.3 graduate 
courses are new since 1975, and 3.9 of the 11 under- 
graduate courses are new. On average also, enroll- 
ments in writing courses have increased 
dramatically in the last 10 years while enrollments 
in literature courses have remained stable. Results 
suggest that within the past 10 years, writing in- 
struction has expanded in both variety and size in 
am and universities. (References are attached.) 
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Language: Not the Sum of Its Parts. 
Pub Date—Aug 87 
Note—16p.; Paper presented at the Meeting of the 
Catskill Whole Conference (Oneonta, 
NY, August 10-12, _— 
T Opinion Papers (120) — Speeches/ 


is Postage. 
Descriptors—*Classroom Environment, Elemen- 





Document Resumes 
Education, *Integrated Curricu- 


For many years, educators from kindergarten 
Se ee 
spelling, punctuation, and so 


their 

ciety as a whole. (JC) 

ED 286 182 

Osburg, Barbara 

——, 


87 
presented at the Annual Meet- 


a visual, rather than written, context can help stu- 
dents comprehend Eliot’s nightmare vision of the 


*Course Objectives, Course 
Influences, Curric 


Americans, 
isted in the United States for as long as black people 
have lived there. A course in black rhetoric must 
acknowledge the persuasive intent of all rhetoric, 
but note at the same time that black rhetoric goes 
epee ee, and at various times simply ad- 

dresses the issue of coping or the need for inspira- 
tion. The course must also show how the style, 
language, cultural context, and settings led black 
on to develop into an interactive public speak- 

le in which the speaker, message, and audi- 
one one. By introducing students to the 
eae | ritual, preaching forms, i 
traditions, and the concept of “nommo” (generative 
See ee ae ee 
enable students to understand the historic sources 
for black rhetoric. The role of audience interaction 
in storytelling should be emphasized, and the im- 
portance of religious and revol no 
should also be discussed. Students 
pment mee ab me eee 
— ge continuous wy ee a 
curity, and respect. usefulness of 

gaining legitimacy with 4 tty 
aul © am (Ideas for organizing the course, 
suggested readings, a course syllabus, notes, and 
aaa caterer 
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Approaching the Concept of Discourse Commu- 


Pub Date—Mar 87 
“an Paper presented at the Annual Meet- 
Conference on College Composition 
=n Communication (38th, Atlanta, GA, March 
19-21, 1987). 
Pub Type— oversea am (120) — Speeches/ 
Meeting Papers (1 
EDRS Price - MPOL PCS Plus Postage. 
Descriptors—* Abstract Reasoning, *Communica- 
tion ore Transfer), *Community Character- 
*Concept Formation, Deduction, 
“Discourse Analysis, Information Networks, So- 


—~ + 
both on the of speech or of 
writing, it bsee Gost ho conams © decane 


comm 

communality of interest, (2) mechanisms for inter- 
commu between members, (3) survival by 
information and feedback, (4) develop- 
discoursal expectations, () 

towards an in- 


ment of 
Possession of an embedded 
shared and 
(artical mass af members with suitable 
of relevant discoursal 


acterizing di 
to several 
the fact that 
way implies 


are that the criteria presented do not impose pre- 
conditions as to a prior expectation of a high level 
of personal involvement among members; a com- 
munity may or may not be connected to what mem- 
bers perceive as the central activities and concerns 
of their lives; and discourse communities will vary 
in the extent to which they are norm developed or 
set in their ways. (References are attached.) (NKA) 
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Pub Type— Reports - Descriptive (141) 


EDRS Price - MF01/PCO01 Plus Postage. 
Descriptors—Dictation, Grade 3, Primary Educa- 
tion, *Reading Writing Relationship, Self Esteem, 
Student Writing Models, *Teaching Methods, 
Theory Practice Relationship, *Tutoring, Writing 
Difficulties, *Writing Improvement, Writing In- 
struction, Writi Laboratories, Writing Re- 
search, *Writing Skills 
Identifiers—Writing Attitudes 
A tutor charged with the task of helping a 
third-grade child with good reading skills improve 
his writing skills developed a plan to move the stu- 
neay y. The student had difficulty initiating and 
student had difficulty initiating and 
an ms oh on-task behavior and disliked writing 
independently, although he had “written” a number 
of stories, dictating them to another tutor. The tu- 
tor’s first step in reversing the problem was to copy 
down the student’s stories as he made them up. In 
their second session, the tutor read the child’s sto- 
ries to him and asked him to write them down. 
When speiling was a problem, the student was en- 
couraged to use approximated spelling and con- 
tinue. In a later session, the tactic of cutting the 
boy’s stories + ay separate words helped him focus 


discovered that looking up core words, such as “co- 
bra” gave him the spelling for peripheral words such 
as “snake” “dangerous.” The student came 
away with a structured way to write and revise his 
work, making him more confident about his com- 
mand of writing skills. However, tutors of children 
who do not have good initial reading skills and vo- 
cabulary may have to adapt the program. (Six refer- 
ences and three writing samples are included.) (JC) 
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Note—2Ip.; Paper presented at the Annual Meet- 
ing of the Association for Education in Journalism 
and Mass Communication (70th, San Antonio, 
TX, August 1-4, 1987). 


*Instructional Improvement, Prewriting, Revi- 
sion (Written Composition), Theory Practice Re- 
lationship, “Word Processing, *Writing 
Instruction, Writing Research, Writing Skills 
Identifiers—Association for Ed in Journalism and 
Mass Commun, Desktop Publishing, National 
Council of Teachers of English 
Noting that (1) current research suggests that 
technology may contribute to improved instruction 
in writing but it does not do so automatically, and 
(2) while teachers may successfully employ comput- 
ers with their writing students, their choices of 
methods remain critical, this paper surveys com- 
puter approaches and appropriate software for effec- 
tive writing instruction. These include: prewriting 
software, composing tools, editing and revising ap- 
proaches, and instructional software for writing 


areas related to computer technology 

lishing, telecommunications, and electronic bulletin 
boards. The methods presented represent a compos- 
ite of approaches developed by national leaders in 
computer writing instruction from the National 
Council of Teachers of English and the Association 
for Education in Journalism and Mass Communica- 
tion. (Author/SKC) 
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Moilanen, Carolyn 

The Portland Writing Project in the Portland 
Public Schools, Evaluation Report, 1986-87. 

Portland Public Schools, OR. Research and Evalua- 
tion 


eacher Attitudes, *Teacher Role, 
RIE FEB 1988 


Evaluation, 





Writing Improvement, *Writing Instruction 
ee Portland School District OR, *Writ- 
Development 
Intended for use as a training model for writing 


cutne the goals ofthe project the report desis 
the project and documents its contributions to the 


room writing instruction, and through a record of 
participants’ nonclassroom activities that serve to 


and Clark University, i 
Project is a satellite; (2) a list of the 1985 Portland 
Project fellows and advisory committee members; 
(3) a sample teacher survey questionnaire on the 
project; and (4) a summary of teacher responses to 
the questionnaire. (NKA) 
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Learning Disabled College Writers Project, Evalu- 
985-86. 


1 
Minnesota aah Minneapolis. General Coll. 
Spons — of Education, Wash- 


Writing * Ditticultion, Woking E Eval- 
Writi ar tg *Writing Instruc- 
esearc! riting Skills 

~ Neves bom me Disabled College Writers 
Project, pp nee bgt Minnesota Mi i 

This report descri Disabled Col- 

lege Writer’s Project, implemented at the University 

of Minnesota during the 1985-86 school year and 


abled students to write at levels comparable to their 
nondisabled peers, and that career networking inter- 
vention will lead students to report increased moti- 
vation in academic pursuits. Section 3 contains a 
student profile, while Section 4 contains conclu- 
sions and recommendations. (Training guidelines, 
student comments, and 15 tables are appended.) 
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Nine of ths Coal Paper presented at the Annual Meet- 
Conference on Composition 
oan Communication (38th, Atlanta, GA, March 
19-21, 1987). 
Type— Reports oe (143) — Speeches/- 


tudes, Student agg Models, Writing Research 
Burke (Kenneth), Literacy Events, 


ments. The narratives shared a 

which could be divided into (1) 

acy skills, (2) practice of literacy, 

ee eee 





says. Revised and Enlarged 
Report No.—ISBN-0-87565-069-4 
Pub Date—87 
or “Wnt For the 1976 edition, see ED 128 


Available from—Texas Christian Rete Fam 
Box 30783, Fort Worth, TX 76129 ($16.95); Na- 
tonal Count of Teaches of Regt 1111 Ken- 
Rd., Urbana, IL 61801 (Stock No. 
40586-2232, $19.00 member, $24.75 nonmember). 
Books (0 Works - Gen 


Literary Styles, eading 
Writing Relationship, Remedial Instruction, Rhe- 


search, Writing Ski 

Identifiers—Basic Writing, Discourse Modes, Writ- 
ing to Learn 
Intended for teachers of composition courses, this 


s - I ; 
(W. Ross "Winterowd) ws 0) Literary and 
); (11) “Study- 
re" Gin W, oy ig (12) 
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erritory of Language: Linguistics, Stylistics, 


and the Teaching of 

Report No.—ISBN-0-8093-1215-8 

Pub Date—86 

Note—389p.; Revised and enlarged edition of a 
book formerly entitled “Linguistics, Stylistics, 
and the Teaching of Composition.” 
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Available from—Southern Illinois University Press, 
Carbondale, IL 62901 ($15. aback ISBN. 
ISBN-0-8093-1215-8; $24.95, —-ISBN- 
0-8093-1217-4); National Council of Teachers of 


English, 1111 Kenyon Road, Urbana, IL 61801 
(Stock No. 53186-222, $15.95 member, $19.95 


Relationship, Writing 
tng Testun np ate Writing 


Ldeatifiery -"Sty > 

inemind todas ho ttmmenaestenetinnty 
tics, stylistics, and the teaching of composition, this 
book + ee 


cultivate linguistics 
pan = =o: tos colboe alps ~ a. as fotows: 


(8)  eThe Problem of Topic in Texts” (L. Faigley): 
(9) “The Effects of Intensive Sentence Com! 


“Syntactic Comple xity and Wri 

— J. A. Fe a oe ap 

Freeman); (12) “Non-Lin ota 
Teeman “Non- 

Teachi of Sty’ "J. M. ilies) 13) “Composi- 
oa ines”. of the Begining Writer 


Schor ; (15) “ 
Schon ‘ mt hc tangnge Sui (16) “Abeuneten ost asa 


Speculative yt, (A. E. Berthoff); (17) 
ae Mind, Acts of Mind, Forms of Discourse: 
a Provisional Pragmatic Framework” (G. 
Sommerheldead? F. Summerfield); (18) “The Pro- 
cess of Creative Discovery: Theory, Research, and 
Implications for Teaching” (S. Perl and A. 4 
dorf); (19) “Alternatives to Mad- Hatterism” (E. 
Nold); (20) “Composition in the Mimetic lode: 
*Imitatio’ and ’Exercitatio””’ (D. G. Kehl); (2 1) “The 
Relation of the Whole to the Part in In ition 
Theory and in the Com; Process” (J. L. Kin- 
neavy); (22) “Theme in Fictional Literature: A Way 
into Complexity” (R. Lene A ae “Return of Elo- 
quence: Richard Lanham and the Teaching of Writ- 
ing” (R. a (24) “Toward Real Philosophic 
Laboratories: Ann Berthoff on Writing Theory and 
Practice” (J. A Bibog and (25) “Writing across the 
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Fallon, Irmie Johnson, Mike 
Dealing with Feelings [and] A District-Wide Writ- 


ing Assessment. 
North Dakota Univ., Grand Forks. Center for 
Teaching and 
Pub Date—Oct 87 
+ heer Ip. 
Journal Cit—Insights into Open Education; v20 n2 


Classroom - Teacher (052) — 
(022) 


ship, * Writing Evaluation, Wri 
Intended for teachers who want ng nto writ- 


kindergarten teachers to help their students ex- 
press their feelings through writing and reports on 
a district-wide writing assessment in Grand Forks, 





40) Document Resumes 
North Dakota. The first part, which is divided into 
three sub-sections, i teach- 


of the guide focuses on a 13-month assessment of 
sixth yy students’ writing. Included is informa- 
the development of definitions of 
elementary school writing, the identification of dis- 
trict goals, the evaluation of criteria, and attendance 
at writing workshops. (JC) 
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Kentucky Council of Teachers of English. 

Pub Date—86 

Note—74p.; Document contains small, light type 
which may not reproduce well. 

Available from—National Council of Teachers of 
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awe r 
=, — States Literature, *Writing In- 


Written Language 
Identifiers Appalachia, Foxfire, *Kentucky, *Re- 
Stuart (Jesse) 
ite the homogenizing influence of 
United States remains a land of 


fag its implications for the tonching of 
oy ope bape es Pt 
follows: (1) “Literacy and Locality: The Foxfire 
Model” (C. Stumbo); (2) “Jesse tuart and the 
Craft” (H. Koring); 


*Sayers’: Louisville’s Black Poets” (D. Broaddus); 
(5) “Guidelines for Teaching Composition Skills to 
Dialect ene, & (W. L. Roach); and (6) “Dialect 

Teaching of Writing” (A. Wil- 
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— Performance across the Domain of School 
Pub Date—Apr 87 

Note—16p.; Paper presented at the Sym 

IEA Study of Written Composition at 

Meeting of the American 

Association (Washington, DC, 

mw: For a related document, see CS 210 802. 


uation, Writing Difficulties, *Writing Evaluation, 
*Writing Skills 
Identifiers—International Evaluation Education 
Achievement, *New Zealand, Reflective Writing, 
Student Performances, Writing Patterns, *Writ- 
ing Tasks 
Students in New Zealand and several other 
countries were tested in writing skills near the end 
of their formal (secondary) ) education, as part of the 
International Evaluation of Educational 
ment (IEA) tests. Among the ca! 
functional letter 


control of narrative form and style, 
and select appropriate 
of chronology, awareness of the 
that one purpose of this 
task was to entertain. Students who drew on per- 


sonal experiences produced lively, fresh essays. The 

argumentative essay task asked the writers to orga- 
nize material systematically, and in this task less 

able writers sometimes themselves by se- 

lecting subjects with limited breadth of content. The 
most academic the reflective essay, 


confidence in responding to each task. (An in- 
ter-task correlation table and references are ap- 
pended.) (NKA) 


ED 286 195 CS 210 802 
Lamb, Hi 


oS ee ee ee a 


Pub Dose Date—Apr 87 
Note—17p.; Paper presented at the S 
IEA Study of Written oe at 
as of the American tional —— 
(Washington, DC, April 20-24, 
1987). Fs For. a related document, see CS 210 801. 
Pe pene (130 — (120) — Speeches/ 


nee “Achievement Tests, Essays, —\ —4 
Ti 
ratives, tion, 
Attitudes, *Writing Evaluation, *Writing Skills, 
itten 


udience Awareness, *Author Text 
Relationship, International Evaluation Education 
Achievement, *New Zealand, Writing Attitudes, 
Writing Patterns, Writing Tasks 
In 1984, New Zealand tested 12- and 13- year-old 
and 15- and 16-year old students as part of the Inter- 
national Evaluation of Educational Achievement 
(IEA) tests. Although ba mage et 
age levels in the organization of material, particu- 
larly in argumentative and expository writing, stu- 
dents could write functional letters competently and 
demonstrated an originality and freshness of voice 
in personal narratives. In expository essay writing, 
una wrote, in a pay tic vein, 
about global issues such as the nuclear debate, as 
well as school issues. The personal narrative pro- 
vided a means for students to organize and interpret 
their experiences, to write about themselves and 
their relationships, to record their present and antic- 
ipate their future. One aspect of their world that was 
examined was the roles students took for them- 
selves. Sex role stereotypes played little part in 


standards. The i 

Se oat ae, eee oe 

writers used exotic, imaginary settings 

quently, often derived from television or fantasy 
members reflected “traditional” 


CS 210 803 
Achieve- 


Student 
eS a eee 
ear. 
Alberta Dept. of Education, Edmonton. 


ties et 
Note—39p.; For the “Grade 6 English 
Arts Curriculum S| i 


Compre: R 
Skills, *Skill .-~ be — See Test 
Construction, Wri! Composition), Writi 
Evaluation, *Wri ing Skills ~_ 
Identifiers—Alberta, 

Part 2 of the Alberta (Canada) Education’s “Pro- 


of Studies for Elementary Schools 1978” 


Skills, Skill Analysis, Speech Curriculum 
Identifiers— Canada 
Part of the Alberta (Canada) Education’s “Pro- 


and eynthesiing ( Or craluation (at 
judging appropriateness, and judging worth, desir- 
ability, and acceptability y); and ©) oe (re- 
sponding). ) 


speaking or writing time. The relative importance of 
each thinking skill is weighted ——e 
ommendations of classroom teachers. (JG) 


CS 210 805 
Guide. 





Postage. 
Descri Class Activities, *Com- 
munication sue Critical Thinking, *Curriculum 


lum, Teacher Role, *Teaching Methods, Writing 

Instruction, Writing Processes 
tifiers—Alberta, Canada 

y, goals, and objectives of 

ucation 1978 curriculum, 

stresses the impor- 

tance of students’ active involvement in using lan- 

guage. The guide regroups the 1978 skills and 

RIE FEB 1988 





concepts for junior high school into the following 
five | is: king, listeni — 


4 Purposes, 
of student evaluation, providing meth- 
ods for effectively evaluating each of the language 
strands as well as the program itself. Finally, chapter 


class activities and student pom ne GG) 
CS 210 806 
Bulle- 


Skills, *Reading Tests, Student 
Evaluation, Test, tems, Visual Literacy, *Writing 


sections, scoring 

30 and 33 for the 1987-88 school year. Following a 
summary of the substantial revisions the examina- 
tions have undergone for this current edition, the 
bulletin presents blueprints illustrating the relation- 
ship between content and of writing and 
reading test assignments and curriculum concepts, 
as well as the amount that each section of the exami- 
nation contributes to the total grade. The bulletin 
also provides sample assignments and scoring 
guides, and describes the test in detail: the skills 
required, the concepts to be mastered, the amount 
of time allowed for each assignment, the length of 
the written compositions, the proportion of the total 
score allotted to each assignment, and other scoring 
information. (NKA) 


ED 286 200 CS 210 807 
Rubin, Donald L. Dodd, William M. 


Agency : 
and Improvement (ED), Washington, DC 

Pub Date—87 

Contract—400-86-0045 

a a 4 TRIP: Theory & Research into Prac- 

Series. For the full instructor’s manual for 
Project Synapse, see ED 267 455. 

Available from—National Council of Teachers of 
English, 1111 Kenyon Rd., Urbana, IL 61801 
(Stock No. 50055-222, $4.50 member, $5.75 non- 
member). 

Pub Type— Information ya ERIC Informa- 


tion, Peer Influence, Persuasive Discourse, Reme- 
dial Instruction, Rhetorical Invention, *S; h 
Communication, Teaching Methods, 

Practice Relationship, *Writing Exercises, Writ- 


ting, 
*Project Synapse, Role Reversal, Talk Write 
RIE FEB 1988 


Method, Topic Units 

Intended for college-level basic writers, this book- 
let integrates training in selected oral communica- 
tion activities with writing instruction in order to 


tion of these exercises for use in content area writing 
(writing across the curriculum). (References and a 
selected bibliography are attached.) (NKA) 


ED 286 201 CS 210 809 
Polanski, Virginia G. 
The Buddy System: A Step toward More Reliable 


Pub Date—7 Aug 87 


instituted on a voluntary basis at a Pennsylvania 


college with an English department with a tradi- 
tional literature orientation. To 


buddy; (2) to design a writing assignmen’ 


instructors involved; (4) to determine primary trai! 

together, (3) to choose papers random: (6) rank 
papers by letter grade; (7) to discuss and record 
dis features as secondary traits; (8) to 
divide total papers so that each paper would be read 
by two raters; (9) to discuss papers on which the 
raters ; and (10) to fill out a form about the 
process. Eighty-five percent of the faculty partici- 
pated, including teaching assistants and adjunct and 
senior faculty. Participants at all levels of experi- 


grading q papers. 

tem” dary to even out — 

department and reduced the number of students 
dropping courses taught by “hard” graders. Other 
benefits are that the program encourages instructors 
to view writing as a social act and become aware of 
the legitimacy of different writing styles, and that it 
encourages faculty at different levels to work to- 
gether in a non-threatening environment. (SKC) 


ED 286 202 CS 210 810 
Baxter, Barbara 
Basic baya= | through the Barriers of 


Apathy ear. 

Pub Date—Feb 87 

Note—13p.; Paper presented at the Annual Meet- 
ing of the Southeastern Conference on E: in 
the Two-Year — (22nd, Jackson, MS, Feb- 


EDRS Prise - MF01/PC01 Plus Postage. 

Descriptors—Classroom Environment, Higher 
ucation, Remedial Instruction, Student Attitudes, 
Teacher Role, Teaching Methods, Theory Prac- 
tice Relationship, *Writing Apprehension, *Writ- 
ing Difficulties, Writing Improvement, *Writing 
Instruction 

Identifiers—Basic Writers, Writing Attitudes 
When students have difficulty writing, it is often 


teachers must break through student apathy and 
fear before the students can begin to progress. One 
way is to ask basic writers to unscramble sentences 
or analyze ambiguous sentences to discover that 
they already have a strong command of grammar 
and structure. Basic writers also often have poor self 
esteem which can interfere with their ability to pro- 
duce work comparable with their capabilities. A stu- 


~ Information Analyses (070) 
- MF01/PCO1 Plus Postage. 


fects of word processing on writing anxiety; (3) 
that some researchers have found that the social 
nature of computers increases students’ sense of au- 
dience and feedback; (4) that other researchers 
seem over-enthusiastic about the effects of u- 
lar software packages on their students’ wri ; and 
(5) that still others warn that newfangled devices 


and writing instruction and for more investigation of 
negative effects of computer use. (Three pages of 
references are appended.) (SKC) 


CS 210 812 
Arts Curriculum 


ERIC C Clearinghouse on Reading and Communica- 
tion Skills, Urbana, Ill; National Council of 
Teachers of —_ Urbana, Il. 

Agency ice of Educational Research 
and Improvement (ED), Washington, DC. 

Pub Date—87 

Contract—400-86-0045 

poo a For the 1986 edition, see ED 274 984. 

cs Council of Teachers of 
“English, 1111 Kenyon Rd., Urbana, IL 61801 
(Stock No. 39515-222, $2.25 member, $3.00 non- 
member). 

Pub Type— Guides - Classroom - Teacher (052) — 
Information Anal ERIC Information Analy- 
sis Products (07 — 

EDRS Price - MF01/PC02 Plus Postage. 
| 
lum 


Secondary i 

glish Instruction, * Evaluation Criteria, *Language 

Saino tional Council of Teachers of 

ai eac 

English Crk , Committee to Evaluate Curricu- 
lum Guides and Competency Requirements, this 
guide is intended to help teachers and administra- 
tors oe weap any —- language arts cur- 
ricula. The first part 
annotated list of 
representing a variety of curriculum frameworks 
and content units for reference use by schools and 
agencies in the process of developing or revising a 
curriculum. In addition to the 1987 list, annotations 
for curriculum guides recommended in 1985 and 





National : 

1111 Kenyon Rd., Urbana, IL 61801 
(Stock No. 21802-222, $6.95 member, $8.95 non- 
member 


). 
Pub Type— Reports - Research (143) — Books 


scaeel elnechens Wl i secondary 
school ‘ollowing an introduction, the 


must be addressed if wide-scale use of writing to 
SS ee eee. A five-page 
appendices are included. 
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Hernandez, Ada B. 

Increasing Fifth Grade Students’ Writing Skills 

through the Use of Process Writing. 

Pub Date—87 

es Ed.D. Pepeticme, Be Nova ame, 
Dissertations/Theses - Practicum Pa- 


Pub Type— 
EDRS Price ~leets/ Questionnaires (160) 





effectiveness of process writing in improving stu- 
= CS ogete pec 
aging ts to write without re, to grammar 
restrictions and sentence structure, and a ho- 
listic type of evaluation to grade their work. Results 
indicated that 70% of the students improved their 
writing scores notably and 80% of the students 
showed a marked improvement in their confidence 
and enjoyment of writing. Of the participants’ par- 
ents, 93 '% were satisfied with the writing instruction 
their children were ing and felt that their chil- 
dren had benefited by participating in the program, 
and 96% were satisfied with their children’s progress 
using the process writing method after the 

was completed. (Twenty-seven references and six 
appendixes containing questionnaires and evalua- 
tive materials are included.) (SKC) 
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Buckley, William K. 

A Note on the Rise of the Corporate Mind in 
Teaching. Revised. 


Composition 
Pub Date—May 86 
Note—10p.; Paper presented at the Annual Meet- 
ing of the International Conference on the Teach- 
(4th, Ottawa, Ontario, Canada, 


ing of 
May 11-16, 1986). 
Pub oo (120) — Speeches/ 


Renewing 
“manufactured” split bet between literature and com- 
Position instruction that is currently dividing many 


graduates more employable in the face of the rise of 
service industries, the university abandoned litera- 
ture study for a more skills-oriented approach to 
English and writing instruction. Following a review 
of the literature for and against the skills-oriented 
classroom, the paper argues for the imparting of new 
skills such as critical thinking, in addition to the 
basic skills now being taught in composition classes. 
The paper then presents the f suggestions 
for improving the composition classroom: (1) bring 
literature back into the composition classroom; (2) 
use a reader that offers complex ideas in composi- 
tion classes; (3) emphasize the argument paper; (4) 

students feel the “slow pace” of critical 
re ee ey oe Oe 


CS 210 820 


ip, *Science 
Models, Teacher Role, *Teach- 
ethods, Theory Practice Relationship, Writ- 
i riting Instruction, riting 
Processes 
Identifiers—University of California Los Angeles, 


the assignment very helpful, and discovered that 
some students changed their minds about their orig- 
inal ideas in the course of writing the paper. Stu- 
dents were then asked to write a paper about their 
own writing, which forced them to examine how 
their thinking evolved. The course, focusing on ex- 
panding on the ideas in essays rather than on close 
reading, created better, more analytical thinkers 
who began to see ideas as connected rather than 
discrete. (JC) 


ED 286 209 CS 210 821 
Bocchi, Joseph S. 
The Politics of Peer Review in a Nonacademic 


Setting. 

Pub Date—{85] 

Note—14p.; Original version of this paper was pres- 
ented at the Annual Meeting of the Conference on 
College Composition and Communication (36th, 

MN, March 21-23, 1985). 

Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Descriptive (141) 

EDRS Price - MF01/PC01 Plus 

Descriptors—College rae Facul: 
lationship, Higher Education, * 
Climate, *Peer Evaluation, *Technical Writing, 
*Writing Evaluation, Writing Instruction, Writing 
Laboratories, Writing Research 
= tifiers—Collaborative Writing, *Writing Atti- 


Organizational stratification and writers’ attitudes 
played an important part in the rejection of a pro- 
posed editorial review program at a university com- 
puting center. A peer review board, which consisted 
of four composition instructors, was established b: 
the center director, in cooperation with a composi- 
tion teacher consultant, to ensure the quality of user 
documentation written by engineering faculty. 
However, program and systems analysts, managers, 
and other center personnel generally refused to par- 
ticipate in peer review. Time constraints placed on 
routine writing tasks, writers’ attitudes, and other 
sociopolitical elements of the environment did not 
allow the proper atmosphere for an autonomous, 
writer-supported peer group. The writers consid- 
ered themselves to be good writers and resented the 
fact that the director questioned their ability. In 
addition, the management style of one major divi- 
sion at the center did not support any form of collab- 
orative writing. Further, no systems were in place to 
evaluate the effectiveness of writing, to promote the 
importance of writing among staff, and to offer as- 
sistance, in the form of policies, guidelines or manu- 
als, to help writers with their tasks. (Author/SKC) 
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Kelder, _, —_ 

Entering a ne Cone Se Writing as a 
Mode of Learning in a Content Course. 

Pub Date—Mar 87 

Note—21p.; Paper presented at the Annual Meet- 
ing of the Conference on College Composition 
and Communication (38th, Atlanta, GA, March 
19-21, 1987). 

Pub Type— Speeches/Meeting Papers (150 
Guides - Classroom - Teacher (052) 

} Price - MF01/PCO01 Plus Postage. 

_*Content Area —- 


Reading 
Writing Relationship, Teaching Methods, Theory 
Practice Relationship, * Writing Instruction, Writ- 


to teach a freshman composition course 
istory and reading co-requisite, a New York 


nal and unrelated to themselves. Students were 
given supplemen y texts and primary source doc- 


y as a historical document when they 
were asked to write about an event or person in their 





own lives that affected the way they viewed the 
world. They were also asked to examine and com- 
pare current controversies, such as the religious war 
between the Sunni and Shiite Muslim sects, and 
offer solutions. The course successfully brought stu- 
dents into an unfamiliar discourse community, and 
helped them see how writing can be used to make 
meaning and shape larger world views. (Nineteen 
references are included.) (JC) 
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ier “Car? and 0 CATaing of Languege Aste 


Activities. 
Pub Date—Apr 87 
Note—10p.; Paper presented at the Joint Confer- 
ence of the Greater St. Louis and Missouri Asso- 
ciation of Teachers of English (St. Louis, MO, 
April 24-25, 1987). 
Pub Type— Guides - Classroom - Teacher (052) — 
Speeches/Meeting Papers (150) 
EDRS Price - MF01/PC01 Plus 
Descriptors—Activity Units, *Class Activities, Cur- 
riculum Enrichment, Grade 7, Junior High 
Schools, Language Arts, *Poetry, Reading In- 
struction, Reading Writing Relationship, Spelling 
Instruction, Student Attitudes, Teacher Atti- 
tudes, *Teaching Methods, Theater Arts, Vocabu- 
lary Development, *Writing Instruction 
Identifiers—* Broadway Plays, *Cats, Collaborative 
Writing, Eliot (T S), Writing Assignments, Writ- 
ing Topics 
iota by the Broadway musical “Cats” and by 
T. S. Eliot’s collection of poems, “Old Possum’s 
Book of Practical Cats,” this e arts teaching 
unit for seventh grade includes a variety of activities 
using the poems and musical as focal points. Activ- 
ity types foclude the following: (1) reading, listen- 
ing, and singing activities in which students sing 
along with songs from “Cats” and read Eliot’s po- 
ems aloud; (2) writing cat limericks; (3) compiling 
a cat spelling and vocabulary list, which can be rein- 
forced using sentence dictation, sentence combin- 
ing, and sentence composing activities; (4) = 
in groups to compile lists of cat items and then 
writing an essay centered on the topic of the list; (5) 
composing humorous cat anecdotes; © writing = 
expository essay after brainsto: 
library po hee on a cat-related topic; sane rn 
piling a booklet of cat poetry from both published 
sources and student writing. The guide then sug- 
gests additional activities such as original poetry 
writing and creating parodies of Eliot’s style, cau- 
tions that it is possible to overdo a theme unit like 
this one, and warns teachers of cat haters to remind 
students that writing condemning cats can be as 
appropriate as praise. (SKC) 
CS 505 518 


ED 286 212 
Forst, Edmund, Jr. Wheeless, Lawrence R. 
Child to Parent Disclosure, General-Disclosive- 
ness, and Loneliness. 
Pub Date—Nov 86 
Note—18p.; Paper presented at the Annual Meet- 
ing of the Speech Communication Association 
(72nd, Chicago, IL, November 13-16, 1986). 
Pub Type— Reports - Research (143) — Speeches/- 
Meeting Papers (150) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Desi ieconal tian ene, Communi- 
h, Higher Ed terpersonal 


- . p.Q 
*Self Disclosure Godieigeak). Self 7 te Social 
Isolation 


Noting that because parents are generally 


child-parent interactions. It was hypothesized: (1) 
that individual dimensions of self-disclosure and 
disclosiveness are negatively related to loneliness; 
and (2) that linear composites of self-disclosure fac- 
tors and general disclosiveness are negatively re- 
lated to loneliness. Respondents, 595 students in 
basic communications courses at an eastern univer- 
sity, completed questionnaires concerning self-dis- 
closure, general disclosiveness, and loneliness. Half 
the asked students to ee self-dis- 


tors were negatively related to loneliness. Stepwise 
regression showed that positive disclosiveness, hon- 
RIE FEB 1988 


esty of disclosiveness, depth of disclosure, and 
amount of disclosure were uniquely related to lone- 
liness scores. A series of multiple regressions re- 
vealed nonlinear trends for of self-disclosure 
and depth of disclosiveness in relationship to loneli- 
ness. More loneliness was significant and Sl eaees 
related to the child’s self-disclosure. In chil 

combinations, son-father, Geutemtdhen oni and 
daughter-mother disclosure relationships were all 
significantly different in loneliness scores. (Four 
oe of references and three tables are included.) 
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Ewbank, H. L. 
Case Studies of the AIA Movement. 
Pub Date—Nov 86 
Note—12p.; Paper presented at the Annual Meet- 
ing of the Speech Communication Associati: 
(72nd, Chicago, IL, November 13-16, 1986). 
T Opinion Papers (120) — Speeches/ 


CS 505 520 


ts, tism, 
Freedom of Speech, Higher Education, Informa- 
tion Dissemination, Intellectual Freedom, *Jour- 
nalism, Newspapers, Political Attitudes, Political 
Socialization, “Teacher Attitudes, Teacher 


At least 17 university faculty members have been 
the direct objects of unfavorable public commentary 
by the conservative organization Accuracy in Aca- 
ania, Inc (AIA). Two case studies that have re- 
ceived much attention involve two political science 


University. Dr. Anderson was targe 

portedly for stating in class that he did = believe 
in the institution of , that he was an atheist 
and that he held no patriotic ties with Texas A & M, 

the flag, or America. Dr. Anderson filed a defama- 
tion and libel suit against the ization because 
the story could affect employability were he to seek 
another position. Dr. Reader was accused by AIA of 
using his “Political Ideologies” course as a forum for 
protesting nuclear armament. Dr. Reader did not 
respond with a law suit, but rather wrote letters to 
the American Political Science Association explain- 

ing his position, and sought a university policy that 
would prohibit tered individuals (‘classroom 
spies”) from attending classes for the purpose of 
gathering information to be used against the univer- 
sity or individual professors. The actions of AIA 
have reinforced the beliefs of many in the liberal arts 
who have denied intellectual standing to much of 
modern neoconservatism on the grounds that it sti- 
fles rather than nurtures intellectual and academic 
freedom. (Two pages of sources are included.) (JC) 
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Tankard, James W., Jr. 
Beyond Hage: Building Communication 
Exploring Three-Variable Relationships. 
Pub Date—May 87 
Note—23p.; Paper presented at the Annual Meet- 
ing of the International Communication Associa- 
tion (37th, Montreal, Quebec, Canada, May 
21-25, 1987). 
'ype— Reports - — (143) — Speeches /- 


search Problems, Speech Communication 
Identifiers—* Variables 
Building communication theory in terms of 
three-variable relationships is a promising route to 
devel better theory, because three-variable re- 
lati ips stand midway between sometimes 
overly simplistic two-variable relationships, and the 
more complex path anal The analysis of 
i i been done in many 
previous research studies, but often under the rubric 
of “controlling for a spurious relationship.” Several 
other important purposes in theory-building can be 
served by formulating and investigating three-vari- 
able relationships, including the identification of‘in- 
tervening processes and the specification of 
conditions for an effect to occur. Possible outcomes 
of three-variable anal are (1) explanation, (2) 
internal (3) interpretation, (4) interac- 
tion, and (5) additivity. Forms of three-variable hy- 


Document Resumes 43 
potheses that do not seem workable include main- 


should be more successful. With three-variable anal- 
ysis, researchers must take care to icate their 
results and avoid post hoc reasoning. (SKC) 
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“When God Is Manly, All Men Are God-Like”: A 
Rhetorical of the Protestant Christian 
Feminist Movement. 


Pub Date—Apr 87 
Note—26p.; Paper presented at the Joint Meeting 
of the Central States Speech Association and the 
Southern Speech Communication Association 
(St. Louis, MO, April 9-12, 1987). 
Pub Type— Reports - Research (143) — 
Papers (120) — Speeches/Meeting Papers (150) 
Price - MF01/PCO02 Plus Postage. 
Descriptors—Activism, Christianity, *Communica- 
tion (Thor t Transfer), Cultural Influences, 
*Dissent, *Feminism, Language Usage, * Models, 
Persuasive Discourse, *Protestants, *Rhetoric, 
Sex Bias, Social Influences, Social Problems, So- 
cial Values 
Identifiers—* Feminist Scholarship 
In order to create the ethos of a social “move- 
ment,” a collective must show that it is moving (1) 
against something (an enemy); (2) towards some- 
(cites of igi and (3) from something 
(situation of a with <r (an 
ever-expanding collection & opie). When applied 
to protestant Christian feminism (as represented by 
V. Mollenkott, D. Carmody, R. Ruether, and oth- 
ers), this model shows the movement's structure, its 
progress and it’s future crisis points caused by an 
imbalance in one of the four processes. In the move- 
ment against, protestant Christian feminism’s con- 
frontational rhetoric targets the exclusively male 
meee «Oe ee ae ae ae 2 


communal society based on ecological and feminine 
principles. In the movement from, Christian femi- 
nist consciousness raising rhetoric creates the 
shared experience of past enslavement, common 
pain, and direct or indirect complicity and inte- 
grates it in cathartic In the it with, 
Christian feminism’s mobilizational rhetoric uses 
various ‘Strategies, sometimes bordering on a 
ism, to increase ~~ es 
licize its presence. The 
ethos is the weakest, appearing grandioe no neon 
pry Sap must be improved for the group to main- 
ethos of movement. (JG) 
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and Accountability: Clas- 
sical Foundations of the Cult of Expertise. 
Pub Date—Apr 87 
Note—26p.; Paper presented at the Joint Meeting 
of the Coatral — my oro Association and the 
Southern Speech Communication Association 
(St. Louis, MO, "Apel 9-12, 1987). 
ype— Opinion Papers (120) — Speeches/ 


Level, *Persuasive oe su ic Relations, 
*Public S *Rhetoric, Rhetorical Criti- 


cism, Specialization 
Identifiers "Expertise, *Rhetorical Effectiveness, 

Rhetorical Strategies 
Rhetoricians since Plato’s day have been con- 
cerned with how much knowledge speakers should 
possess in order to speak effectively as well as ethi- 
cally. The expert, like anyone, can err, but the 
chance of factual error decreases when speakers 
have a thorough grasp of their subject matter. How- 
ever, the expertise position can potentially become 
public expression and quelling 


as a prerequisite to effective speech. Scaevola fa- 
vored expertise as a requirement for speech, but 





44 Document Resumes 


believed such knowledge remains in the domain of 
tion, not in the realm of ora- 

—_ Many modern dilemmas revolve around these 
same arguments. Physicians, for instance, are ex- 

am eh in their field, but their authority often goes 
pm ty A be and they often escape re- 

their actions and medical develop- 

blic relations problems that 

a the Mile Island incident stemmed 
from the inability of technical experts to agree with 
one another and to appease the public’s need for 
reassurance and forthrightness. Such instances indi- 
cate that rhetoric should remain within the public or 
realm, for when it retreats from public 
accountability, it becomes a tool for manipulation 
by an elite instead of a means of maintaining and 
reinforcing the human community. (Seventeen ref- 

erences are included.) (JC) 
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Political Channels during Off-Year 
Elections in the Southeast. 

Pub Date—Apr 87 

Note—20p.; presented at the Joint Meeting 
of the Central States Speech Association and the 
Southern Speech Communication Association 
(St. Louis, } MO, April 9-12, 1987). 

my? Research (143) — Speeches/- 
150) 


Media Use, *Political Communication, Political 
— Political Image, United States (South- 


tly etek Gee heme oittet hee 
ls available to eligible voters during 
the 19% 1986 off-year elections. Specifically examined 
were (1) the degree to which various political infor- 
oS eee aa, © 
which of these information channels 

Genanted epen mnatt tr tohemedion chant knean 
didates and their positions on issues, (3) the most 
important patterns of exposure to the various infor- 


levels of political efficacy and political activity. The 
seven information channels investigated were these: 
(1) television; (2) newspapers; (3) interpersonal 
communication; (4) direct contact; (5) campaign lit- 

erature; (6) radio; and (7) visual material. Respon- 
dents, 1,917 eligible voters from six communities in 
the southeastern United States, were randomly se- 
lected and interviewed. The sample was 56% fe- 
male, 81.2% white, and averaged 13.9 years of 
education. The medium household income was be- 
pom Samy wp wy | enemy Results indicated that 
television had the highest level of exposure, image 

.N 


stands i 

image. Although visual media 
ranked second in exposure, few respondents were 
dependent on it for image or issue information. 
Findings suggest that interpersonal communication 
seems to be a key communication channel for the 
politically active, and that a substantial minority of 
voters rely on information channels other than tele- 
vision and newspapers. (Tables of data, notes and 
references are attached.) (NKA) 
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ty Ren es 
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riage), so that researchers can see how other factors 
that initiate relationships, such as kinship, economic 
necessity, or the requirements for cooperative ac- 
tion, can be understood. The second section con- 
tends that researchers must take a broader view of 
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Israel 
A field study conducted in Israel sought to iden- 
tify emblematic 
con 


and si are provided, i 
two extensive tables that illustrate the ges- 
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Identifiers—*Technical Communication 
A study focused on technical communication 

teachers in two-year institutions nationwide, ex- 


part-time faculty) who teach tec 
tion in their college. Results indiceted that the com 


Note—69p. 
Pub Type— Reports - ie (141) 
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EDRS Price - MF01 
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lum Evaluation, Curriculum Guides, Curriculum 
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Identifiers—*Communication across the Curricu- 
lum, Saskatchewan 
Because communication has been determined to 
be an essential part of all subject areas, not just 
English classes, this curriculum guide recommends 
a method for integrating communication across the 
curriculum in Saskatchewan (Canada) schools, from 


tening, viewing, and other forms of nonverbal 
communication, and the first chapter goes into fur- 
ther detail about what communication across the 
curriculum entails. The second chapter deals with 
literacy as a common essential learning, and dis- 
cusses how literacy relates to communication across 
the curriculum and standard E The third 


riculum is discussed in the fifth chapter, and the 
sixth chapter is concerned with communication 
across the curriculum in Canada. Recommenda- 
tions are enumerated in the seventh chapter, while 
Se 
is spelled out in eighth chapter. References for 





dent broadcast internships as a way for universities 
to provide “practical” experience rather than just 

Aw nes for future jobs, internships are 
also problematic for students and instructors in 
many ways. When students work for a particular 


what is taught in courses, and students may later be 
unprepared to adapt to the working procedures in a 
different station. Moreover, intern labor is often un- 

the interns working only Sa 


because such duties are frequently added to s nor- 
mal teaching load with no extra compensation. 
par prensa ge ha ne = 

ment necessary to make university training helpful 
to the student, and since students do need practical 
training in the field of broadcasting, internships are 
Pee, , but they should not be the most 


that extol them, shouldbe examined with healthy 


skepticism. (J 
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ment has broken dot matrix prin’ 
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Peete *Modele: * *Persuasive 
M , Scientific Principles, 
+ prmeee tandards, Theory Practice Relation- 


m Argument, * Paradigm Shifts, 


ae St oem oan Gane se Bs Se 

based on principles of argumentation. Before scien- 
tific revolutions occur, an established paradigm has 
presumption over all challenging theoretical frame- 
works until sufficient proof is adduced against it. 
Scientists help to entrench such frameworks by spe- 


a he 
norm and no longer must defend itself. (References 
RIE FEB 1988 


are included.) (JC) 
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ptors—Childhood 
*Class Activities, *Communication Skills, 


introduction is a brief orientation lesson guide de- 
signed to interest children in the speech program 
and introduce the basic forms of communication. 
The next several sections activities for the 
following: (1) listening; (2) the speech 
(3) voice; (4) choral speaking; (5) pantomime; 6) 
theater games; ; (7) creative dramatics; (8) story tell- 
ing: (9) social social interaction and usage; (10) epeoch 
po and (11) multimedia materials. Each 
¢ arts section contains a rationale, and the 
for activities. All sections list necessary ma- 
trials, objectives, and culminating and follow-up 
activities. Several activity sections include nursery 
thymes, poems, chants, and stencils for cut-outs. 
(Four pages of references are included.) (JC) 
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pations, Children, 
Reading Materials, Sex Bias, *Sex Role, *Sex Ste- 


Award, *Occupational Mod- 

ry ‘Occupational Stereotypes 
examined the number of times male and 
ound ters appear in text and illustrations 
and also evaluated the occupations and activities of 
the characters found in the 14 books which received 


represent a great improvement from the Weitzman 
study. (Notes and references are attached.) (NKA) 
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tent Anal- 


ee ee ae When the bur- 
glar hurls something forward, breaking a mirror, 
Crockett awakens from what seems to be a dream. 


ome are sttached. (NKA 
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engineering 
students are frequen ly expected to document their 
ery as well as present such material orally, a 
and Technical Writing course was designed 
to prepare students for 


cepts (2) tr content evel and organization o 
readers’ and listeners’ needs; (3) to com a letter 
of introduction and a resume; a 


luce and present a report incorporating 
these This document includes a —— 
15-week outline, and a description of 
texts ae. of suggested assignments 
and their sequencing.) (JG) 
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Identifiers—Cross Examination Debate Associa- 


ae dh ft (1) there is 
no significant difference between CEDA and NDT 
debaters’ scores on the critical thinking appraisal; 
(2) there is no significant difference in critical think- 
ing scores between schools participating in different 
stolen of debate; (3) there is no significant difference 
between the scores of CEDA debaters and non- 
debaters; and (4) there is no significant difference 
between the scores of NDT debaters and nondebat- 
ers. Participants at eight colleges and universities, 
two of which used exclusively the CEDA style, two 
pH by le, and four of which used both, com- 
atson Glaser Critical Thinking Ap- 
owt BR. hy Ay fi, 
were taken for debaters and control groups of non- 
debaters. Results indicated that debaters who used 
either style outscored nondebaters on the WGCTA, 
and that NDT debaters outscored CEDA debaters, 
but that this outcome may be unreliable due to a 
larger NDT sample size. (References and two tables 
are included.) (JC) 
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course, Public S$ Rhetorical Invention, 
Seeetien, *Values, Verbal Communication 
Identifiers—Debate Strategies, *Debate Theory, 
Debate Tournaments, Issues Approach, *Stock 
Issues (Debate) 

Existing theories of value debating (resolutions 
dealing with values rather than policy) may be more 
pre yee J applied and developed when viewed as 
stock issues paradigms for debating values in com- 
petitive situations. Issues are vital to an advocate’s 
cause because they are essential to the meaning of 
& proposition and can also provide an organization 
structure for a debate. However, debate judges often 
experience difficulty reaching objective and fair de- 
cisions when values become the focus of a debate. 
A solution to this problem may be found in the 
“stock issues approach.” Values can be defined as 
acts or customs regarded in a particular and favor- 
able way (e.g. privacy or free speech). Three stock 
issues for debating values that can be applied in the 
judging process are value criterion, value justifica- 
tion, and value objection. Value criterion consists of 
defining terms that imply value dimensions. Value 
justification is a designative issue that determines 
whether the affirmative side warrants the value cri- 
terion established in the debate. The value objection 
stock issue considers whether the value justification 
is a proper or improper warrant for the resolution on 
balance, estimating whether counter, alternative, or 
conflicting values outweigh the value justification 
offered by the affirmative (e.g., free speech vs. pub- 
lic safety). This stock issues approach offers three 
independent issues of or important to most 
value discussions. (NKA 
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i sometimes 
evolves into a rhetorical icon that controls the legiti- 
2 
tal acel ae the 

nical state of U.S. for- 


tive as a viable policy. To defuse this problem, Rea- 

administration staff pursued the strategy of 
redefining the meetings by using emotive symbols to 
link SDI with an insurance policy or an effective 
shield and by using narratives that illustrated the 
tenacity of Reagan in dealing with the Soviets, thus 


~— at the Annual Meet- 

ing of the Speech Communication 

(73rd, Boston, MA, November 5-8, 1987). 
ype— Reports oe 


standing 

individual must include three dimensions: (1) intra- 
personal communication that serves to unite the 
parts of the self, (2) interpersonal communication to 
unite the individual with other individuals, and (3) 


medical diag- 
multiple sclerosis (MS), and 
another person with chronic Epstein-Barr virus. MS 
is a disease that damages the body’s nerve insulation 








cycline (extrapersonal dimension) appeared 
etna 
diagnosticians considered the link. 


iterpersonal dimension) also seemed to be 
a factor. The individual with chronic Epstein-Barr 
virus led an extremely stressful personal life (inter- 


i trapersonal dimension) 
state of health a (Forty-three footnotes are 
appended.) (N 


ED 286 233 CS 505 699 
Meussling, Vonne 
Mirror Your Audience’s Attitude: A Global Profile. 
Pub Date—Apr 87 
Note—23p.; Paper presented at the Joint Meeting 
of the Central States Speech Association and the 
h Comm Associa’ 


Southern Speec unication tion 
(St. Louis, MO, April 9-12, 1987). 
ype— Opinion Papers (120) — Speeches/ 


Style, Mass Media, Mass Media Effects, Media 
Research, Merchandising, Persuasive Discourse, 
ip, *Social Values, Values, Well Being 


pate what will make a product or service attractive 
RIE FEB 1988 





given the culture’s values. Advertisers have discov- 
ered that many products have global appeal for simi- 
agence, Se Seeoes Sees 
a European or oriental subsidiary without first un- 
where the a fits into the physio- 
and emotional li 


prod 
needed in the area of attitude and subsequent pur- 
chasing behavior, successful marketing of a product 
depends largely upon a company’s of 
their audience’s cultural values and quality of life 
expectations. (Four pages of references are in- 
cluded.) (JC) 
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Noting that one way to tap into 
involves examining the symbolic discourse occur- 
ring in the context, a study examined stories and 


ptions udiotapes 
talks (e. ee. Sunday School lessons) from Church of 


God and a Se ee oo 
five counties were drawn from a larger data set in 
the Southern Appalachian Studies, collected in the 
late 1950s. These materials were analyzed for con- 


stories and metaphors served to highlight themes 
consistent with organizational values in each 
church. ing recurrent themes centered 
on three main areas: the Trinity, the individual, and 
the process of salvation, but differing thematic em- 
phases underscored the fundamental differences in 
the belief structures of the two denominations. A 
total of 35 stories were identified. In both churches, 
biblical stories were employed the most, followed by 
collegial and then personal stories. Southern Bap- 
tists used stories more frequently than those in the 
Church of God, and used these stories to underscore 
a greater range of themes. Differences were notable 
in both the quantity and quality of the thematic 
contents. The study demonstrates the value ——- 
amining religious institutions as organizational c - 
tures, and the utility of qualitative methods of 
examining detent It has delineated the funda- 
mental qualities of each organization, challenging 
the stereotypes usually associated with religion of 
ao Aucune aan . (HTH) 
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Intended for elementary school teachers who 


various aspects of dance. Part 1 of the guide i 

an introduction to Manhattan’s City 

ter known for spectacular dance perf 
Worksheets are included that show children the lay- 
out of seats in the theater and how to read a theater 


ing vocabulary sheets 
ein al eee reading 
ries of ballet plots. Part 3 of the guide offers activi- 


New York dance companies as resources for teach- 
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males, Foreign 

*Intercultural B-- nternational Re- 

lations, *Values 
fan *United States, Values Re- 

searc 

Values are the evaluative and judgmental facet of 
a culture’s “personal orientation system,” helping 
its members determine what is right or wrong, good 
or bad, important or unimportant. However, the val- 


suma Women’s University in Jap«a and to a similar 
number at West Virginia University. The students 
were asked to rate 42 values as being of 


the other’s values to avoid hostility and communica- 
tion breakdowns. (Eighteen references are in- 
cluded.) (JC) 
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Chicago, IL, November 13-16, 1986). 
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ry fom *Mock Trials, Unanimity 
examined the effect of assigned social 


five-sixths majority, and (3) two-thirds ma 
videotape of 


sign a was a split-plot repeated measures 
design, with one “between” factor and two “within” 





a T 
erences, *Sex Role, Se 





age examined 
tone, the attention to anticipated violence, the event 
orientation of the coverage, and the definition of the 





movement as illegitimate, irrational, and inef- 
fectual, and thatthe ises raised by the demonstra- 
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tiveness in situating a communicative act in a 
cific time and place, as well as in bing 
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y 
ond ot dpaanaie woe against the production 
ye brought together two ex- 
tremely erent factions radical feminists and 
evangelical church groups. The two groups’ reasons 


y and their tactics in at- 

yg oh orn 

fer significantly. Feminists have argued that 
pornograph: me ey ee bd met ap 
the myth that women se- 


sunecld vicketes women's civil riguin, Evangelicals 
have been more in con 


Pornography 
fects has caused the removal of 7 
magazines from convenience stores and libraries, 
and, in one case, the banning of 64 “explicit” books 
economic 


drafted by feminists is included.) (JC) 
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Autonomy, *Physician 
won Control, Self Esteem, Stress Variables’ 


my ee 
treatment, and relationships with care providers. 
The reasons control is important for patients are 


provider-patient comm: 
of references are included. (i oo 
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improve public speaking ability would perform no 
differen y from classmates who listened to identi- 
cal-sou placebo tape programs containing no 
subliminal seemaages. Subjects, 26 students at s tid- 
western university, were divided into 

tape and placebo tape groups. Comparison of pretest 
and posttest surveys did not support the hypothesis. 
Although group members er ye od 
own t t 


higher than the subliminal group, the av e final 
course of the experimental (: group 
was than that of the control (placebo) group. 
(Tables of data are included, notes and sample pre- 
tests and posttests are appended.) (NKA) 
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Rigidi' 
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Pornography, also known as the Meese Commis- 
sion, has been criticized excessively at times for 
threatening freedom of speech and press and indi- 
vidual rights to privacy, an analysis of its “Final 
Report” reveals numerous deficiencies in the Com- 
mission’s decision-making process. These deficien- 
cies, apparently influenced by initial biases and 
strongly held beliefs about the ill effects of pornog- 
raphy, are evident in the Commission’s conception 
of the problem, the unwarranted inferences from 
which it drew conclusions, and the reliance on ques- 
tionable causal relationships as the source of many 
of its recommendations. The report suggests that 
the members were unable to keep values, tastes, and 


but rather divided offensive, sexually explicit mate- 
rial into four categories: (1) sexually violent; (2) 
i domination, 


much ambiguity as the term pornography itself. The 
was divided over the validity of the 
nonviolent and nondegrading category and dis- 
missed the relevance of the nudity category. Thus, 
they were left with three categories, one of which 
was a question even in their own minds. Addition- 
ally, the Commission found no evidence of a direct 
cause and effect relationship between pornography 
ont ietine eaees Cees <r een Se eee 
to infer one out of “common sense.” The Commis- 
pe ce Bg pape pt hy Ae 
presumption of a need for certain legislative 
coapentia, for which rationales in available informa- 
tion were then sought. (Eighteen references are in- 
cluded.) (JC) 
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Identifiers—New York City Board of Education, 
Wind in the Willows 
Part of the New York City Board of Education’s 


a unit on theater in their classes, this guide offers 
suggestions for lessons and activities to accompany 
viewing a performance of “Wind in the Willows” at 
the Nederlander Theater. Part one of the guide de- 
scribes the Early Stages program, which is designed 
Re sees aes Sen and offers ways 


supervision 
is necessary. It also contains a brief history of Amer- 


swers. Part two of the guide offers 
classroom activities and assignments 


sary of theater terms, and Appendix B contains a list 
of resources for the teacher.) (JC) 
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Dance Companies, New York City Board of i> 
ucation, Rehearsal 
Intended to complement the New York City com- 


Curriculum’ activities for young theatergoers after 
the performance are presented in the third section 
of the guide, which contains the following activities: 
pr enn (2) critics’ circle; (3) u 

for classroom dance 


ae ater ae 
wil 

resources for teachers and students, i 

from Ballet Theatre newsletter, “On 
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To determine the level of participation by females 


United States, a study examined 
tics of i 


of women in CEDA at Northeastern tournaments 
was slightly higher than that in the West (34.6% 
versus 28.5%). No difference in participation was 
found between spring semester and fall semester. 

the Suffolk Fall Tournament, three times 
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*Critics, Formal Evaluation, Textual Analysis 


preliminary questi 
method, and share the experience of crit- 
icism as encounters with a text. Preoccupation with 
reflection on critical methods and stances usually 





50 Document Resumes 


An apt ro 
this state of affairs because a bureaucrat’s first duty 
is to perpetuate the rules and regulations of a solidi- 
fied bureaucracy. How can scholars strike a balance 
between the habits and inclinations of the critic and 
the autonomy of the text, without resorting to a 
bureaucracy of method, especially ly when pressures 
from academia work to maintain this bureaucracy? 
A way is needed to remove formal- 
ism from its central role in critical practice, without 
obliterating the importance of critical rigor in the 
process, so that the experience and interpretation of 
texts can return to main in criticism. For 
change to occur, it must begin at the individual 
level, with individual acts of rebellion against the 


teresting 
is the collision between a text, with all of its own 
tradition and context, and a critic, with all of his or 
her interests, intuitions, commitments, and curios- 
ity. (References are attached.) (NKA) 
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was related to socioeconomic background, course 
content area, course difficulty level, time of expo- 
eo tation, stimulus detail, time of 

i objective. Findings also showed 

in which different instractors were weed 

tal and control groups yielded 

els of effectiveness than studies in which 


level ef eliectivenase would cnunpues diasaish bat 
Statistically significant. (A table of data is 
included, and a figure and references are attached 
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igher 
nority Groups, Student Attitudes, a Orga- 
nizations, “Student Partici Student 


ts 
sddpilaen tp eatiags Ghats tone and too Cones 
in college debate teams and the Cross 


termine success rates of those minorities observed. 


Results showed that minorities made up 11.1% of 
the tournament population, with blacks comprising 
6.5% of the minorities. As minorities make up 17% 
of higher education enrollment, there is a significant 
disparity in participation. However, success rates 
for minority participants were . There 18 with 
13.9% receiving speakers’ awards. is still a 
noticeable lack of minorities participating in debate 
activities, though, and surveys of black students 
have suggested that such on-campus activities cater 
to white students, and that black students are rarely 
informed of such activities. To correct this problem, 
debate coaches must actively recruit minority par- 
ticipants, and make the activity accessible to minor- 


(Two tables of data and three pages of references are 
included.) (JC) 
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eeckie of ecech equate tt asked shed 
trators. With gender serving as an effective sorting 
mechanism for both clients and professionals, one 

might ask how school leadership will be transformed 
by paying attention to gender and to the developing 


parts to male Ane (3) women as deficient (psy- 
or focusing on sex differences 
as 


organiza processes 
that treat women differently from men); and (5) the 
new scholarship (focusing on , including 
women and men as subjects for and objects of study, 
and offering a corrective and transformative view- 
point). oe ae research and teaching considerations 
are summarized. Included are 49 references. (MLH) 
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Document 


*Board of Education Role, Court Liti- 


ucation, Program Development, *School Law, 
*School Policy, Student Rights, Teacher Rights 


Identifiers—* Canada 

This publication consists of papers delivered at a 
1986 preconference workshop of the Canadian Edu- 
cation Association. “Recent Legislation and Emerg- 


assesses “Trends and Implications for Developing 
Policies and Practices in the Area of Students and 
Parents.” Topics include the Charter of Rights and 
Freedoms, search and seizure laws, the Young Of- 
fenders Act, child abuse laws, pupil records, and 
right to education laws. The ee o paper, by 
Elmer E. Froese, addresses two related 

indicated in the title: “Why Do Some Schoo 

End Up in Court While Others Don’t? Will School 
Boards Exist in the 21st Century?” Included are 
nine statistical tables on legal questions derived 
from a survey of 71 school districts throughout Can- 
ada. The next paper, by Robert Watson, addresses 
“Trends and Implications for Developing Policy 
and Practices in the Area of Staff,” followed by a 
companion paper by Jean J. Comtois on “Trends 
and Implications for ae and Prac- 
tices in the Area of Program.” final paper, by 
Jacques Mongeau, reviews the history of “Educa- 
tion and the Laws of Quebec.” The publication con- 
cludes with a “Conference Wrap-Up” by William 
Kent, president of the Canadian School Trustees 
Association. (TE) 
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and Improvement (ED), Washington, DC. 

Pub Date—May 87 

Contract—400-86-0006 

Note—16p. 

Pub Type— Opinion Papers (120) 
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Descriptors—Access to Information, *Database 
t Systems, *Databases, *Information 
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Sources, *Information Utilization, Online Search- 

ing, Research Needs, Selective Dissemination of 

Information, *State Agencies, Statewide Planning 
Identifiers—United States (Northwest) 

This essay reviews current policy issues regarding 
statewide educational databases. It begins by defin- 
ing the major characteristics of a database and rais- 
ing two questions: (1) Is it really necessary to have 
a statewide educational database? (2) What is the 
primary rationale for creating one? The limitations 
of databases in formulating educational policy are 
then assessed to consider how they may be linked 
to policy formation and decision-making processes. 
This linkage appears to operate on two levels: the 
rational /ideal level, in which management informa- 
tion in statewide databases is used to determine 
what is rationally true and ideally desired; and the 

tic level, which takes into account social, 
political, economic, and emotional constraints. On 
account of the proliferation of special pr the 
growing demand for research data, and the growth 
of electronic data processing capabilities, state edu- 
cation agencies should adopt the following policy 
criteria for including information in a database: (1) 
clearly established needs; (2) clearly established 
definitions; (3) clearly established limits; (4) coordi- 
nation of multiple databases; (5) a means for incor- 
porating outside data, (6) a balance between 
technological and educational interests; and (7) 
proper regard for confidentiality and ownership, 
coupled with availability. Carefully planned, appro- 
priately used, and constantly revised and upgraded 
databases can become the foundation of sound edu- 
cational policy. (TE) 
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tion, Participative Decision eo Teacher Ad- 
ministrator Relationship, 
identiiers—Ca —_—— College IL, *Collabora- 


This essay discusses collective bargaining at a 
small college in Illinois. After a historical review of 
the conditions in the 1960s that ve rise to collec- 


community-at-large. This process helped the negoti- 
etaptenmnese Gotagens eiesnpeeetans 
issues on other employees and resources of col- 


the possibility exists for such improvements in the 
collective bargaining process. (TE) 
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Staff development programs and activities are 
common methods of stimulating change in the be- 


Advisory Committee 
on Multicultural Education, Canberra (Australia). 

Report No.—ISBN-0-642-11629-6 

Pub Date—May 87 

Note—72p. 

Available from—The Executive Officer, 
NACCME, C/-Department of Education, P.O. 
Box 826, Woden, Australian Capital Territory 

606, Australia. 


Type— Reports - Research (143) 
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Equal Education, Foreign 
Education, *Multicultural Ed- 

em mg oy See 

Identifiers—* Australia 

An examination of the educational principles and 
aims that should guide the future development of 
multicultural education in Australia is presented in 
six chapters. The intention is to set up a national 
policy framework Y -r principles that can be 


spectrum 
within strategies appropriate for local needs. Fol- 
lowing the introduction, chapter 2 presents a histor- 


ical overview of developments i in multicultural edu- 


spectives in multicultural education provides 
br ho sae queen entice of On amas 


ia in multiculutrai education. (MLF) 
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Teacher Attitudes, *Teacher Evaluation 
Identifiers—Tennessee 
a a ne ty en my 


pyramid: ( saations, C2) —— (3) 
exportation, (6 () fe rot iersy (5) patience, and (6) re- 
uman relations, principals 


doing and what is expected 
spend sufficient time in conference and in classroom 
teachers that 








ward. Reward completes ‘the climb to cn 
change. Twelve references are appended. (CJH) 
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tral School District, School of Excellence Project, 
425 East Main Street, Fredonia, NY 14063 
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Schools, State Schools, Statewide i 

Identifiers—*New York (Chautaugua County) 
The Regional High School of Excellence in north- 
ern Chautauqua County, New York, was intended 
to be a school for gifted students from throughout 
the region. Six committees made up of teachers, 
administrators, school board members, local busi- 
ness leaders, parents, and students from participat- 
ing school districts studied and different 
aspects of the schools, including the curriculum, stu- 
dent selection procedures, and business operations. 
The Northern Chautauqua Project was ready to im- 
plement a half-da: interdisciplinary program in the 
fall of 1987, but p was suspended in January 
=: because no state was made available. 
This report documents the activities and findings of 
each committee in the Northern Chautauqua 
Project and provides an accounting of what was 
accomplished and a guide for others who are plan- 
ning similar programs in their own school districts. 
ee ee 


ing; (5) Student Selection; (6) Parental Su; 
Networking; and (8) Problems and Issues. latter 
chapter includes discussions of funding, definition 
and acceptance of concepts, elitism, the need for a 
regional high school of excellence, accreditation, lo- 
and teacher recruitment. The con- 

cluding chapter provides a set of crucial questions, 
recommendations, and suggestions. An index is in- 
cluded, and supporting materials from the project 
are appended. (TE) 
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Identifiers—* Mississippi 
This report describes te background and plans 
for an alternative education pr to reduce the 
high dropout rate at Baldwyn High School in Bald- 
Mississippi. Research shows that students 
out primarily because they are behind 
level and are older than their classmates. Of 
wyn High School’s approximately 290 students, be- 
tween 25 and 30 were identified as needing an 
alternative education program. Almost 60 percent 
of these latter students are black in comparison to 
a black enrollment of 38 percent. Most come from 
families with incomes below the poverty level. The 
’s objectives are to serve approximately 25 
at-risk students each year and to counsel them to 
a school. Students will be directed toward 
vocational training and/or = opportuni- 
ties; cooperation from local businesses and junior 
colleges will be sought. The project's initial phase 
will include a comprehensive selection process. Se- 
lection and enrollment require consent of the stu- 
dent, parents, and counselors. Students seeking a 
diploma will Teceive remedial instruction and tutor- 
ing; those seeking the GED certificate will receive 
basic education classes. One full-time instructor will 
help determine those students in need of remedial 
education, administer tests, teach five basic areas, 
and evaluate progress. The school guidance coun- 
selor will assist in review and referral. The 
should operate on a 12-month schedule in order to 
maintain students’ work toward GED completion 
and to provide remedial assistance. (CJH) 
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i presented eight chapters with 3 tables and 
contain technical 


icy Studies and Research in Elementary and Sec- 
Education. 
Pub Date—Aug 87 
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acteristics, Teacher Education, *Teacher Supply 
and Demand 
Identifiers—* Alternative Teacher Certification, 
*Dallas Independent School District TX 
1986-87, the Dallas (Texas) Independent 
(DISD) conducted an alternative 


ISD’s program, which recruited 110 alternative 
certification interns during the summer of 1986. 
Eighty-five of the 110 interns were women, the av- 


Spstgeerat, enbetee Ramee. The final sec- 


shortage issues. Findings and conclusions are sum- 
eunstens tates tho introduction and instants he BS 
lowing: when compared to first-year teachers, the 
interns were disappointed in the time-requirements 
of teaching; they enjoyed less support from col- 
leagues; and they did better on the Texas Teacher 
Appraisal System. The program helped fill critical 
positions but is unlikely to stem the teacher short- 
age. Included are 22 tables, a nine-page reference 
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Administration. 
University Council for Educational Administration, 
Tempe, AZ. 
Pub Date—87 
Note—65p. 
EDRS Price - MFUL on a (141) 
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the United States, focusing on the roles of principals 
and superintendents. According to recent research, 
the educational administration field lacks: (1) a defi- 
nition of good educational leadership; (2) — 
recruitment programs in the schools; (3) collabora: 
tion between school districts and universities; (4) 
minority and women administrators; (5) systematic 
professional development for administrators; (6) 
quality candidates and preparation programs 
ant to job demands; (7) licensure programs pro- 
moting excellence; (8) national cooperation in pre- 
paring school leaders; and (9) sequence, modern 
content, and clinical experiences in preparation pro- 
grams. The report aims to restructure school admin- 
istration. Separate chapters outline 
recommendations for public schools, professional 


opmen 
programs. Included are numerous references and a 
list of commissioned papers. (MLH) 
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eign Countries, of 

Education, *School —-~y School Size, 

*Selective Admission, Student Characteristics, 

Student Development 
Identifiers—*Comprehensive Schools (Great Brit- 

ain), United Ki 

Comprehensive or nonselective schools have been 
in existence in the United Ki for over 40 
years, having gradually the old selective 
system of grammar schools for able pupils and sec- 

modern schools for less able pupils. In spite 

of their growth in numbers, 
have been subject to continual controversy, and cur- 
rent government policies favor a return to forms of 





pupil selection and differentiation. This paper there- 
fore begins with a review of the history of compre- 
hensive schooling and the rationale for its adoption, 
and then assesses existing research into the effec- 
tiveness of selective and nonselective systems. The 
third section evaluates some of the effects of com- 
prehensive schools on their pupils by examining an 
“experiment of nature” that occurred when a com- 
munity in Wales partially reorganized its schools, 
leaving a third of its pupils in a selective system and 

tting two-thirds into new nonselective compre- 
Sea ea eye 


sume Ob cad ant pudand eueiae tame 
for the two systems; (3) residuals and standard devi- 
ations; (4) catchment areas of the two systems; and 
(5) outcome results b 


social 

largely due to poor results with the middle third 

the ability range who in the selective system = 
tended the top streams of the secondary modern 
schools. A bibliography is included. (TE) 
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sources, *Instructional 

Agents, Outcomes of Education, Spat 

School Administration, *Staff Development, 

*Stress Variables, Urban Schools 
Identifiers—*Crisis Management, *Scientific Man- 


agement 
Increasingly, principals are being viewed as in- 
structional leaders, professional educators active in 
initiating and planning teacher development pro- 
grams. While most principals consider instructional 
leadership a high priority, they spend much of their 
time solving routine problems and confronting mi- 
nor crises. Immediate, short-term responses take 
ce over long-term instructional perspec- 
tives. School districts are establishing i inservice pro- 
grams to help principals move into new role 
expectations. This paper investigates the impact of 
a staff development process, designed for both 
teachers and principals, on 12 male secondary prin- 
cipals in a large urban school district. The principals 
had experience ranging from 5 to 21 years and had 
already undergone a district-operated program of 
training to become instructional leaders. Respon- 
dents’ perceptions of the program and its impact on 
their role were explored by a structured interview 
process organized around five areas: expectations, 
time requirements, support and training received, 
unexpected outcomes, and additional comments. 
Principals’ comments and concerns were classified 
according to the school of thought or management 
style represented. Scientific management and orga- 
nizational development dominated the principals’ 
effectiveness focus, suggesting that principals’ con- 
cerns were related to control and efficiency and to 
communications and teamwork. These and other 
results are discussed at length. Most principals fa- 
vored the immediate and “do-able” task, realized 
their a linking role, and believed that 
the s development program increased their 
workload and stress. Included are 2 tables and 25 
references. (MLH) 
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Graduates, High Schools, Labor Market, Out- 
comes of Education, Predictor Variables, Salary 


The rationale for high school my reduction 
programs rests mainly on evidence that graduates 
are more successful than dropouts in the labor mar- 
ket. It is not evident, however, whether this differ- 
ence is attributable to the diploma itself or to 


gender, \ 

also attempted to discover the role of 
characteristics that may be associated with high 
school completion and market success. After 
an Se Se Se 1980 sophomore cohort in 
the “High School and Beyond” survey, comparisons 
were made between a group who left school without 
a diploma and a group who graduated but did not 
school. Results indicate that 


crimination by employers against dropouts or to 
other unmeasured variables. "s gain from 
dropout reduction programs on whether 
employers’ reasons for favoring graduates are arbi- 
trary or valid. Cunvemehp, f deanaute have unob- 
ae Coe Cone Se > 3s 
ee than graduates, then society’ A ay wn 
program efforts depends on whether would-be drop- 
outs acquire characteristics during schooling that 
make them more productive. Seventeen references 
and 13 tables of data are appended. (CJH) 
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Despite prestigious reports, 
tion at Risk,” and fervent reform efforts, school per- 
formance is unlikely to be improved by measures 
failing to recognize that schools are institutions 
—complex organizations composed of ee 
dent parts, governed by well-established rules 
— and adapted for stability. Effective mw 
flourish unless 


meaningful policy, personnel, 
and practice to the schools themselves. High school 





the security "a political representatives 
and administrators heavily invested in the existing 
system. This study developed a comprehensive 
database to explore these issues. The database sup- 
plements a national survey and testing of 25,000 
students in 1,000 public and private high schools 
(the High School and Beyond Study) with a survey 
of teachers and principals in a representative sample 
of half the schools. This supplement, the Adminis- 
trator and Teacher Survey, was designed to measure 


high-performance schools were typically Caucasian 
and from well-educated, affluent families. Leader- 
ship was stronger in high-achievement schools; staff 
shared a commitment to academic excellence and 

worked as a team to create 2 more productive learn- 


fected learning. The my discussion eugene 
RIE FEB 1988 


ways to free schools from governmental and other 
controls. (MLH) 
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Characteristics 
Identifiers—* Ohio 
Inspired by recent literature on burnout, this 


ely 
the sommes personality type; (3) the 

length of service, the more likely that sc 
istrators will have male sex-role self-perceptions, 
sex-role self-per- 
have female sex-role 
self-perceptions; and @ in in each occupational cate- 
: sex-role 
perc i igher degree of job 
satisfaction than will those with other sex-role 
self-perceptions. This 1986 study used a sample of 
600 educators (200 of each category), with a 48 
percent response rate. data revealed 
that respondents are more satisfied with their occu- 
than pi h suggests. Results in- 
dicate a relationship between perceived sex roles 





te eng of service Included are 


perceptions and 
43 references and 2 
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Although scholars have Saat and applied 
various explicit of leadership to 
the study of educational an far less at- 
tention been given to hee pe or informal con- 
ceptions of leadership. Some recent studies claim 
that leadership impact on a perfor- 
mance is minimal or illusory; argue that more 
subtle, previously unexamined forms of influence 
may be operating. This study examines: (1) the ex- 
tent to which educators between the no- 
tions of leader, formal leader, and informal leader; 
(2) the behaviors educators associate with the con- 


leadership. The University of Utah College of Edu- 

cation furnished 168 student participants, 79 from 

educational studies, 36 from special education, and 
administration. 
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ticipants shared a relatively coherent concept of 

leadership. R ts’ of leader may be 

sghly more closely aligned with their concept of 
ith informal leader. 


The leadershi 
iecliention coction Ghawed eave aieed eatin Er 
cluded are 4 tables and 19 references. (MLH) 
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Now that the school effectiveness field is matur- 
ing, more refined and contextuall aaa obser- 
vations about schools are possi This paper 
focuses on socioeconomic status (SES) as one social 
context variable demonstrating substantial predic- 
tive power in numerous school improvement stud- 
ies. Instead of viewing middle class behavior as 
superior and lower class behavior as deficient, this 

paper explores how human variation ma — be ex- 
ploited for the enrichment of all members 
To this end, data from third-grade clases in 2 ur 12 ur- 
ban, suburban, and rural Louisiana school ae 
selected districts were gathered during the 1982-8 

ips of schools were identi- 
effective schools, (2) mid- 


schools, (4) low-SES effective schools, (5) low-SES 
typical schools, and (6) low-SES ineffective schools. 
In one stage of this study, nine matched pairs of 
schools selected by regression techniques were ex- 
amined. While findings disclosed ite similari- 
ties between effective middle- and low-SES schools, 
interesting dissimilarities were also revealed. Com- 

pared to their middle-SES counterparts, low-SES 
effective schools emphasize present expectations; 
offer more external rewards; hire initiator-instead 
of manager-principals; buffer schools from negative 
community influences when more positive outreach 
fails; hire younger, more idealistic teachers; and 
concentrate on basic skills. Included are 3 tables and 
13 references. (MLH) 
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Identifiers—* Japan 
After World War II, enrollment in the Japanese 

educational system underwent an un ted 

expansion, largely on account of postwar economic 
growth. Although such expansion was common 
throughout the world, Japan’s experience was 
unique because of the magnitude of c in the 
enrollment rates and the degree to which these 
changes directly reflect popular demand rather than 
government intervention. Accordingly, this study is 

a systematic quantitative analysis relating the in- 

creased demand for education in Japan to economic 

variables. The study addresses three questions: (1) 

What caused the educational expansion? (2) How 

did it keep momentum for such a long period? and 

(3) Why did it finally lose momentum in the 

mid-1970s? After an introduction establishing the 
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framework and issues of analysis, the first chapter 
forth a theoretical framework by creating a 
individual choice from which the aggre- 
demand function of education can be derived. 


ior high 
1980, and analyzes changes in the benefit-cost ratio 
Then alternative indicators of an- 
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A study of the energy savings potential in New 
Zealand schools demonstrates that considerable re- 
ductions in energy costs can be achieved through 
energy t. An initial examination of 
available 1985 light, heat, and water expenditures 
for 268 secondary schools (84 percent of the sec- 
ondary schools in New Zealand) is followed by the 
selection of a number of schools for detailed investi- 
gation and for action. Three Wellington and four 
Christchurch schools were monitored with elec- 
tronic dataloggers during winter 1986, both before 
and after action had been taken to improve 
sunnageutent, Raciheasengemednt weik eancesd-al 
fective, with pay-back times of not more than 2 

and in some cases of a few months. Savings in 





pr 
Note—2I1p.; Paper presented at the Annual Meet- 
of the American Educational Research Asso- 


ae 
ciation (Washington, DC, April 20-24, 1987). 

Pub Type— Reports - Descriptive (141) — 

mes/Mesting Papers (150) 


programs are being designed to break 
he yd mn Ae dd 


teachers. While these “pay-for-performance” plans 
seem acceptable to taxpayers, few realize that such 
cupuandhen have cently Gaue ttied end guaved > 
successful due to ing limitations and the nature 
of teacher motivations. In fact, competitive reward 
systems may foster outcomes antithetical to the best 
interests of public education. The present study de- 
scribes the efforts of one rural district in southeast- 
ern Texas to develop and implement a nonmonetary 
incentive program to foster cooperation and com- 
munication among teachers. The professional 
incentive plan evolving from teacher preferences of- 
fered grants for special projects, summer institutes, 
and conferences or workshops. In April 1985 and 
November 1986, 151 ay = administered 


extremely negative; career ladders were seen as un- 
related to the six school climate indicators. Teach- 


with students. Included are 3 tables and 25 refer- 
ences. (MLH) 
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Desecrii *Administrator Attitudes, * Adminis- 
trator Evaluation, Elemen Secondary Educa- 
tion, *Evaluation Criteria, *Evaluation Methods, 
Perf *Personnel Evaluation, 


school districts are seeking improved methods of 
evaluating principals. The evaluative process can 
substantially affect productivity, employee commit- 
ment, and evaluation system stability. This study 
describes the characteristics of a state-mandated 
evaluation system for principals and the ways that 

with the evaluation process is related to 
assessment methods, chosen criteria, and sources of 
evaluative information. Using prior studies and the 
Natriello and Dornbusch teacher evaluation model, 


plex 
sample of 200 principals; the response rate was 74 
percent. A slight majority (55.6 percent) were satis- 
fied with their evaluation process, while 30 percent 
were unsatisfied and 21 Percent voiced uncertain 


summarized. Included are 11 references. (MLH) 
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Coladarci, Theodore 
An Approach 


Note—12p.; Paper presented at the Annual yd 
— of the American Educational Research 
BG, April 20-24, 1987) 


While studies of school climate abound, concep- 
tual frameworks have been ambiguous, and parent 


perceptions of climate are seldom considered. This 
paper describes a school improvement model em- 
ployed in four rural Maine school districts in which 
(1) a school climate assessment is designed col- 
laboratively with school staff; (2) the assessment is 
conducted and the results summarized; and (3) staff, 
citizens, and consultants review the data for pur- 
poses of plannning school improvement. Research 
was based on two premises: school climate as an 
empirical issue and the validity of school members’ 
perceptions as sources and determinants of the 
learning environment. The approach involved sev- 
eral steps, including (1) consulting school staff 
about problematical aspects of school climate; (2) 
developing school climate instruments; (3) distrib- 
uting and analyzing surveys; (4) reviewing results 
with school members; (5) pursuing selected find- 
ings; (6) generating multiple explanations for each 
climate condition identified; and (7) a 
district action plans and evaluation effi 
lessons were learned from these successful consulta- 
tions: (1) staff and citizens are receptive to survey 
results when involved in developing the instru- 
ments; (2) most school members are eager to read 
and discuss results; and (3) the staff development 
resulting from these steps often yields greater cli- 
mate improvement than the action plan produced 
by the model. Included are four references. (MLH) 
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Relationship 
teristics in Two Selected School Facility Envi- 
ronmental 


Pub Date—Oct 87 
Note—15p.; Paper presented at the Annual Interna- 
tional Conference of the Council of Educational 
Facility Planners (64th, Edmonton, Alberta, Can- 
ada, October 3-7, 1987). 
Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Research (143) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—* Academic Achievement, Acoustical 
Environment, Attendance, *Classroom Environ- 
ment, Classroom Research, Classroom Tech- 
i Analysis, Discipline, 
Intermediate Grades, *Physical Environment, 
Rural Education, Thermal Environment, Visual 
Environment 
Identifiers—Health Status 
Research findings indicate that students are af- 
fected positively or adversely by the visual, acousti- 
cal, and thermal characteristics of the classroom 
environment. During the 1986-87 school year, 280 
fourth- and sixth-grade students housed in two sepa- 
rate school facilities-the oldest and the newest in a 
rural Tennessee county school district-were tested 
to determine if the physical environment of a school 
was related to student achievement, health, atten- 
dance, and behavior. ANOVA, chi-square, and 
t-tests were used to analyze the data. A significant 
difference existed between students at the two ele- 
mentary schools in regard to the relationship be- 
tween the physical environment and student 
achievement. Scores in listening, language, 
and arithmetic showed a icant difference, with 
the students in the modern building orming 
much better than the students in the older school. 
The former students proved to have a better record 
in the areas of health, attendance, and discipline 
when compared to the latter students. Educational 
consultants, architects, and administrators should 
be apprised of the importance attached to the com- 
patibility between physical environment and stu- 
dent learning and other behavior. Included are 4 
tables and 10 references. (MLF) 
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McMullin, Richard C. Cain, Gary K. 
Asbestos: From to End. 


Pub Date—Feb 87 

Note—2I1p.; Paper presented at the Annual Meet- 
ing of the American Association of School Ad- 
ministrators (New Orleans, LA, February 20-23, 


1987). 
Pub Type— Guides - Non-Ciassroom (055) — 
Speeches/Meeting Papers (150) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—* Asbestos, *Board of Education Role, 
Bond Issues, *Educational Facilities Improve- 
ment, Elementary Secondary Education, *Fed- 
eral Aid, Grants, *Hazardous Materials, Physical 
Health, Public Schools, School Community Rela- 
tionship, School Districts, Waste Disposal 
In conjunction with a bond proposal for energy 
related items, the North County Public Schools 








closure; and, since insurance costs could easily be as 
much as one-third or more of the bid price, an insur- 


Sak, kta ale 
receive funds for the 


; (2) prepare plans and specifications 

form to the iaw; (3) solicit early bids, with pretid 
conferences for prospective bidders; (4) 
have the school attorney review final contract docu- 
ments; (5) monitor the project themselves in addi- 
tion to other monitoring agencies or consultants; 
and (6) actively pursue Fa pn a en. is 

three- handout summarizing 
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Commonwealth Council for Educational Adminis- 
tration, Armidale (Australia). 
Raper Bi No.—ISBN-909086-46-X 
Pub Date—May 87 
Note—17p. 
Pub Type— Collected Works - Serials (022) 
Price - MF01/PC01 Plus Postage. 
Descriptors—*Administrator Attitudes, Elemen- 
tary Education, Foreign Countries, 
t *Principals, Research De- 
ole a *Sex Discrimination, Simula- 
— Situational 
identifiers—* Administrator Behavior, Australia 
ernie paper describes an experiment in 


personne 

i kd ciao in a hae, 
A review of the literature indicated that in spite of 
legislation aimed at elimination of sex discrimina- 
tion and the creation of agencies to enforce this 
legislation, sex role stereotyping in work roles for 
men and women was still commonplace. Accord- 
ingly, researchers used a survey-experiment re- 





general conclusion that school principals consis- 
tently differentiate between men and women in 
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oe Paper “~o— at the Annual Forum 
tion Research (8th, 
Philadelphic PA, M Mant a? 97-29, 29, 1987). 


Pub Type— Reports - oe (i41) — 
Speeches/Meeting Papers (150 
EDRS . 1/PCO2 





Identifiers—Effective Schools Research, *Reflec- 

tive Thinking 

The use of metaphors to frame problems and gain 
insight into educational phenomena has received 
little attention in the literature. This study shows 
that principals’ use of metaphoric language to dis- 
cuss their work environment and instructional lead- 
ership roles is a valid means of understanding 


tional background, 

to reflect-in-action. Results imply that Fete 
when used with action research in school improve- 
ment projects, produces readily usable data contrib- 
uting to experiential learning. Analyzing 
language contributes to understanding 
both projects and individuals. Included are 2 figures 
and 17 references. (MLH) 
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Sween, Joyce And Others 


'ype— Reports - Research (143) — Numeri- 
cal/Quantitative Data (110) 
RS MFO 


ee 
Power, School Statistics, State School District Re- 


This study focuses on school system characteris- 
tics that affect the dropout rate in the Chicago pub- 
lic high schools. Although the primary variable for 
investigation is attendance rate, other school system 
variables examined include type of school, percent- 
age of low-income students in a school, and the 
overall level of student ability for a school as indi- 


of the four types of high schools in the Chicago 
system: selective academic, selective vocational, 
nonselective integrated (consisting of at least 30% 
white students), and nonselective segregated (con- 


wt forme submitted by high school princi- 
pals during the 1984 school year. Chapter 4 is a 
critique of the state funding formula, ons 
results in a lack of monetary incentive to 
dropout rate and chronic truancy. The final chapter 
relates the dropout rates of schools to attendance 
records, 


on a per diem basis for student attendance is there- 
fore recommended. References are included. (TE) 
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ance and t-test tec! were used to test 18 hy- 
potheses related to 6 basic research questions. 
Findings showed that the length of time 
was not a causal factor in the four groups’ differen- 
tial perceptions. distri clas wes found to bo 


cantly from those of other role groups. 
a questionnaire sample and 13 references. (MLH) 
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Student Motivation. 
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VA 22091 ($1.25; quantity discounts). 
Journal Cit—Practitioner; v14 nl Sep 1987 
Pub Type— Collected Works - Serials (022) — Re- 
ports - Descriptive is} 
- MF01 Plus Postage. PC Not Avail- 





, Secondary 
"*Student Motivation, Student 


Although ability. perth plains why some stu- 
ly ex 
dents are eager to learn in school whereas others are 

disinterested, motivation is another significant fac- 


that have developed activities to a motiva- 
tion. Students bring characteristics to the learning 
mae that vary ae (abilities and apti- 





affected by the nature of the learning environment, 
the of interest in a subject or a 


isfied; ‘and (3) make subject snatter laheventing and 


relevant. Several schools and districts illustrate how 
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and activities can develop ivation. In 

Tee Emesbin, for caamgie, Achene biAGie 
School requires the students to use the skills of all 
academic areas in life-oriented, thematic units. The 
and tacts of seven 
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Association, 
Moines.; lowa State Univ. of Science and Tech- 
nology, Ames. Research Inst. for Studies in Edu- 
cation. 


'ype— Reports - Research (143) 
5 Price - MF01/PCO02 Plus 


*Teacher Salaries 
Identifiers—lowa 

This study was commissioned by the State of lowa 
to identify the current status and of 


status of merit pay and to identify districts through- 
See er 
formance-based | compensation 

tation i 


Results of these indepth studies are included in the 
“findings” section of the report. A bibliography is 
included. (TE) 
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Nufrio, Ronald M. 
An Administrator’s Overview for Teaching Read- 


ing. 

Pub Date—87 

Note—12p. 

Pub Type— Opinion Papers (120) 
1/PC01 Plus 


tion they need to create such an improved learning 
environment and become effective, innovative cur- 
riculum leaders for reading instruction. Principals 
are advised to learn the basic components of a suc- 
cessful reading program and to evaluate each 
teacher's ability to individualize instruction, moti- 


Pub Type— Reports - Evaluative > — Legal/- 
_Legislative/ Materials (090 
Price - 


*Educational 
Educati 


wy ham 
ctive ini Due Process, 


tary Secondary 
jucation, Legal Politics of Education, 
ee Law, *State Legislation, State School 
District Relationship, *Teacher Rights, *Tenure 
ae 
The examination of Montana's teacher tenure 
poly meme ay Be wed wy be oe ry er 


pr 
eeeees Sena ae aes 
tenure system for teachers, school districts, and 
communities. The third part examines the issues 

the present system of a cer- 
tain term of years for tenure qualification, 


cal restraints and uncertainties involved in applying 
the tenure laws. The last two topics addressed are 
collective bargaining statutes and practices related 
to tenure and due process alternatives to the current 


tenure system. References are included, along with 
subcommittee deliberations and the text of the pro- 
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Municipality Experiments. 
National Swedish Board of Education, Stockholm. 
Pub aa 87 
Note—1 Ip. 
Journal Cit—School Research Newsletter; n2 Apr 
1987 
Pub Type— Collected Works - Serials (022) 
Plus Postage. 


tries, 
hool Relationship, Politics of Education, 
Research Projects, *School Ad- 
ministration, *School District Autonomy 
Identifiers—* Sweden 
Efforts to achieve greater decentralization, 


illustrates two such reforms. Under the free munici- 
pality experiment, a number of municipalities and 


with other municipal activities, more efficient 
school administration, and a greater measure of in- 
fluence for politicians and users. Results show that 
the introduction of local agencies has done little to 
bring schools closer to the national goals of decen- 
tralization. Hopes of making municipal school dis- 
tricts more efficient and less expensive were not 
realized, due to conflicts of authority between state 
and municipality that resulted in more, not less, 
bureaucratic complexity. (TE) 
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Wadeskog, Anders 


Outward Efficiency of Schools. 
Notional Swedish Board of Education, Stockholm. 
Pub Date—May 87 
Note—12p. 
Journal Cit—School Research Newsletter; n4 May 


1987 
Pub Type— Collected Works - Serials (022) 


EA 019 695 


eign Countries, Government School Relationship, 
Human Capital, *Models, *Politics of Education, 
Research Design, Research Projects, *Resource 


Allocation 
Identifiers—*Sweden 

The public sector in Sweden is under pressure to 
augment its productivity and cut costs, and the edu- 
cation sector is faced with the same demands. Most 
people believe that adequately proportioned, effi- 
ciently operating sc are essential to Sweden's 
long-term economic ae ym but this is sel- 
dom mentioned in connection with spending cuts. 
In this Project, researchers are therefore developing 
a com educational model of the connec- 
tions between school and long-term economic de- 
velopment. In this newsletter, a collection of essays 
is described entitled “The Outward Efficiency of 
Schools—Description,” which highlight demands 
io pupils diem Se eupabationd diem, and Ge 

’s view, view, 

a a he ap my my amt yt 
ideological vacuum schools today and 
the organizational solutions that may from 
the current process of decentralization. first 
stage of the project was to —— a competent 


macroeconomic 
The project is scheduled for completion in 
fall 1988. (TE) 
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National Swedish Board of Education, Stockholm. 


ea a Major services include pre- 
medical care and 


— half are ft RA physicians. 
Based Services, an endeavor introduced in 1983, 


cialty and community care; and 
operational efficiency. (Author/CB) 
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A Practical Guide to Play, Piaget, and Language in 
Preprimary Hearing Impaired Programs. 


Detroit Public Schools, Mich. Dept. of Special Edu- 
cation. 
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Pub Date—{84] 
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science and education. (Author/CL) 
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Alberta Univ., Edmonton. Dept. of Educational 
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Acaiiabie ~ =o of Alberta, Department 
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en areas, such as: Wd ne A 
Asch osstendentoned Goce 
i 200, twining pol 4 
movie 
theatres, and roller skating rink); and community 
(grocery store, bus depot, community hall). (CL) 
ED 286 296 EC 200 473 
Garvar-Pinhas, Adrienne Schmelkin, Liora Ped- 


Adminstrators’ and Teachers’ Attitudes Toward 
Pub Date—Oct 86 
Note—26p.; Paper presented at the Annual Meet- 
ing of the the Northeastern Educational Research As- 
oo (Kerhonksen, NY, October 23-25, 
Pub Type— Speeches/Meeting Papers (150) — Re- 

- Research (143) ata 


Descriptors—* 
ties, Elementary 


4 Mai | 
*Special Education Teachers, *Teacher Attitudes 


i esearch Asso- 
DC, April 20-24, 1987). 
{esting Papers (130) —Re- 


ip, Preschool bs 
spon 08 effort to help preschool classroom 
of the hearing impaired identify those chil- 
rt in developing positive peer relation- 
ui “information was collected on 100 children 


ing with other children. Hearing subjects were ex- 
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adults is also discussed. The multi-faceted nature of 
the transition problem is stressed. (CL) 
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leans the Annual Meet- 
ing of the American Educational Research Asso- 
DC, April ~~ 1987). 








co ol wate was administered at 
grade 6 and at the end of grade 7 


ability. Significan 
ous eae St Se eee eae 
except school satisfaction and 
ness. A virtual lack of significant group 
interaction effects indicated relative ily in in 
self-perceptions of ability over the 2-year period for 
both groups. (Author/CL) 
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with Developmental Language Disorders. 
Spons Agency—National Inst. of Child Health and 
Human Development (NIH), Bethesda, Md.; Na- 
oo Inst. of Mental Health (DHHS), Rockville, 


Pub Date—{84] 

Grant—NICH-03008; NIMH-MH-30929; 
RROO125 

Note—22p.; Also funded by the Children’s Clinical 
Research Center and the Merck Foundation. 

Pub Type— Reports - Research (143) 

EDRS Price - MF01/PCO01 Plus 


Postage. 
Descriptors—*Adaptive Behavior (of Disabled), 
Aphasia, Behavior Patterns, Elementary Second- 


specific language disorder, 
adaptive development should be AD ger a Fee 
and communication scores should be significant! 
lower than self-help and socialization measures. 


x. actually XL 4 ef- 
fect on overall development; and, unlike retarded 
individuals, students with primary communication 
deficits fail to progress in social and daily living 
skills. (CL) 
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Miller, Maurice Turner, Tamrah 
Formats for Assessing Students’ 
Abilities. 


EC 200 480 
Self-Assessment 


Pub Date—24 Apr 87 
Note—30p.; Paper presented at the Annual Con- 
tenth ¢ im IL, Apel 20-24, 1987). 

PS tas tae on — 
Guides - Classroom 


- _—— (052) 


students and dis- 
cusses the Fanny. and disadvantages of these 
techniques. The use of self-rating scales is reviewed, 


and questionable results are cited. Another method, 
in which students view an item and estimate 
whether can perform it before attempting it 
(pre-judging), is described. It is noted that with 
pre-j tasks 


a 

Pub Date—23 Apr 87 

Note—10p.; owe presented at the Annual Con- 
for E: Children 


vention of the 
, IL, April 20-24, 1987). 


previous interventions. (CL) 
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for Teacher Training. 
Pub Date—Apr 87 


Note—14p.; Paper pment at the Annual Con- 
vention of the Council for Exceptional 
(65th, Chicago, IL, April — 1987). 


At the University of Alabama at Bi 
diversified program for pon a capt my level stu- 
dents in visual impairments ey state agencies 


tration Southeastern Blind Rehabilitation Center. 
The agencies provide information, LL, \- 
and state-of-the-art equipment for 

vision p The p 

ing on ‘a restricted budget. (CL) 
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Note—17p.; Paper presented at the Annual Con- 
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(65th, Chicago, IL, April 20-24, 1987). 
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formation Analyses (070) — 


majority of the programs use the keyboard as a pri- 
mary means of response, a level of skill that many 
young handicapped ch do not p and that 
many programs have been developed without an 
adequate research base. Access considerations are 
also covered, and a procedure for assessing a child’s 
computer abilities outlined in six steps is described. 
ped a pee el Te en Oe 

aay penne pee ne in me 
gf acces to use of computers will be benefi- 
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*Freehand Drawing, * 
ceptual Development, *R ties, 
*Spatial Ability, Teaching Methods, Visual Per- 
ception 
Research on hemispheric mode functioning indi- 

cates that some connections exist between learning 

disabilities (LD) and right-mode dominance, which 


hemispheric shift “Poy 
alk ahouas Goan 
drawing instruction presented to learning disabled 
students thr the right mode channel of aware- 
ness. Twenty-five LD students (ages 12 to 21) re- 


moting a positive self-image through 

duction of artwork, increasing awareness of 
concrete spatial relationships in both two- and 
three-dimensional 


noted were increased student motivation and self 
confidence. (CL) 
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— to the difficulties ex; 
in cooperating to serve students with di 
ities. =. Bach of the four areas is addressed i 


private schools identified ——- 


addressed by such agreements are pinpointed: ser- 
approval, and funding au- 


lysis of ict points. 
guidelines conclude with a list of eight task force 
recommendations. (CL) 
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Suggestions for better test performance focus on the 
following test types: true-false, multiple choice, 
pletion, and es- 


turning tests in and to review patterns of errors on 
returned tests so as to better direct their study habits 
for future exams. (CL) 
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Spons Agency—Office of Special Education and 
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Note—21p.; For other manuals in this series, see EC 
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lem Solving, *Reading Comprehension, 
Instruction, Reading Skills, Semantics, *Word 
Study Skills 
Intended for language learning 
students and their tutors, the booklet ¢: 
use of words as aids in unders' 
meaning. Suggestions are offered to 
adopt a more comfortable and effective reading 
style. The first section examines ways to decipher 
authors’ context cues for information. Eight —- 
ries into which most text-related cues fall are listed. 
Word structure is analyzed in terms of sound, sylla- 


Note—17p.; For other manuals in this series, see EC 

200 486-490. 
Guides - Non-Classroom (055) 
- MFO1/PC01 Plus Postage. 


Students, Content Area 
*Learning Disabili- 
(Students), *Research 

Skills, Revision (Written Composition), Tutoring, 

*Writing (Composition) 

The manual is intended to help students with lan- 
guage learning disabilities master the academic task 
of research paper writing. A seven-step procedure is 
sdvocated for students and their tutors (1) select a 

5 Se Sa eae Sane Se we © 
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Note—24p.; For other manuals in this series, see EC 
200 486-490. 
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a ~ Assertiveness is distinguished from 
aggressiveness, and the importance of assertiveness 
in the lives of LD college students is underlined. 
Self-advocacy is viewed as a cycle containing four 
stages: targeting, preparing, influencing, and follow- 
ing up. Part II presents a transcript from a video tape 

Sante tn eating wth poses procedure for LD stu- 


a particular situation, prepare 
those factors which influence the suc- 


sons in educational and employment settings. (CL 
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The manual presents an overview of the career 
process for —- students with lan- 


hough 
por ney ny Ew neem ae wy adult to 
and weaknesses, investi- 


formation on a pre-employment inquiry quiz and 
campus and off-campus resources for career-life 
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d *Child Abuse, Etiology, 
OSieeinetionatiand Persons, *Mental Retardation, 
*Psychological Characteristics, *Residential Pro- 
grams, Stress Variables 

Identifiers—* Abuse (of Disabled Persons) 

The possible casues of abuse of mentally retarded 
persons in residential facilities are examined and a 
study of all reported abuse cases occurring in Ale- 
bama’s residential facilities from January, 1984, to 
September, 1986 is reviewed. Fifty-seven 
cases of abuse were identified for further examina- 
tion using facility records and system data bases. No 
significant differences were found for age, sex, or 
racial factors. The abused population tended to be 
higher functioning in Intelligence Quotient aQ) 
level and adaptive behavior when compared to the 
general facility population. It is concluded that in- 
creased attention should be focused on teaching 





staff to residential areas and for paying greater at- 
tention to reporting and tracking abuse is stressed. 


EC 200 493 


Note—23p.; Paper presented at the Annual Meet- 
ing of the American Association on Mental Defi- 
ciency (l1lth, Los Angeles, CA, May 24-28, 


1987). 
a. y pte Papers (150) — In- 
formation (070) — Opinion Papers 


*Federal State Relats ip, 
*Mental Retardation, Residential Programs, State 


Programs __ 
Identifiers—*Right to Treatment, *Wyatt v Stick- 


The paper reviews issues in the Wyatt versus 
Stickney court case concerning the constitutional 
right to treatment for institutionalized persons with 

retardation. 


the original intent 
aiciaeisanaees aie and the content 
of the eventual consent decree the litigation 
in 1986. The key elements of the consent decree are 
explained, including the return of control of the sys- 
tem to the state of Alabama and the replacement of 


tion but sets a forward tone for the future. Accom- 
plishments in the state’s system serving persons 
with mental retardation are summarized, and it is 


noted that despite some economic and political dis- 
incentives the state’s community system continues 
to grow. (CL) 


EC 200 494 


Wisconsin Univ. -Stout, Menomonie. Stout Voca- 
tional Rehabilitation Inst. 

Report No.—ISBN-916671-61-5 

Pub Date—85 


Note—264p.; For selected individual papers, see 
EC 200 495-504, ED 248 480, and EC 200 
506-512. 

Pub Type— Collected Works - Proceedings (021) 

EDRS Price - MF01/PC11 Plus 


*Technology, Transportation, Writing (Composi- 

tion) 

Thirty-nine papers from the conference “Discov- 
ery 84: Technology for Disabled Persons” are pres- 
ented. The conference was intended to provide an 
overview of the areas in which technological ad- 
vances have been made, including the applications 
of computers and other related products and ser- 
vices. Conference Presenters represented fields of 


the current volume address topics dealing with vari- 
ous ways in which computer ier technology can en- 


niques for post head trauma victims), environmental 
control (including issues such as the management of 
incontinence), tion issues such as a func- 
tional urban paratransit system, and communication 
issues such as a communication s: for nonvocal 
physically impaired persons. (CL) 

EC 200 495 


ey In: Discovery "84: Technology for Dis- 
abled Persons. Conference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 


capped), ysical Disabilities, *Reading, 
*Technological Advancement, *Technology, Vi- 


A project to develop and evaluate a bar code 
reader system as a self-directed information and in- 
structional aid for handicapped nonreaders is de- 
scribed. The bar code technology involves passing a 
light sensitive pen or laser over a printed code with 


“read” printed bar code and a processing unit which 
would transcribe the code and auditorially t 
the information via a speech synthesizer. Twelve 
objectives in developing such a system are listed and 
discussed, including a nationwide survey to evaluate 
the need for this approach on the part of handi- 
capped nonreaders and to test the system in such 
applications as restaurant menus for visually im- 
paired people and emergency training for moder- 
ately and severely handicapped persons. (CL) 
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.; In: Discovery "84: Technology for Dis- 
abled Conference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 





(for Disabled), *Computers, Daily Living Skills, 


Electromechanical Aids, *Expressive L 
*Ph Disabiliti 


personal pursuits through appropriate use of current 
technology. The expressive communication needs 
of people without functional speech can be met 
through an analysis of selection techniques, process- 
ing, and outputs. Examples of new systems include 

an which uses normal language 


system a, a microcomputer, —— 
ware, an appropriate program. area of great 
need is the integration of communication, computer 

and environmental control with mobility. 


Note—9p.; In: Discovery '84: Technology for Dis- 
abled Conference Papers (Chicago, IIli- 
nois, October 1-3, es see EC 200 494. 


Advancement 
explores the possibilities for applying 
of artificial intelligence (AI) research 


Senet Expert ume, Robotics, *Sensory 
*Technological 


—-= and planning and problem 

application areas relevant to the disabled are robots, 
expert systems, user-friendly computers, Al for mi- 
crocomputers, and intelligent information-retrieval 
systems. Aspects of li 
computers are 
wis description of four specie tppcaton ares 
for the disabled: perceptual aids, intelligent environ- 
ment-control systems, intelligent wheelchairs, and 

) 


EC 200 498 


.; In: Discovery '84: Technology for Dis- 
abled Persons. Conference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 
Pub Type— Speeches/Meeting Papers (150) — Re- 
- Descriptive a 





mentary 
*Media Selection, Needs Assessment, State Pro- 


grams 
Identifiers—*Connecticut Special Ed Network 
Software Evaluation 
The Connecticut Special Education Network for 
Software Evaluation is intended to help special edu- 
cators learn about effective software. The network 


needs assessment performed in the state in 1983 
revealed patterns of access to computers and a need 
for high quality courseware for students with learn- 

ing disabilities. Twenty-eight teachers have been 
uniaed in software evaluation. Evaluation results 
will be disseminated via a newsletter. (CL) 
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An Improved Row/Column Scanning System. 

Pub Date—85 

Note—6p.; In: Discovery '84: Technology for Dis- 
abled Persons. Conference Papers (Chicago, Illi- 
ach, Ganiher 1-4, 1984); see EC 200 494. 





Speeches/Meeting Papers (150) 
- MF01/PCO01 Plus Postage. 


accessing sarge number of selectons wih «single 
volitional action, is considered for individuals with 


Saal pelea whe hove peastinp cutie Cok qnedessmns 
to devices at all times without expending excess 
cnergy. Essentials for row/column scanning are 
ersights are explained, in- 


Note—Sp.; In: Discovery ’84: Technology for Dis- 
abled Persons. Conf 


ference Papers (Chicago, Illi- 
nois, October 1-3, see): see EC 200 494. 
Meeting Papers (150) — Re- 


Programs, *Vocational Education Teachers 
denti Missouri 
Missouri LINC Assistive Device Service is part of 


a aa i 
other publications, displays at confer- 
ences, and presentations to school staff and confer- 
ence participants. A copy of the worksheet provided 
oe ee Orem ee 
needs is included. (CL) 
ED 286 322 EC 200 501 
Swift, Richard Leneway, Robert 
Opportunities for the Handicapped 
in Programmable Automation. 
Pub Date—85 
Note—6p.; In: Discovery *84: Mee <4 for Dis- 
abled Persons. Conf 


ference , Iili- 
nois, October 1-3, 1984); sc 200 458 
Pub Type— Speeches/ ror 
- MFO1/PC01 


"84: Technology for Dis- 
Conference Papers (Chicago, Illi- 


nois, October 1-3, 1984); see EC 200 494. 
/ Meeting 


*Microcomputers, Needs 
Instruction, Technological Advancement, *Voca- 


age, clients receive remediation in areas of specific 
cognitive and behavioral deficits. The project will 
create software applications focusing on increasing 
en impulse control, attention and concentra- 

tion, mastery competence, and problem solving abil- 
ity. Additionally, the project will train clients in 
fields microcomputer skills. A needs as- 


ee deficits within a psychiatri- 

ep population is described. A description 
of evaluation plan for the BTG program con- 
cludes the paper. (CL) 
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The state cf the Art of High Tech Aids. 

Pub Date—85 

Note—I Ip.; In: Discovery ’84: Technology for Dis- 
abled Persons. Confe 


erence Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 
/Meeting Papers (150) — 





ail ano antigens fn teams of commmatiataion, le 
phone use, and written display. Issues of control and 
addressed. (CL 
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rT In: Discovery "84: ceed for Dis- 
abled Persons. Conference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see BC 200 494, 





Postage. 
ibility (for Disabled), Assistive 
i *Communication Aids 


mood ition) 
this paper is that successful 


high tec’ effectively are in place. Recogniz- 

ing that aid systems are tools helps people use their 

a ae 
tec 


b and 

tye gaming and ont 
design high ~ A. FLL! 
and it is suggested that third 
“quail caine cape ¢ 
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~ Rita, Paul Hughes, Barry 
A Modified Optacon: Towards an Educational 


Program. 

Pub Date—85 

Note—8p.; In: Discovery "84: Technology for Dis- 
abled ersons. Conference Papers (Chicago, Illi- 
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Bn neg whe 1984); see EC 200 494. 
EDRS Price“ MFOL/PCDI Plus Postage Papers (150) 
EDRS cS 


iptors—* Assistive Declowe tat (for Disabled), 
oe Cognitive Development, *Electrome- 
chanical Aids, Partial Vision, *Perceptual Devel- 
opment, _ Adaptation, *Visual 


Impairmen 
Idennifiers -*¢ 
Rane 


perceptual 
which a modified 


Vision Substitution ooh Re converting 
an optical image into a tactile display, is review 
Se 
and its use in exploring three dimensional objects is 
noted. Supplementary uses, such as pictorial repre- 
sentation of illustrations and signature develop- 
) 
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Note—7p.; In: Discovery '84: Technology for Dis- 
abled Persons. Conference (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 

Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Descriptive (141) 

EDRS Price - MF01/PC01 Plus Postage. 

Se Networks, *Disabilities, 

tary Secondary Education, Special Educa- 
rq 4 Programs 
dentiltens—"Connaationt Special Ed Computer 
oo Project 
The goal of the Connecticut Special Education 
Computer Network Project is to develop and field 
test a special education computer network with 
schools and school districts within the state. Spe- 
cialNet, a national computer network of special ed- 
ucators, will be used as the means to achieve this 
goal. The project, it is hoped, will help to enhance 
communication among schools, the State Depart- 

ment of Education, and local aa thus i a. 

ing the delivery tudents. 

Project activities include implementing swat state _ 

tronic bulletin board on SpecialNet, 

accompan, handbook, stimulating een f > 

terest in network, evaluating equipment needs, 

—~ f cL" school district and State Department 

staff. 
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Note—5p.; In: Discovery °84: Technology for Dis- 
abled Persons. Conference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 

Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Descriptive (141) 
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tional Education 
A computer-based system was ante ao ve for 
physically handicapped students using a learning 
laboratory to develop prerequisite skills for regular 
vocational or technical courses. Among criteria de- 
veloped for the system were that it should not re- 
, Should use commercially 


tion. Three applications packages were installed 
after months of experimentation and development. 
Evaluation of the results revealed improvements in 
student achievement and i t increases in 
time on task. It is concluded that field development 
of computer-based systems which serve a particular 
group of needs is both possible and practical. (CL) 


EC 200 509 


Note—7p.; In: Discovery '84: Technology for Dis- 





The paper reviews current rehabilitation data- 
ane ane Chasen wage ie Cais Gay snap bo eond 
to enhance the rehabilitation Their use de- 


interest, and experience. Ways ia which ty 


bases can be used to enhance evaluation, training 
placement, —~t> “7 . tees 
Cutiined i= four additonal tables. ( ) 
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"84: Technology for Dis- 
ference Papers (Chicago, Illi- 
ym 1-3, Prise 984); see BC 200 494. 
Pub Type— me rte Sd Papers (150) 
Plus Postage. 


tasks. Suggestions are also given for approaches that 
ane Se See One 6 ee cae 
patience). Effects on the family are noted, and 
a eS CIES One egEY © 
) 
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ar a ey wa "84: Technology for Dis- 
ference Papers (Chicago, Illi- 
nois, October 1-3, 1984); see EC 200 494. 
Pub Type— Speeches/Meeting Papers (150) 
EDRS MF01/PC01 Plus Postage. 


individual differences concludes the paper. (CL) 
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Utilization of Technology; Consumer Perspective. 
Pub Date—85 

we wry by he "84: Meee J for Dis- 


ference Papers (' » Tlli- 
nois, October 1-3, 1984); see EC 200 494. 


Protec- 

“Engineering Technology, 

t, Government Role, *Technological 
pikes, tokoaeay 

st on the use of technology 

by disabled persons . presented. Reasons for not 


no one source of information fae & wae 
aids; a better procedure is to see! c 

services to meet individual client yo-yo 

centers on the establishment 

of technical assistance for projects concerning the 

disabled and the use of data from follow-up proce- 


University of South Florida, Tampa. Dept. of Physi- 


jucation. 
ee See ee of Special Education and 
ilitative Services (ED), Washington, DC. 


ype— Reports - Descriptive (141) — Reports 
- Bveuative (142) 


lucation agency 
effective use of the I'M SPECIAL Instructional 
Modules as part of preservice or inservice education 
Programs for teachers responsible for ——s 
programs for handicapped stu- 
dents. In five regional seminars, 245 educators rep- 
ucational 


which conclude the report i urging 

lishment of a Center for Research and Education in 
Physical Education for Handicapped Students. The 

bulk of the document consists of seven appendixes 

including the I'M SPECIAL Network description 


state 
agendas, and six issues of Network News, the news- 
letter of the I'M SPECIAL Network. (JW) 
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Paul.; iia i ie eee 


Pub Date—86 
Note—71Ip.; Sections 1, 2, and 3 are printed on 


colored paper. 

Available from—Minnesota Curriculum Services 
Center, 3554 White Bear Ave., White Bear Lake, 
MN 55110 os $14.50 Minnesota residents; 
Publication 





Identifiers—* Minnesota 


The manual presents guidelines for developing a 
special education service delivery system that are 
flexible enough to accommodate individual needs of 
local education ae (LEAs) in Minnesota. Fol- 
a poe introduction, the manual is orga- 

sections: (1) description of essential 

ponte in the special education system; (2) an 

internal evaluation and improvement process; (3) a 

oy pe for special education change. Each 

section with an introduction which cae 
background information (e. ‘' ee come 

two oP 


according 

(each of which has a stated standard): identification, 
referral, assessment, individual program planning, 
instructional delivery/ programs, staff, — 
plant, parent pam ll ne Process, personne! 
development, interagency cooperation, a 
tion, instructional resources, community relations, 
fiscal resources, and governance. The third section 
outlines a 10-step planning process for change: scan 
the environment, analyze conditions, develop plan- 
ning assumptions, develop a mission statement, de- 
velop a statement of philosophy, review and analyze 
special education description and improvement 
data, formulate goals and objectives, obtain ap- 
proval, implement plan, evaluate and adjust. Six ap- 
pendices include the full text of the 15 program 
standards, a list of resources, and explanations of 
terms related to data collection and evaluation pro- 


EC 200 515 


Note—57p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (Washington, DC, April 20-24, 1987). 
Table 1 contains marginally legible print. 

Pub Type— Speeches/Meeting Papers (150) — 
ports - Research (143) — Information y a 


*Disabilities, Effect Size, *Meta Analysis, 

comes of Treatment, *Research Methodology 

Meta-analysis was used to conduct an integrative 
review of the research on modifying attitudes 
toward persons with disabilities. Prior reviews, us- 
ing small samples and lacking systematic data col- 
lection and analysis, were unable to draw firm 
conclusions about the effectiveness of attitude mod- 
ification techniques. In the hope of correcting these 
deficiencies, an exhaustive search of all English-lan- 
guage research reports in the United States and 


population for the integrative review to 273 reports 
describing a total of 644 treatment groups. A coding 
instrument con some 162 categories was 
aes is detailed for the following: 
inter-rater re! global quality indicators, spe- 
cific validity threats, measurement concerns, study 
populations and samples, replications, qualification 
of results, treatment outcomes, comparison of = 
perimental treatments, treatment variability, and 

concomitant variables. The major conclusion was 


persons or of reliable differences in efficacy were 
not found. (DB) 
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EC 200 516 


for 
Bulletin, 1977-78 Series, No. 10. 
New York City Board of Education, Brooklyn, N.Y. 
Div. of Educational ing and S 
York City Board of Education, Brookl 
Office of Special Education and Pupil 


Services. 

Report No.—ISBN-88315-445-5 

Pub Date—78 

Note—179p. 

Available from—Board of Education of the City of 
New York, 131 Livingston St., Brooklyn, NY 
11201 ($6.00). 

ype— Guides - Non-Classroom (055) 
Not Avail- 





Learning Activities, treaming, 

Sposial Education, Special Education Teachers, 
Teacher Role, *Workshops 

Identifiers—* Education for A All Handicapped Chil- 


dren Act 

Intended for all those working with handicapped 
children, the manual provides guidelines for the un- 
derstanding and implementation of P.L. 94-142, the 
Education for All Handicapped Children fem 
Chapter 1 contains an introduction to the 
of the law and a statement of what is required he 
educational community for compliance. The next 
chapter provides suggestions for wa: Indes acti explore the 
law and its implications and inch activities ap- 
propriate for training workshops. The 
offers activities for both students and es to ex- 
plore attitudes toward human differences. The fol- 
lowing chapter provides a comprehensive picture of 
least restrictive environment which can be 
implemented as alternatives to ei full-time spe- 
cial or full-time general education class placement 
with emphasis on new cooperative roles for both 
eagles Gadapact cOenmnen, Sonatas heaeaees 
to introduce the general educator to a variety of 

ae 


agencies serving the handicapped is 
pended to this chapter. Pilly, chapter 6 ascusees 
juca- 


pene wat tty a rye ke As 
ilities and disabilities, and a reprint of Public 

Law 94-142. (DB) 
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Pub cde 85 
Note—62p.; Executive Summary is printed on col- 


ored paper. : 1 
Pub Type— Reports - Evaluative (142) — Numeri- 
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ty mga 2 Data (110 
EDRS Price - MF01/PC03 Plus Postage. 
Descriptors—Cognitive Development, hog od 
Managed Instruction, Delivery Systems, * 
abilities, *Outcomes of Education, Parent io 


ecordkeeping, 
Special ” Education, Student Evaluation, *Test 


Validity 

Identifiers—* Battelle Developmental Inventory 

The report documents activities and findings of 
the Preschool Evaluation Project which is develop- 
Ss 9 sane Gy Gunite Gee oe > 
handicapped p: ting a longitudi- 
at aot ae tae te oe and long-term 
vic in Montgomery Coun y Coan tate eoiep 
vices in Mon ity, Mary 
anae 1983- ) of tee dete base dovelone 
ment phase the project conducted the fi 
data collection activities: testing of 123 handi- 
capped preschoolers with the Battelle Developmen- 
tal faventory (BD); documentation of type and 





program. Major 
following: (1) with the exception of gross 
skills, Project children exhibited significant im- 
provements in all areas of development beyond that 
expected by maturation alone; (2) the largest gains 
were in the areas of personal-social and itive 
skills; (3) children labeled multi made 
it gains in all areas but motor skills; (4) 
children labeled “articulation disordered” or “lan- 
guage disordered” made gains but not in speech and 
aa (5) parents reported overwhe! 
satisfaction with their preschool child’s program; (6 
service providers did not use BDI test results in 


“value-added analysis” approach employed in the 
study methodology. (DB) 
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Wasman, Marcy 
Evaluation of the Dade-Monroe Multiagency Net- 
work for Severely Emotionally Disturbed Stu- 


dents. 

Dale Qamty Cin Sheet, Maal, VL. Cleo et 
Educational ey 

Pub Date—Sep 85 

Note—65p. 

Pub Reports - Evaluative (142) — 
Tests / Questionnaires (160) 

Price - MFO Postage. 

Descriptors—*Agency Cooperation, Computer 

Oriented Computer Uses in Education, 
“Delivery Systems, Educational 


Programs, Residential Programs 
Identifiers—Florida (Dade County), Florida (Mon- 


report examines the Dade-Mon- 


ida) project to improve education, mental health 
treatment, and residential services for this Popula- 
tion. The program’s main components-a regional 
case management system, a computerized informa- 
tion s tem, and an interagency council-were de- 
to address three major state mandated 
provision of a complete array of services to SED 
students; improvement of existing services; and 
continuous multiagency planning, implementation, 
and evaluation of services. Evaluation 
included survey instruments, interviews, and exami- 
nation of relevant records/documents. Major find- 
ings of the evaluation included the following: an 
increase in the numbers of students identified as 
SED though fewer services per student were pro- 
vided; improvement in communication, coordina- 
tion, and cooperation among school programs and 
agencies; no improvement in the time interval be- 
fore a student receiving services; improve- 
ment in the flow of information and implementation 
of the computerized information by Net and provi- 
Network staff. 


clude t the school/agency survey instrument and the 
interagency council interview form. (DB) 
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Note—16p.; Paper presented at the Conference on 
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the University of Nebraska- 

improve the academic par oan seen and attitudes 
went eee a Gene ae ea 
puter technology and academic skills training. 
Adaptive equipment interventions take into ac- 
count keyboard access and screen and voice output. 
Non-adaptive epapaamnnsem, Soeneneeey 
designed for the disabled, have also been ¢ 
Examples of the latter type include optical scanning 
devices, lap computers and silent typewriters for 
notetaking, and a mouse input device for drawing. 
The computer and various kinds of software are 
used as skill interventions to overcome such 
difficulties as inability to manipulate writing tools, 
inability to see materials and format written script 
on paper, and difficulty producing readable text due 
to letter transformations, organization, and spelling 
problems. (CL) 
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on which the new lesson is based, new vocabulary, 
a dialogue, pronunciation exercises, exercises in 
sentence structure, activities to encourage the stu- 
dent to try his new knowledge, and a Pashto conver- 
sation exercise with related activities. Lesson topics 


accompan 
pe gh a a a 
that includes classroom instruction, 
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The workbook for a course in basic Pashto, de- 
signed to accompany a textbook and other materi- 
als, contains notes and exercises for students to use 


cultural notes, notes on Pashto words and word use, 
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Some of the exercises have accompanying tapes. 
Lesson topics include information on the Pashtuns, 
classroom 


sons, days and times, prayer times, and the 
FL 016 427 
Tapescripts, 


Inst., Monterey, CA. Foreign 
Language ter. 
Pub Date—Nov 86 
a For related documents, see FL 016 
'ype— Guides - Classroom - Teacher (052) 
Plus 


Context, *Daily Living — Family 
Grammar, 


—— Unit) ), 


*, 
Activities, *Pachto, Second 
*Sociocultural Patterns, Uncommonly Taught 
*Workbooks 


tions, di ing everyda 

ey 

translated into English in the tapescripts. (MSE) 
FL 016 468 


April 


Type— * penta (052) — 
ened Meeting Papers (5 (150 





Educati 
Evaluation (Individu- 

*Student “Atticades, — Transfer of 
, *Writing In- 


tcieetiene 
English as a second language consists of four steps: 
Cao cums students assess their own writi 
both their native language and English; (2 


oa an interviews two people, one who a 
RIE FEB 1988 





frequently in the student’: ution ipognege ent 
who writes equentlyin English, about their writing 


the development of immersion programs in the con- 
text of bilingual education, an outline of four meth- 


methodology 

tics of sites selected for the 
program descriptions. (MSE) 
ED 286 353 FL 016 866 
Weber, Sandra Tardif, Claudette 

What Did She Say? Meaning in a Second Language 


Classroom. 
Pub Date—Apr 87 
Note—18p.; Paper presented at the Annual Meet- 
ing of the American a9 Research Asso- 
ciation (W: DC, April 20-24, 1987). 
Financial support of ject provided by the - 
y> tee Research Fund esnncs of the University of 
be apn ey sO PhP (143) — Speeches/- 


student-talk is important; there was a scarcity of 
RIE FEB 1988 


initiated 


erature, 
Syntax, United States 
dentifiers—*German (Swiss), *Pennsylvania Ger- 


Kappen, Barbara 
[Dr. Winkelmann Stories. Parts 1-6.) 
American Association of Teachers of German. 
Pub Date—80 
Note—75p.; Reprint permission granted by Inter- 
Nationes, Bonn, Federal Republic of Germany. 
i ican Association of Teachers 


from—American 
of German, Rt. 38, 523 Building, Suite 201, 
Cherry Hill, NJ 08034 ($1.95 member, $2.45 non- 
member ea., $9.95 member, $12.50 nonmember 


the telephone call; the cold; steaks 
salad; the dog’s visit; and the birthday. (MSE) 


FL 016 872 


American 
of German, Rt. 38, 523 Building, Sui 
Cherry Hill, NJ 08034 ($1.95 member, $2.45 non- 
ie ea., $9.95 member, $12.50 nonmember 
set). 
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MF01/PC01 Plus Postage. 


Document Resumes 65 
restaurant, an inn, and a fast-food restaurant; vocab- 


Date—8 
Note—2Ip.; Objectives and an activity page are 


written in 

from—American Association of Teachers 
of German, Rt. 38, 523 Building, Suite 201, 
Cherry Hill, NJ 08034 ($1.95 member, $2.45 non- 
member ea., $9.95 member, $12.50 nonmember 
set). 


Guides - Classroom - Teacher (052) 
Postage. 


Ldentilions > West Germany be oe 

Texts accompanied by photographs and drawings 
introduce students to four means of public transpor- 
tation and to major tourist attractions in Munich, 
German Federal i 


are given in 
the never teal and Ge thn oe 
way system. (MSE) 
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i from—American Association of Teachers 
of German, Rt. 38, 523 Building, Suite 201, 
Cherry Hill, NJ 08034 ($1.95 member, $2.45 non- 
= $9.95 member, $12.50 nonmember 

Guides - Classroom - Teacher (052) 
Postage. 


Language—German, English 
Guides - Classroom - Teacher (052) 


second 
contain a short text in German on soccer, a vocabu- 
deh), and «diagram of Tesoer Aatd ith postion 
" a a soccer with posi! 
in German and English. (MSE) 
ED 286 360 FL 016 876 
Lepke, Helen And Others 
Ein Ungluck Kommt Selten Allein (When It Rains, 
It Pours): Six Amusing Illustrations to Stimulate 


Conversation. 
American Association of Teachers of German. 
Pub Date—81 
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SS 
——_ from—American Association of Teachers 
of German, Rt. 38, 523 A—- 3 Suite 201, 


Second Language Instruc verte Vocabulary 
tion, 
Development 
present humorous situ- 


translations) accompanies each illustration. 
286 361 FL 016 877 


om—-American of 
of Guu, 3 Rt. 38, 523 Building, Suite 201, 
Cherry Hill, NJ 08034 ($1.95 member, $2.45 non- 
member ea., $9.95 member, $12.50 nonmember 


Guides - Classroom - Teacher (052) 


key provides comments to stimulate class discus- 
sion. These everyday situations occur in Germany 
or the United States, and include eating at a restau- 
rant, shopping in an open-air market, 

friends, choosing clothes to wear, getting a 
driver's license, changing clothes at a beach in Ger- 
many, and singing the national anthem at a football 
game in St. Louis, Missouri. (MSE) 


FL 016 878 


— ea., $9.95 member, $12.50 nonmember 
set). 


Pub Type— Guides - Classroom - Teacher (052) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Enrichment, *Dance Educa- 
‘German, Instructional 


=. songs and dances (ar- 
ye of —a include ane 
olka zu Dreien agermarsch,” “Lang 

isch,” and “Schuhplattler.” (MSE) 


FL 016 879 


9.95 member, $12.50 nonmember 


English 
Kairu Guides - Classroom - Teacher (052) 
EDRS MF01/PC04 Plus Postage. 

*Driver Education, 


*Foreign Countries, *German, Instructional Ma- 
terials, Laws, Multiple Choice Tests, Second Lan- 
Instruction, *Si *Traffic Circulation, 

traffic Control, Traffic Safety, Vocabulary De- 


pamphle 
regulations, each with 15 multiple-choice questions 
in German; an answer key; a text giving background 
information in English; a vocabulary list with En- 
glish translation; a chart of traffic signs; and an ex- 
ample of a German driver’s license. (MSE) 


FL 016 909 


Logical 
Pub Date—Nov 86 


Note—19p.; Paper presented at the Japan Associa- 
tion of Teachers International Confer- 
ence on Teaching and Learning 


Jepan, November 22, 1986). 


Postage. 
poe tig *Cognitive Style, 
(Written Composition), ae Con- 
(Second 


Rhetoric, Second Language gph Comps Pwriting 
Instruction 
Identifiers—Japanese People 


r “~ 
ented, The sppecnch © decipeed far Juputoes high 
school and college students, for whom native lan- 

writing strategies and objectives are different 


aware of and to practice pre-writing and revision 
strategies; (3) to give students the opportunity to 
assimilate and improve the organizational skills nec- 


loping paragraph and organi- 
zational skills. he pow pte nay aa 
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Klinghammer, Sarah J. 
Teacher as x 
Pub Date—May 86 
Note—9p.; Paper presented at the TRI-TESOL 
Conference (Bellevue, WA, November 14-16, 


- Evaluative (142) — Guides - 
‘eacher (052) — Speeches/Meeting 


0) 
- MF0O1/PCO01 Plus Postage. 
*Classroom Research, Educational 


FL 016 911 


Language 
ence Research, *Teacher Role 
Identifiers—*Teacher Researchers 
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4 ‘ A tice! 


ted, p 

projects are feasible for the 

explains several types of research that might be un- 
dertaken. First, it outlines practical and relatively 
simple ways to examine classroom activity more 
objectively, such as videotaping for analysis of inter- 
actions, discourse, physical movement, time use, 
and at-task behavior, or analysis of test design. Sec- 
ond, it summarizes five general types of research 
designs, the techniques used in each, and the kinds 
of research questions that might be addressed. 
Third, it focuses on one type of research (single 
subject ) that has potential ao 
The research types include ethnographic, descri 
Tae experimental, and case — 4 

) 
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Wilkinson, Robert 
What Variability Can Reveal: Translating into the 


Foreign 

Pub Date—Apr 87 

Note—10p.; Paper presented at the Annual Meet- 
ing of the International Association of Teachers of 
English as a Foreign Language (21st, Westende, 
Belgium, April 12-14 12-14, 1987). 

Pub Type— Reports - Research (143) — Speeches/- 
oe © Papers (150) 

EDRS Price - MF01/PC01 Plus Postage. 

Descriptors—Behavioral Objectives, *Dutch, *En- 





A study was undertaken to determine the feasibil- 
ity of research on individual variation in translation 
performance. Three translations produced by 20 
students in their second year of an advanced En- 
glish translation program at the Dutch State School 
of Translation, were analyzed for variability in the 
translation of Dutch modal verbs. It was proposed 
that the student's ability to resolve the difficulties of 
translating those forms would be a good predictor of 
his or her overall performance. It was found that 
while students do vary in their ability to produce 
acceptable translations, there are also many other 
factors that may interfere with analysis, such as dif- 
ferences in context, frequency of modal occurrence 
in texts, and the presence of other translation prob- 
lems. Further research on the quantification of vari- 
ability is recommended, and a heuristic rather than 
prescriptive approach to translation instruction is 
also proposed. (MSE) 
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Xu, George 2. 

ey English to Chinese Students: A Bibliog- 
Pub Date—87 

Note—12p. 

~~ Reference Materials - Bibliographies 
EDRS Price - MF01/PCO01 Plus Postage. 
Descriptors—Bili Chinese 


Programs, Sociolinguistics, 
Structural Analysis (Linguistics), Student Needs, 
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A bibliography on English e teaching to 
native Chinese-speakers contains 130 citations of 
journal articles, books, and other publications on a 
variety of topics, including language processing, ma- 
terial development, instructional techniques, lan- 
guage teaching and | research, 
theory, cultural context and differences, contrastive 

analysis, instructional program design and 
effectiveness, , and instruction 
in other countries. ERIC Document Reproduction 
Service numbers are included with some of the cita- 
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Adam Mickiewicz Univ. in Poznan my Cen- 
ter for Applied Linguistics, Washington, D.C. 
Pub Date—85 
Note—169p. 
Pub Type— Collected Works - General (020) 
Plus ~ 7 


Identifiers— 

Papers on contrastive linguistics in this volume 
include: “Contrastive Discourse Analysis in Lan- 
guage Usage” (Juliane House); Me eer con ne 


ish” (Niels Davidsen-Nielsen); “A Solu’ 

Projection Problem for ition - 
pound Sentences Within Ulrich Blau’s Three-Val- 
ued Logic System” (Ewa Mioduszewska); “The 
Expression of Present and Past Time in the English 
Predicate” (Nandor Papp); “Ellipsis as a Cohesive 
Device in English and Polish: A Contrastive Analy- 
sis” (Stanislaw Duczmal); “Differences in Distribu- 
tion Between Arabic MM, /t/ and English /1/, /r/” 


Universal Esperanto Association, Rotterdam 
etherlands). 
Pub Date—86 


Note—14p. 
Type— Reports - Evaluative (142) — Opinion 
Papers (120) 
Price - MF01/PCO01 Plus Postage. 


Descriptors—Arrtificial nation Dissemination, He 
tion Problems, *Information inati 


tercultural Communica ———- 
van aoe *Scien and Tech- 
i —— Scientists, _Uncommonly 


Two essays discuss the need for improved interna- 
tional transfer of scientific and technical informa- 


hnical i among 

around the world could be reduced considerabl _ 
using Esperanto as a neutral international ium 
of communication. “The Issue of Spoken Lan- 
” by Bruce A. Sherwood describes the prob- 

faced by an English-speaker among scientists 
who do not understand spoken English well enough 
to understand his lectures on technical topics, and 


recommends that scientific societies en 

their memberships to use Esperanto, an ily 
learned, politically neutral auxiliary language that 
can be mastered in its spoken and written forms and 
can save scientists valuable time. (MSE) 


ED 286 371 FL 016 921 
Ribordy, Francois-Xavier And Others 
L et l’information 


Context. 
Se eae 


teait Univ., Quebec (Quebec). International Cen- 
ter for Research on Bili 
Report No. on 


ization of legal texts is not 
optimal solution to improving this access. (MSE) 


FL 016 922 


Note—7p.; Paper presented at the Annual Mi 
of the International Association of Teachers of 
English as a Foreign (21st, Westende, 
Belgium, ng | 12-14, 1987). 
- Evaluative (142) — 
150) 


guage), Foreign Countries, Education, 
*Role Playing, Second —t.. Instruction, Stu- 

dent Attitudes 
Identifiers—* Poland 
Polish university in English as a foreign 
language (EFL) contain a discussion course whose 
usual format is student presentations on an assigned 
topic of general interest. However, the communica- 
ch has made teachers more sensitive to 


Whereas many materials have the student acting as 
a visitor in an English-speaking country, most Pol- 
ish students have not visited those countries and 
would be cast more appropriately in the role of a 


Polish native receiving English-speaking visitors. In 


dents with glossed texts of g 
by recorded en ae alten sae 
speakers, as from a British radio broadcast. (MSE) 
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Koopmans, Matthijs 
Tp Ce Seen Be Celene ot 

Reasoning Skills in Children’s Syllogistic Per- 
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Spons Agency—Office of Bilingual Education and 
Minority Languages Affairs (ED), Washington, 


Dc. 
Pub Date—24 Apr 87 
Note—27p.; Paper presented at the Annual Meet- 
of the American Educational Research Asso- 
i k ag 24, 1987). 


stronger language (Spanish) than in their 
weaker one (English). In addition, solution accuracy 
did not interact and the strate- 


and in higher grades, the justification 
ucceeded in 


analysis of the Meitei language of 

Manipur, tadia is presented. The vowel and conso- 
tb yal, hi. 

but with morpheme structure Tules formu- 


processes 

lected from approximately 40 native speakers of all 

ane, and professions living in the capital of 
ipur. (MSE) 
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Abbi, Anvita Hasnain, S. Imtiaz 
Lexical Modernization and Its Socio-Linguistic 
Effects: A Case from Indian Urdu. 
Pub Date—28 May 86 
Note—27p.; Paper papas ata Cee on 
the Modernization of Languages and Literatures 
Analysis Roundta- 
28, 1986). 
esearch (143) — Speeches/- 


i Sociolinguistics, oo 
Uncommonly Taught Languages, *Urdu, Vocabu- 
lary 
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Identifiers—*India, Language Contact 
A study examined the linguistic processes in- 
volved in the lexical modernization of Urdu and the 
extent to which the changes affect the efficiency of 
communication, the Urd community, 
and the ianguage itself. Data were drawn from the 
used in popular Urdu daily papers and pe- 


tion; (2) the raw ma’ processes 

modernization is most often old and based on classi- 
Sai dects aol aged aun te ape bringing 
k sounds and lexical items in new contexts 


FL 016 926 


presented at the Annual Meet- 
ing of the ‘international Association of Teachers of 


Format, *Test Use, Uncommonly Taught Lan- 


guages 
Identifiers—H 

AH cade of Bait oo tnke be 
guage (EFL) chronicles her research on the use of 
the cloze procedure in her native country’s EFL 


tests. Some data from the research are presented. A 
major conclusion arrived at is that this type of re- 
Se 5 on any ceenee Se ae: oS 
classroom teachers and can contribute to the fields 
of both linguistics and language teaching. (MSE) 
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Abuthaija, Lutfi A. 
English Language and Literature in EFL Situa- 


Pub Date—Apr 87 
Note—8p.; Paper presented at the Annual Meeting 
of the International Association of Teachers of 
English as a Foreign Language (21st, Westende, 
Belgium, April 12-14, 1987). 
R - Evaluative (142) — 
(150) 


ond 

Controversy often arises over the teaching of En- 
glish literature in courses and programs in English 
as a foreign language (EFL). However, language and 
literature cannot be separated. Each has something 
important to offer in the deve! t of a 
well-rounded student. Literature teaches idiomatic 
language and cultural context; it can also improve 
reading and comprehension skills, promote correct- 
ness in speech and writing, and encourage students 
to read for enjoyment. Teaching language in isola- 
tion from literature will not move students toward 
mastery of the four language skills (listening, speak- 
ing, and writing). Literature is language at 
its best. SE) 


ED 286 378 FL 016 928 
Modern Languages for Communication. New York 


State Syllabus. 
New York State Education Dept., Albany. Div. of 
Development. 
te—[87] 
beer Supersedes ED 261 558. 
Guides - Classroom - Teacher (052) 
Pe 


State Curriculum Guides, *State Stan- 
yy Evaluation 

Identifiers—*New York 
New York State’s syllabus for second 


elementary and secondary education is appended. 
(MSE) 
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Latin for Communication. New York State Sylla- 


bus. 
New York State Education Dept., Albany. Div. of 
Program Development. 
Pub Date—87 
sy Rg Supersedes ED 262 611. 
Guides - Classroom - Teacher (052) 
Plus Postage. 


Biectnes Educational Philosophy, Educational 
, Elemen Education, 


dards, Student Evaluation 
Identifiers—*New York 
_ New York State’s syllabus for instruction in Latin 


y communica- 
tive approach on which the syllabus is based; de- 
~~ dts. 2 LY 5 - 


wir Reet acne 


scribes a curriculum development process 
be used locally; offers suggestions for ener em Latin 
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Papers in Linguistics No. 32. 
Ohio State Univ., Columbus. Dept. of Linguistics. 
Pub Date—Jul 86 
Note—167p. 
Pub Type— Reports - Evaluative (142) — Collected 


Works - General (020) 
Price - MFO 


Ohio State Univ., Columbus. Dept. of Linguistics. 

Pub Date—Oct 86 

Note—171p.; Ph.D. Dissertation, The Ohio State 
University. 

Pub Type— Dissertations/Theses - Doctoral Dis- 


Identifere—"Ciits, Lappish 

A doctoral dissertation on general clitic theory 
and Finnish particle clitics in particular looks at the 
mixed 


Presents a syntactic ac- 
count of (sentential) connective and epistemic ad- 
verbs and the closely related class of conjunctions, 
within the framework of phrase struc- 

ture grammar, to illustrate how Finnish particle clit- 
ics are related to independent words that function as 
sentential adverbs. A third chapter identifies syn- 
tactic, semantic, and prosodic properties common 
to the sentential adverbs and particle clitics, and 
ne are oe ene ee 
tion. Finally, a discussion of the morphosyntactic 
status of the particle clitics is presented, offering 
some external evidence for the bound word status of 


of Finnish and La; 
oo ase) ena 
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aaa Sse 5. Bs 
ee eee. Wey Sages Se 
Linguistics No. 34. 
Ohio State — Columbus. Dept. of Linguistics. 


2S Sees & pape eteaes te elas Sy 
guistics and description and per pt one 
change includes: “Decliticization and Deaffixa 
in Saame: Abessive 'taga”” (Joel A. Nevis); “Declit. 
icization in Old Estonian” (Joel A. Nevis); “On 





Automatic and Simultaneous Syntactic Changes” 
(Brian D. Joseph); “Loss of Nominal Case 
Arabic Sedeni 


in Ancient indie” Cine M. Lee). (MSE) 
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Joseph, Brian D., Ed. Zwicky, Arnold M., Ed. 
in Information 


Computer Systems. 
Proeeiag of « Worksop Cape Town, South 


Analysis (Li uprasegmentals, *S 
*Uncommonly ef poe ge iting —_ 


ir of Department of Linguistics 
at Ohio State University (1967-71 and 1985-87) in- 
cludes the following contributions by her col- 
“On Incomplete Mutations in Breton”; 
“Perceived P-Center Location in English and Japa- 
nese”; “ ing Paradoxes and Lexical Phonol- 
ogy”; “The Slovenian Orphan Accusative, 
Component Interfaces, and Covert Grammatical 
ies”; “Parameters and Markedness in the 
Acquisition ‘of Syntax”; “Notes toward a Semantic 
Simulation of a Fragment of Child Language”; 
“Some Literary Manifestations of 
Contact”; “"Concessive’ as a Discourse Relation in 
Expository Written English”; “Adverbs, Polysemy, 
and Compositional Semantics”; “Lake Miwok Nat- 
uralization of 


Borrowed Phonemes”; “What Is 
"Karaka? A Probe into Panini’s Analytical Proce- 
dure”; My > bay and Peace”; “A 
Greek-Bulgarian Misc in the Rhodope?”; 


Statistical Analysis”; and “Silent Features and Syn- 
tactic Analysis.” (MS E) 
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it, One it Circle, 

ase Suite 535, Wedlingten, DC 20036-1193 

Pub Type— Collected Works - General (020) — 
Reports - Descriptive (141) — Speeches/Meeting 


Pr Government School Relationship, 
Higher Education, Policy Formation, *Public Pol- 
ic Equipment, Science Instruction, 
“Scientific R Research, *Ui Me meen en Study 
‘oundati 


juca’ 
Task Force. In “The Federal Role in U 
Science and Engineering Education,” NSF 

Erich Block considers economic emand that = 
fect research and education and tells of undergradu- 
ate activities and programs that NSF has created in 
response to these “Some Personal 


Packard scientist and manager James W. Serum dis- 
cusses interest in science careers, the research focus 
of undergraduate institutions, and the shortage of 
t for scientific re- 

inally, the Task Force re- 


that NSF: (1) start 

improve 

saiden Of ciel come eiamais cn cane 2 br 
structional excellence in 


—— support for undergraduate pa coon activi- 
ties. (SW) 
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The College Cost Book, 1986-87. Seventh Edition. 
College Entrance Examination Board, New York, 
N.Y. Coll. Scholarship Service. 
Report No.—ISBN-0-87447- 256-3 
Pub Date—86 


Note—310p. 

Available from—cCollege Board Publications, Box 
886, New York, NY 10101 ($10.95). 

Pub Type— Books (010) — Guides - Non-Class- 

110) (055) — Numerical/Quantitative Data 
) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 

Descriptors—* Eligibility, Family Income, *Federal 
Aid, Higher Education, *Money Management, 
*Need Analysis (Student Financial Aid), Nonin- 
structional Student Costs, Parent Financial Con- 
tribution, Private Financial Support, School 
Surveys, State Aid, *Student Costs, *Student Fi- 
nancial Aid, Student Loan Programs, Tuition 

Identifiers—Bureau of Indian Affairs, College Work 
Study Program, Guaranteed Student Loan Pro- 

National Direct Student Loan Program, 


tal Educational 


Information on financial aid, estimating financial 
need, managing twy.d and expenses at over 3,500 
colleges is pro’ costs are based on the 
— tuition and fees, —y and supplies, room 

and board, transportation, and personal expenses. 
The following financial aid sources are examined; 
the Pell Grant a the Supplemental Educa- 
tional Opportunity Grant Program, the National 
Direct Student Loan Program, the College 
Work-Study Program, service academies, the Re- 
serve Officer Training Corps, the Bureau of Indian 
Affairs, state government ——— financial aid 
from colleges, the Guaranteed Student Loan (GSL) 
Program, veterans education benefits, vocational re- 
habilitation benefits, and help from private student 
aid sources. Also covered are the Financial Aid 


i responsi 
Working one’s way through college and stretching 
addressed, 


resources are along = strategies for 
cutting costs such as repayment plans. Appended 
materials include: 1986-1987 student expenses by 
institution, a glossary, worksheets, information 
sources about state grant programs and the GSL, 
and a list of colleges that offer tuition and/or fee 
waivers and special tuition payment plans. (SW) 
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College to Career. The Guide to Job Opportunities. 
- Entrance Examination Board, New York, 
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Report No.—ISBN-0-87447-249-0 

Pub Date—86 

Note—27 lp. 

Available from—College Board Publications, Box 
886, New York, NY 10101 ($9. — 20% discount 


cating the skill level necessary for the job. Informa- 
tion about the numbers of people in each career is 


along with the bi Td 12 of 
the hottest riya elve atypical jobs are 
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Edition. 


holarship Service. 

Report No.—ISBN-0-87447-255-5 

Pub Date—86 

Note—769p. 

Available from—College Board Publications, Box 
886, New York, NY 10101 ($12.95). 

Pub Type— Books (010) — Reference Materials - 
Lay neg) he (132) 

EDRS Price - MFO5 Plus Postage. PC Not Avail- 
able from EDRS. 

a we Related Colleges, oe 


Programs, Study Abroad, Teacher Soeeien 

Weekend Programs 

Information on over 500 major fields of study and 
the 3,000 colleges and graduate institutions that of- 
fer these programs at associate, bachelor’s, master’s, 
doctor’s, and first-professional degree levels is pro- 
vided for the 1986-1987 academic year. There are 
17 special academic programs — accelerated 
Program, combined bachelor’s/ graduate » CO- 
operative education, double major, ex: degree, 
honors program, independent study, internship, lib- 
eral arts and career combination, semester at sea, 
student-designed major, study abroad, teacher prep- 
aration, United Nations semester, visiting /ex- 

change student program, W semester, and 

weekend college. A listing, by state, of colleges that 
offer each program is pr . Colleges that sub- 
scribe to the Candidates Reply Date and the ey 
Decision Plan Agreements, two special admissi 
programs, are listed. Definitions of these 
are provided in a glossary. The 51 religious denomi- 
nations and organizations and the that re- 
ported affiliations are also listed by state. In one 
index majors are grouped into general categories 
corresponding to the Higher Education General In- 
formation Survey taxonomy. A second index lists all 
major fields of study alphabetically. (SW) 
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. Coll. Scholarship Service. 
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Pub Date—86 
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cants, *College 

*College Environment, Higher Education, *Insti- 
tutional Characteristics, *Student Costs, *Student 
Financial Aid 


Information on 3,107 postsecondary institutions 
is provided to help students make informed college 
choices. A total of 1,157 of the colleges are mem- 


more information. The following characteristics 
about the college are covered: number yo a nd 
undergraduate education available; type 

tion (e. 8. liberal arts college, university, community 


Programs, 
placement or credit, student activities, 

and student services. Guidelines for 
po college and payi > 
cluded. A list of the fields are pro- 
vided, along with statietice for the entire 


summary 
—_ on aa aw) student life, annual expenses, 
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sy + Data (110) 
MF01 Plus Postage. PC Not Avail- 


able from EDRS. 

Descriptors—*College Students, *Economic Cli- 
mate, *Educational Trends, Enrollment Trends, 
*Females, Higher Education, Low Income 
Groups, Majors (Students), *Minority Groups, 
School Demography, *Student Financial Aid, 
Trend Analysis 
Trends affecting U.S. colleges and universities are 

identified in 44 charts and statistical tables. Infor- 

mation is provided on demographic and economic 
trends, women and minorities, campus and institu- 
tional trends, enrollment, student majors, and stu- 
dent financial aid. Specific topics include: inflation, 
family income and savings, the supply of hi 
school graduates, adult continuing education, 
predicted teacher shortage, General Education De- 
velopment testing, women chief executive officers, 
pe = faculty and tenure, women earning profes- 
sional degrees and doctorates, college attendance of 
minorities and low-income students, enrollments at 
community/junior and technical colleges, private 
enrollments, teacher education entry test- 
ing, faculty trends, college costs, voluntary support 
funds for science and 
and 


and federal student aid, the yy power of Pell 
Grants, and loans to students. (SW) 


HE 020 Aogd 


Association of Colleges of Nursing, 
Washington, D.C. 
— Agency—Pew Memorial Trust, Philadelphia, 


of Nursing, One Dupont Circle, Suite 530, Wash- 
ington, DC 20036. 

Pub Type— Guides - Non-Classroom (055) — Re- 
ports - Descriptive (141) 

EDRS Price - MF01/PCO02 Plus 

Descriptors—*Bachelors De; *Educational 
Objectives, Health Needs, *Health Services, 


clients or groups, evaluate patient 
responses to interventions, provide care for groups 
of three or more patients, use an analytical deci- 
sion-making approach, di for 
providing care, collaborate with patients and 
co-workers, refer individuals to sources of aid, work 
within the structure of health care settings, show 
accountability for one’s own nursing practice, serve 
as an advocate to ensure quality health care prac- 
tices, and promote nursing as a profession. (SW) 


ED 286 392 HE 020 448 
Redman, Barbara K. Pillar, Barbara 





Available from—American Association of Coll 
of Nursing, One Dupont Circle, NW, Suite 5 
pn mg DC 20036 ($10.00 per copy, non- 


bers; $6.00, members). 
Pub Type Numerical /Quantitative Data (110) — 


Reports - Research (143) — Tests/ Questionnaires 


Geographic Regions, Higher Education, *Nursing 

Education, . *Salaries, School Sur- 

veys, *Teacher Salaries 

Results of a 1985-1986 salary survey of 515 ad- 
ministrative faculty in baccalaureate and graduate 
nursing programs are presented. A total of 383 
American Association of oa of Nursing mem- 
ber schools were surveyed; 177 returned a com- 
pleted questionnaire. All salary tables supply 
on both an academic and calendar year basis. 
there are sufficient numbers of administrative fac- 
ulty in a group, data are presented for the 10th, 
25th, 50th, 75th, and 90th percentile salaries. The 
number of individuals in each group is also shown 
with the percentile statistics. Using the percentile 
format, salaries are presented for eight administra- 
tive faculty titles. In addition to data for all schools, 
salary tables are presented by region, institutional 
control, and size of faculty. Separate tables show the 
titles and salaries of continuing education faculty. 
Matrix tables present data on administrative faculty 
by degree level and academic rank for the four titles 
of associate dean, assistant dean, chairman, and di- 
rector. Data are provided for the number of individ- 
uals in each category, and for salaries at the mean 
and 25th, 50th, and 75th percentile. Appendices 
include questionnaires and a list of participating 
schools by region. (SW) 


ED 286 393 

Eliminating Sexism in the 
Oregon State Univ., Corvallis. 
Pub Date—{87] 

Note—15p. 

Pub Type— Reports - Descriptive (141) 

— Price - —— 1 Plus Postage. 

Tipto trategies, Equal Education, 
ane are Big > oh Education, * e Us- 
age, *Sex Bias, *Sex Discrimination, Sex Stereo- 

*State Universities, *Teacher Attitudes, 
‘eacher Behavior, *Teacher Student Relationship 
Identifiers—* Oregon State University 
Ways to eliminate sexism (discrimination based 
on sex) in Oregon State University classrooms are 
suggested, with attention to language, behavior, and 
expectations. Social outcomes of sexism are also 
identified. Unequal treatment singles out or ignores 
the individual. As a result, students may lose confi- 
dence, lower academic goals, or limit their career 
choices. Professors may transmit unexamined cul- 
tural assumptions that may include the belief that 
women are less intellectually committed and their 
work is less important than men’s work. Women 
need access to the same emplo: — and educa- 
tional options available to men. Six suggestions for 
using language to provide a congenial atmosphere 
are offered, along with 11 suggestions for changes in 
faculty behavior, and 8 suggestions for raising fac- 
ulty expectations of females, a step toward lending 
them more encouragement. Suggestions include: in- 
corporate women and women’s contributions into 
lectures; refer to students as “men and women” 
rather than “men and girls”; encourage women stu- 
dents when they seek to pursue nontraditional ca- 
reers; call on women students as much as men 
students; and perceive students as individuals, 
rather than as men and women. (SW) 
ED 286 394 HE 020 596 
McArthur, Benjamin 
Revisiting Hutchins and “The Higher Learning in 
America.” 
Pub Date—Apr 87 
Note—31p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 


ciation (Washington, DC, April 20-24, 1987). 
Several may not reproduce well because 


ows contain light print. 
a pees ¥ Historical Materials (060) — 
cog | be. --y (150) 


/PCO02 Plus Postage. 
ae ane i ip, *Civil Liberties, *College 
Presidents, College Role, *Educational \ 
*Educational History, Higher Education, *Li 
Arts 


eral 
Identifiers—* Hutchins (Robert) 


HE 020 483 


are discussed. Hutchins was a controversial univer- 
RIE FEB 1988 





sity president in the 1930s and 1940s. He is nor- 
mally remembered as an Aristotelian and a cham- 
pion of civil liberties, the Great Books, and adult 
education. Hutchins’s undergraduate work was 
done at Oberlin and Yale University, and he 
received his law from Yale. He served as a 
lecturer and dean of the Yale Law School and was 
pn a erg peel “pew veh its. He was 


4 ~ #4 tenure. 
reer, he served at the Ford 


Seuntes of Ge Coats Oe Go See oe eae 
Institutions at Santa Barbara. book, “The 
Higher Learning in America,” advocated that col- 
lege learning should be pervasively intellectual 
rather than a means to develop character or prepare 
for a vocation. Other ideas expressed in the book 
—n critical reviews are considered. 
(Ss 


ED 286 395 HE 020 604 
Smoot, Joseph G. And Others 
ee eee 


Pittsborg State Univ., Kans. 
te—[87] 


- ene qai41) — 


Questionnaires, School 
School Holding Power, *Student Recruitment 
Identifiers—College Costs, *Pittsburg State Univer- 
sity KS College Costs 
A report on marketing the Pittsburg State Univer- 
sity in Kansas to arn, pean students is presented. 
The conceptual basis is considered, including uni- 


constituents. Both external (e.g., the environmental 
climate) and, by school/department, internal (e.g., 
graduate Saige oye continuing education) analyses 


tive university spokesmanship. Appendices include: 
the university’s marketing research survey; a demo- 
—_ of Kansas youth; enrollment maps 
‘or the university; data on public school enrollment 
in grades 1-12 and an enrollment count 
and by year to enter college, 1983-1984; the pro- 
jected number of 18-year-olds by county and year in 
the 10 Kansas economic regions; a 5 year compari- 
son of public sommneey ¢ —e fall enrollments, 
1979-1983; placement data; American College 
Testing profiles for AJ at the university, 
1981-1985; departmental marketing survey reports; 
fall 1985 cavollment dete: and a report on environ- 


HE 020 634 
of 


Eureka Project, Sacramento, CA. 
—Atlantic —— Foundation, yo 


Federal Ps 
State Relationship, *Financial Policy, Grants, 


of student aid policies in California is 
reviewed by the Bureka Project to help guide policy 
formation and review developments that have ac- 


portant to California; the 
student aid from its origins as a very small enter- 





HE 020 636 


D.C.; National Univ. Continuing Education 
ciati Mir re q 
Report eo 


The role of colleges in postive lifelong educa- 
tion for alumni is considered. The book traces 75 
years of alumni continuing education, with special 
attention to the years between 1956 and 1966, the 
beginning of the modern alumni continuing educa- 
tion era. Guidelines are offered for organizing and 


types 

work best in the 1980s are 

is given to alumni colleges wi 

and schedules, including those that are held on the 
weekend, midweek, and for a period of one week, 
and those that focus on single or multiple themes or 
specific skills. Alumni seminars are also discussed, 
with attention to formats, schedules, off-campus op- 
tions, and . Additional topics include plan- 
ning alumni colleges abroad, planning media and 
special programs, choosing faculty and curriculum, 
alumni relations, programs, marketing 
and promotion, instituti governance, career and 
job counse! and volunteerism. Ways to expand 
the relationship between adults and universities are 
explored. A resource list of experienced prof fession- 
r iY alumni continuing education is appended. 


ED 286 398 

Clark, Miriam B., Ed. And Others 
Education °87: A Source Book for 

ee ree eae 


in Leadership. 
Center for en Leadership, Greensboro, N.C. 


HE 020 637 


P.O. Box P-1, Greensboro, NC 1 27402-1660 


Reference Materials - Bibliographies 
— Reference Materials - Directories /Cata- 
logs (132) — Reports - Descriptive (141) 
- MF01 Plus Postage. PC Not Avail- 
able from E! EDRS. 
Descri tated B phies, Audiovi- 
sual Aids, “Consultants, an Higher Educa- 
*Leaders Guides, 





A resource guide for those who want to promote 
eee ip is presented. 
Section A provides a selected sample of 101 course 
and pages Gale ae mene 
program directors. This section includes reading 


organizations interested or involved in leader- 
, there is an index to courses and col- 


HE 020 639 


——— Product of the Office of Institutional 
esearch. 
Pub Type— —— Data (110) — 


tures, Higher 
Expenses, Space Utilization, State Surveys, Stu- 
dent Characteristics, Student Financial Aid, 
Teacher Characteristics, Tenure 
Identifiers—* University of Alaska 
The first annual Statistical Abstract for the Uni- 
versity of Alaska System factual informa- 
tion 


ment of university plans and programs. Topics 
cover: caf, facilities Programs and awards, faculty 


part-time status, sex, and race; fall 1985 credit head- 
count by major, sex, race, and universi ; fiscal year 
ce study —s 1986 de- 
grees/certificates by race, sex, and program; fall 
1985 tenured and nontenured instructional faculty 
by race and sex; fall 1985 full-time instructional 
faculty and research faculty by tenure status, rank, 
and sex; fall 1985 li statistics; fall 1985 instruc- 
tional space utilization hour of day, and 
day of week; fall 1985 capacity of residential - 
ings; FY 1983-1986 unrestricted educational and 
general revenues and expenditures; FY 1983-1986 
restricted current funds revenues and expenditures; 
FY 1983-1986 state financial aid to students; and 
FY 1986 faculty salary data by major field. (SW) 


ED 286 400 HE 020 654 
Nojan, Mehran Clemons, Michael L. 
Data Base Development for Effective Enrollment 


Management. 
Pub Date—Jul 87 
Note—33p.; © Society for C at the Annual Confer- 
ence of the ety for College and University 
Planning (Washington, DC, July 19-22, 1987). 
= Type— — - Descriptive (141) — 
mee! Mosting Papers (150) 
MF01/PCO02 Plus 


Identifiers—*State University of of New York Colt at 


Osw 
The design and development of an enrollment 
New York Colle database at the State bomeny | of 
New York Col — Oswego are described. A basic 
concept of enrollment manage- 


egies needed to effectively serve its cliente: 
ome enrollment and rates of retention /attrition 
for various student cohorts, as well as determining 
the causes of attrition. The primary purpose of the 
enrollment management database are: to integrate 





Document Resumes 


longitudinal external and internal environmental 
trend data; and to track students from initial 


uates’ 
Pub Date—Aug 86 
ep yeay a the Annual Meet- 


American ny ge 
ashington, DC, August 22-26, 1986). 
ot Reports - Rasesrch (143) Speecheo/- 





75. 
American Council on Education, Washington, D.C. 
i Education Panel. 
Spons Agency—Lilly Endowment, Inc., Indianap- 
olis, Ind. 


niet 


i 





cil, Private Bag X41, Pretoria 0001, Republic of 
South Africa. 


Pub Type— Reports - Research (143) — Tests/ 
Questionnaires (160) 


tion, i Education, 
*Program Evaluation, Questionnaires, *Studen' 
Attitudes 
Identifiers—*South Africa 
The perceptions of individuals with postgraduate 
it training at a South African university 
their it training, their mana- 





i usually 
degree and 4 years for a science degree. 
much competition for limited number of places in 


tre for Hi Education. 
Report No.—ED-87 /CONF.007/4 


Stud 
Identifiers —*International Standard Classificaton 
Education 


region. The criteria include length of study, content 
of studies, and admission i ts. Reports 


in 
clude: criteria for distinguishing between levels 5, 6, 
RIE FEB 1988 





Decision Resources Corp., Washington, DC. 
Spons ~~ ia of Education, Wash- 


ington, DC. 
Pub Date—20 Apr 87 
Contract—300-86-0094 
Note—14p. 
Pub Reports ten (142) 


i Colleges, Washington, 
a oO ae - 


Po ‘Date —87 

Note—26p.; Also published in “Liberal Education,” 
198 73, Nos. 2-3, March/April and May/June 
1987. 


tion of Women, Association of i 
leges, 1919 R Street, N.W., Washington, DC 
Journal Cit Campus with Women; v16 nl Spr 


—On 
1987 v17 nl Sum 1987 
Works - Serials (022) — 


ts in education, employment, and the 
courts concerning the status of women are covered 
eS eee thes tee tes 
ing: Black women’s educational 
women in psychology, the effect of race and sex on 
wages, results of surveys on attitudes about sex 
financial aid awards to women, prizes 
for women, the need for women and 


rape, peer t of women students by male 
students, date rape and what colleges are doing 
RIE FEB 1988 


chest &, drip sone custioatums guite, count Same 
Sins aod qua, siems ontin coir 

reduce sexual assault, women’s 

omer sendin aiestan Geahamoneal 


urricular materials 

1987 issue includes 
Coaches an Endangered Species?” by Carol Potera 
and Michele Kort. (SW) 
ED 286 409 
Taylor, Mary Louise 
Institute 


HE 020 665 


of International Education 1986 Annual 
— of International Education, New York, 


Pub Date—86 
Note—73p.; Some photographs may not reproduce 


clearly. 
Available from—lInstitute of International Ed: 
tion, 809 United Nations Plaza, New York, NY 


"Soto Par Post (141) 


Higher Ed i 
tional Educational Exchange, *International Pro- 
Natural Resources, 4 
tions, Social Responsibility, 
Abroad 
Identifiers—*Fulbright Exchange oe. *Insti- 
tute of International Education 
The 1986 contributions of the + of Interna- 
tional Education (IIE) through development assist- 
ance and educational and cultural exchange are 
with the hi of the 40-year-old 
Fulbright which IIE - to administer. 
Attention is directied to: ITE in arts, in efforts 
to build developing-country institutions, in human 
rights, and in agriculture and natural resources; ITE 
and U.S. colleges and universities, ITE’s activities in 
research and communications, and IIE’s adminis- 
trative support services and overseas offices. Ful- 
— graduate fellowships for foreign nationals and 
nationals are discussed. Profiles of individual 


1986 are listed. Additional listings include: ITE edu- 

cational and universities ar- 
d alphabetically by state); members of the 
it 1986-1987 national | screening 


mation about IIE for 1985 and 1986 is also 
appended. Statements by IIE Board of Trustees 
Chairman Charles H. Percy and IIE President and 
Chief Executive Officer Richard M. Krasno are in- 
cluded. The report is illustrated throughout with 
black and white and color photographs. (SW) 


HE 020 667 


Special 
Report Number One. The Foundation’s Minority 
Medical Training 
Robert Wood Johnson Foundation, New Bruns- 


Pub Date—87 
—e Photographs may not reproduce 


Available from—Robert Wood Johnson Founda- 
tion, P.O. Box 2316, Princeton, NJ 08543-2316. 





ty : 
tions, Skill Development, Student — Aid, 
Student Recruitment, Trend Anal 

Identifiers—Medical College ‘Admission Test, *Ro- 
bert Wood Johnson Foundation 


i minority 
Se socoee ol Os bes Wess Nee 


Document Resumes 7 


Se eS eae 2 
public private sector programs pro- 
minority recruitment, admissions, and 

for medical schools. From the 
mid-1970s onward, there has been a loss of momen- 
ethnic diversity 


: ve 


20-87A. 
State Univ. of New York, Albany. Office of Institu- 
tional Research and Analytical Studies. 
Pub Date—Jul 87 
‘Wane For the previous edition, see ED 284 


Available from—Office of Institutional Research, 
State University of New York, State University 
Plaza, Albany, NY 12246. 

N / _— Data (110) — 


(Training Programs), Disci, 
*Noncredit Courses, *State Universities, Student 
Characteristics, Teacher Characteristics, *Work- 
Identifiers—*State University of New York 
Information on noncredit instructional activities 
at the State University of New York (SUNY) is 
presented, based on the biannual Survey of 1 yn 
vedi Instructional Activi These 








ports for July. or a 986 
of noncredit activities and registra- 


institutions are listed by subject area. Noncredit 
aon Coe ee on 
cue 


codes used in the survey. The 
names and numbers of SUNY on noncredit 
offerings are also identified. (S 


286 413 HE 020 673 
College Faculty Salaries, 1976-1986. OERI Bulle- 


tin, August 1987. 
Center for Education Statistics (OERI/ED), Wash- 


faculty ay for 1976-1986 


en- 


jucation 
Information Survey (HEGIS). Information 
faculty rank and sex and 


in 1976-1977. Although salaries 
om, Co omnes Sey 5 ens ae & 
ranks almost unc 


hanged 
years, $32,600 in 1976-1977 and 
1985-1986. The reason is that a higher proportion of 
became 


rank within institutional type (universities, 
an four-year, and two-year) and control (public 
or ——. r 1985-1986 public universities’ aver- 
2.—_ of $36,200 were 9.1% less than the 
$39,800 earned at Private institutions. In other 


generic, baccala' nursing programs 
representative of the four NLN regions in the 
United States. ay f+ health —4 content 


Als, fais were the mats focus of cent cae and 
both family residences and schools were used as 


HE 020 675 


Economic Cooperation and Devel- 


Publications and Informa- 
tion Centre, 2001 L Street, N.W., Suite 700, 
w DC 20036-4095. 


Reports - Descriptive (141) 
PC Not A’ 


ucation, S 
dent yc Student Costs, *Student 
Financial Aid 
Identifiere— Australia, Finland, France, Greece, Ja- 
pan, * tion for Economic Cooperation 
Development, Sy Switzerland, United 
Kingdom, United States 
in postgraduate education since 


uate 
data for six onmaaes ; for 1973-1983; degrees 
awarded by field of study; the participation of 
women in pos' uate s ; the age of postgrad- 
uate students; foreign student enrollments; student 
financial aid policies; and the number of U.S. em- 
OS ee eS 
sector of employment, and primary work activ- 

ity. 1973-1981. WwW) 
HE 020 676 


ED 286 416 

at Independent Colleges and Uni- 
versities in New York State through the Higher 
Education Opportunity Program = > 


traves de los programas de oportunidad en educa- 
State Univ. of New York, Albany. 
Pub Date—87 


Note—25p.; The English and Spanish versions of 
this text have been combined into one document. 
The Spanish translation is by Adelaida Olazagasti. 

Language—English; Spanish 

ype— Reports - sea — Multi- 





needs of students from disadvan backgrounds 
er Private cc pas universities in — 
tate is te English 
Spanish reports. The Higher Education Opportu- 
nity Program (HEOP) provides supportive services 


and financial aid. Information is provided on: eligi- 
bility for HEOP, how to Ay gn supportive 
services that are provided, > Sg Tiga 
economic eligibility criteria for HEO 
and addresses of private institutions that offer 


resident of New York State for 1 year preceding the 
term of entry into HEOP, proved equivalency a 
school diploma or state-approved 

ploma or its equivalent and have ona poten 
motivation for successful completion of — 


HE 020 677 


Teacher Education at the College and University 


Level. 

Pub Date—Jan 86 

Note—97p.; Doctor of Business Administration 
Proj 

Pub 


istration Education, *College Faculty, *Computer 
Oriented Programs, Higher Education, Innova- 
tion, *Microcomputers, Questionnaires, Teacher 
Attitudes, *Teacher Educators 
The ae oe process for personal computers by 
faculties in business administration and cates edu- 
cation at the graduate college and university level 


ally purchase the product). The study sample con- 
sisted of 412 full-time faculty members at 5 
accredited graduate schools and the instrument 
used was a self-reporting questionnaire. It was found 
detGnadentinmunnentibassbadaansanien 
effect on the business administration and teacher 
education faculty at either the awareness or adop- 
tion stages. The questionnaire selected did not have 
a moderating effect to support the adoption process, 
possibly because the sample size was too small. Both 
the business and teacher education faculties showed 


been integrated into the college curricula, and the 
various uses of the personal computer, along with 
research in the field of computer-oriented 

The study questionnaire is included. (SW) 


ED 286 418 HE 020 678 
Medicine 


New York State Education Dept., Albany. Office of 
the Professions.; State Univ. of New York, Al- 


bany. 
Report No.—PLS-HB-60 
Pub Date—Jul 86 
Note—86p.; Portions printed on colored paper. For 
pa Brevious edition, see ED 270 062. 
Guides - Non-Classroom (055) — Le- 
craig Regain Mara (090) 


= *State Licensing Boards, *State Stan- 


Ldentifie—*New York 
_ New York State education law, rules, and regula- 


lucation 
fessional misconduct, and unautho- 
RIE FEB 1988 





rized acts. Information on disciplinary proceedings 
in the professions covers complaints, investigation, 
prosecution : settlement, reports, consent orders, 


dures for determining good moral character in the 
professions are provided. An application for Medi- 
cal License and First Registration and other forms 
are included. Requirements for practice of physi- 


U.S. and Canadian medical schools and schools of 
basic medical sciences with accredited programs, 
1984-1985; and a list of schools of osteopathic med- 


HE 020 679 


Council for Higher Education, Jerusalem (Israel). 
Pub Date—Dec 86 
Note—73p. 
Pub Type— Reports - a me (141) 
EDRS Price - MF01/PC03 Plus 
Descriptors—* Accreditation (Institutions), *Ac- 
crediting Agencies, *College Programs, 
(Academic), Enrollment Trends, 
Countries, *Higher Education 
Identifiers—* Israel, *Pr Approval 
The activities of the sixth Council for Higher Edu- 
cation in Israel, which served from 1981-1986, are 
summarized. Following a list of members of the 
Council, information is provided on its principal 
functions, rules of procedures, and how the Council 
accredits new institutions or units. Higher educa- 
tion institutions in Israel are identified, along with 
fields of study at each institution, and enrollments 
at seven of the universities and institutes. Data are 
provided on degrees awarded by level and field of 
study and enrollments in non-university institutions 
of higher education. New academic programs that 
were approved at each institution are also specified. 
The following topics are also considered: the ap- 
pointment of professors in nonuniversity institu- 
tions of higher education and at Everyman’s (Open) 
University, access to higher education, credit 
points, regional colleges, the bachelor’s degree, 
teacher training, paramedical professions, medical 
administration, veterinary medicine, bachelor’s de- 
gree studies in business administration, training in 
architecture and physical planning, and training in 
ing and technology. Information is ap- 
pended on the Council for Higher Education Law, 
5718-1958. (SW) 


Foreign 


HE 020 680 


(Aca- 


Females, *Higher Education, Majors eg 
Males, * Masters ee ae, 
fessional Education, Public Colleges, Trend Anal- 


CC 


y 

1974-1973 through 1984-1985. Data were collected 

through the survey of Degrees and Other Formal 
Awards Conferred, which is part of the Higher Edu- 
cation General Information Survey. Data on de- 
grees are presented by level of degree, sex of 
recipient, public or private control of the institution, 
and program area or field of study. Findings include: 
the number of bachelor’s and higher degrees con- 
ferred annually increased five percent between 1975 
and 1985; bachelor's degrees were up six percent; 
the number of master’s degrees dropped for 7 years 
straight, between 1977 and 1984; doctor’s 
peaked in 1975, and declined three percent by 985; 
the first-professional degrees increased at an aver- 
age annual rate of three percent; the number of de- 
grees awarded to women continued to grow at all 
degree levels; there was an overall decline in the 
number of bachelor’s and master’s degrees awarded 
in the arts and sciences; education and engineering 


the five largest fields of study at each 
degree level; and computer and information science 
fields had high rates of growth between 1975 and 
1985. (SW) 


Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
DC 20402. 

Pub Ya Legal/Legislative/Regulatory Materi- 


*Federal Legislation, 

Fellowships, Graduate Study, *Higher Education, 

International Education, Minority Non- 

traditional Students, School Business Relation- 

ship, *Student Financial Aid, Teacher Education 
Identifiers—Congress 99th, *Higher Education Act 

Amendments 1986 

This conference report covers the Educa- 
tion Amendments of 1986. The f titles of 
the Higher Education Act are : Title I, 
Postsecondary Programs for Nontraditional Stu- 
dents; Title II, Libraries; Title III, a. ~ Aid; 
Title IV, Student Assistance; Title V, Teacher 
Training and ante Title VL International 
Education Programs; Ti 1, Construction and 
Renovation; Title VIII, , Cooperative Education; Ti- 
tle IX, Graduate Programs; Title X, Improvement of 


Art oes and Title XVI, United States In- 
stitute of Peace. Parts of the Titles include: specific 


schoci, college, and —e oy profes- 
sional development and programs; 
teacher scholarships and fellowships. {sw) 


ED 286 422 HE 020 682 
tte ae re a ee 
ee > Se ee 


Congress of the US, Washington, D.C. Senate 


eport 
Pub Date—28 Jul 87 
Note—1 5p. 
Pub So Legal /Legislative/Regulatory Materi- 


tals, *Labor a Muiels, *Nurses, Nursing, 
*Nursing Education, Recruitment, Student Re- 
cruitment 
Identifiers—Congress 100th 
A report on the Nursing S) Reduction Act 
of 1987, a bill to amend Title VIII of the Public 
Health Service Act, is presented. The bill would 


by hospitals and health care institutions 
Coonan professional nurses. The 
bill authorizes a grant to a nonprofit private entity 
for a project to demonstrate and evaluate innovative 
hospital nursing practice models designed to reduce 
vacancies in hospital nursing positions and to make 
the hospital nursing position a more attractive ca- 
reer choice. The bill authorizes grants to and con- 
tracts with collegiate schools of nursing to 
demonstrate and evaluate innovative nursing prac- 
tice models related to the provision of long-term 
care in the home or in long-term care facilities. The 
bill also authorizes grants and contracts to operate 


Document Resumes 75 
regional model professional nurse recruitment cen- 
ters to recruit students for professional nursing edu- 
cation programs. (SW) 

ED 286 423 

College and University 
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Education, In State Students, Ma- 
its), Out of State Students, *Private 
Professional Education, *Public Col- 


ky 

Enrollment reports for fall 1986 and trends for fall 
1983-1986 are presented for public and private col- 
leges and universities in Kentucky. The reports 
cover: headcount enrollment by student classifica- 
tion for state-supported institutions, University | of 


sional programs at state-supported 
—- for 1983-1986 at state and private insti- 
tions; full-time equivalent enrollments for 
1985-1906 at state cupporsed inctioutlons; thack coe. 
dent enrollment at state and private institutions; res- 


idency status by student classification 
institution; total credit hour woe mt yr 


field; 
dents by sending institution; 
by degree field and student level for Kentucky semi- 
naries; and headcount enrollment by program of 
study and program level for business colleges. (SW) 
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, Grants, Higher *Parent Finan- 
tial tribution, *Public Policy, School Funds, 
*Student Costs, *Student Financial Aid, Student 


Loan Programs 
Identifiers—Guaranteed Student Loan Program, 
Bn de mths Pell Grant 
wing campus role in providing student fi- 
creeds te enneh toned co oun tote O> 
operative Institutional Research Program, 
Peterson’s Guide, and other sources. The campus 
contribution to student aid programs has grown far 
more than recent tuition increases. A significant 


mean that may 
support in 1980 were not eligible for aid in 1986. 
The impact of changes in student aid on student 
choice, outcomes for the educational infrastructure, 
and issues confronting families are addressed. (SW) 
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Urban Universities 
Identifiers—Fund for Improvement of Postsecond- 
ary Education, *Higher Education Act 1965 
Education (1 reau 
pe bh oe Dye py 
ented. Titles I-XI are covered: continuing education 


aon teams iv len our 
cpp, Go RSS eens ae aay on 
IV, with student aid. Congress is urged to 
tle IV at the current funding level. Since 
pom ey he yh ate and aging are a com- 
mon issue, the next priori is Title VII, Construc- 
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Ldotiiers* Mount Royal College (Alberta), *Stu- 
dent Flow M 
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model at Mount Royal College (Alberta, Canada) 

Issues and recommendati 


Ponds, *State Stu- 


dent Financial Aid, Tuition 
Identifiers—*City University of New York, *State 


gEeE 
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een encoding eaiode. 
dent health insurance mandatory, with right of 
waiver, was studied by a team of graduate students, 
and recommendations were presented for an advis- 
ory committee and the Arizona Board of Regents. 


impacts at the universities; and 
eying academic institutions to assess their 
experience with student health insurance. A tele- 
phone survey of U.S. universities with undergradu- 
ate enrollment over 20,000 and that offer graduate 
programs was conducted, and 27 of 31 universities 
responded. Universities with known mandatory 
programs were also contacted. Three major issues 
were identified: the substantial numbers of students 
without health care insurance; the importance of 
marketing student health insurance; and 
ee of an ag ag gg a mandatory 
insurance policy (e.g., 
oviders, the 


tution. 
es asennad clas qaabams ane a 
fied. (SW) 
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Results of the Delaware High School Post-Gradu- 
an Reey ee Seas 


dents in June 1 og cyt or 


turned usable follow-up questionnaires. Findings in- 
clude: 30% of the graduates were working and not 
continuing their education, 25% were working and 
continuing their education, 26% were continuing 
cfenepen has ant Westy, 600 Sh Sue is Goa 


these were employed full-time. For the 1,193 who 
were continuing their education, 87% were full-time 
and 8% were part-time at college, while 5% were in 
other than college continuing education. Approxi- 
mately, one-thrid attended the ey of Dela- 


colleges outside Delaware. Two-thirds of those en- 
rolled in were from the college preparatory 
curriculum. questionnaire is appended. (SW) 
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ethods, 
*Outcomes of Education, *Program 
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Identifiers—*East Texas State University, *South- 
ern Association of Schools and Colleges 
Ways that East Texas State University (ETSU) 
can establish systematic and continuous program 
evaluations to conform to accreditation standards 
for institutional effectiveness are discussed. The his- 
torical background to educational evaluation in 


Criteria for Accreditation is examined, with atten- 
tion to evaluating institutional effectiveness, speci- 
fying expected educational results and how 
achievement of the results will be determined, 10 
procedures to evaluate instructional programs, and 
institutional research. ETSU’s mission statement 
and its models for assessment of undergraduate and 
graduate students are considered, along with an ar- 
ticulated model for the University Studies pr " 
Because of the importance of the faculty’s ability to 
develop its own assessment methods for individual 

programs, guidelines are presented for selecting a 
Ceding’ test and for doviaing a local test. An 
example of an assessment document is provided us- 
ing the Universities Studies program as the topic. A 
time line for defining plans to meet Section III re- 
quirements is included. (SW) 
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on Control and 


Collection, 
National Association for Campus Activities, Co- 


Note—64p.; NACA Reference Series. 

Available from—National Association for Campus 
Activities, 3700 Forest Drive, Suite 200, Colum- 
bia, SC 29204 (nonmembers, $9.95 each; mem- 
bers, $8.95 each; 10 or more copies, $7.95 each). 

Pub Type— Information Anal: (070) — ey 
- Research (143) — Tests/ (160) 
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*Laws, Power Structure, Public Policy, Question- 

naires, Resource Allocation, State Boards of Edu- 

cation, State Legislation, *Student Costs 

The past and current status of the student activity 
fee is reviewed from the perspectives of the legisla- 
pry nt ee ear ag” pte ty oy ne py 
and institutional The analysis is based upon 


tivity fees. Various states have enacted legislation 
that either specifically defines the role of the state 
in the student fee process or gives power to state- 
wide or local boards of trustees to set fee policies or 
guidelines. Differences of authority that exist 

RIE FEB 1988 





among several states are briefly described, along 
with definitions of student activity fees and their use 
in different states. The legal issues include: a col- 
lege’s right to assess mandatory student activity 
fees, students’ claims that their First Amendment 
rights are violated because of the college’s opposi- 


i the 

constitutional validity of collection schemes. Infor- 
mation is presented on the results of a survey of 
colleges concerning student activity fees policies 
and practices. The survey questionnaire and a list of 
court cases are included. sw) 
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Future Perfect: A Guide for Professional Develop- 
ment and Competence. 
National _— for Campus Activities, Co- 


Pp. 

Available from—National Association for Campus 
Activities, 3700 Forest Drive, Suite 200, Colum- 
bia, SC 29204 (nonmembers, $13.00 each; mem- 
bers, $12.00 each; 2-5 copies, $11.00 each; 6 or 
more copies, $10.00 each). 
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els, *Professional Development, *Skill Develop- 
*Student 


opment professional, areas of knowledge and traits 


that the ideal professional would > concepts of 
and their significance 


integrated and examples of how this model can be 
applied to specific jobs at various stages of a profes- 
sional’s career; practical information about how to 


of the use of this model for the campus, professional 
associations, and in the field of student develop- 
ment. The model can help students decide if they 


phy, a skills chart, and Preparati 
guidelines at the master’s level for student 
services/development professionals. (SW) 
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Identifiers—* University of Arizona 

The political foundation of voluntary student fi- 
nancing of campus recreation facilities is examined. 
By combining Baldridge’s Po Political Decision Mak- 
ing Model with Wildavsky’s Clientele Strategy, the 
“Political Clientele Model” is proposed as a frame- 
work to analyze the process of constructing student 
funded recreational facilities. The process at the 
University of Arizona is used to illustrate the model. 
Guidelines for implementing similar projects at 


i xperience. The political model takes into 
account that: people choose not to participate in 
making decisions, which are left to administrators or 
small groups of elites; there is fluid participation of 


; negotiated compromises 
place limitations on formal authority; and external 
interest groups also exert pressure. Based on the 
political clientele mode, a successful financing cam- 
paign for recreational facility construction should 
involve: identifying and organizing clientele, ex- 


panding the clientele, serving the clientele, securing 
feedback, and working within the structure. (SW) 
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lia) 

_The thinking behind integrating study skills into a 
distance education course in history at the Univer- 
sity of New England in New South Wales, Austra- 
lia, is explained. A developmental, rather than 


basic areas of awareness and skills. Students develop 
an awareness of a concept rather than a skill by the 


work unit in the course is accompanied by optional 
exercises to enhance study skills. Students receive 
an information booklet that contains a course out- 
line, prescribed texts outline, a review of study 
skills, an overview of the course, study skills exer- 
cises, and basic course information. Students are 
iary of their feelings during the 
itional skills tt are inte- 
grated with the course content include: goals, time 
management, concentration, notetaking, and text 
wiseness. (SW) 
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of the American Association of 


Registrars and 
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T —— (120) — Speeches/ 
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Issues related to contemporary assessment and 
remediation in postsecondary education are consid- 
ered, along with the impact of these issues on com- 
munity college and university articulation and 
transfer. Program innovations implemented at Co- 
chise College (Arizona) to serve basic skills educa- 
tion students are described. Community colleges 
pm pate np nent nate | 
dents they receive, especially the underprepared. 
What is needed is a method of separating those stu- 
dents who have an existing capacity to do academic 
work from those whose aptitude needs to be devel- 


gram is individually designed to meet the specific 
remediation needs of a student. In Arizona 43% of 


uired 
for graduation are allowed to be from remedial 
classes. (SW) 
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ing of the American Educational Research Asso- 
ciation (Washington, DC, April 20-24, 1987). 
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Higher Education, *Humanities, *In 
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Education 
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velopment, Professional Recognition, Program 
Effectiveness, Specialization, Technological Ad- 

vancement 
The extensive education and training programs 
established and run by business and industry for 
their own employees are discussed. The extent of 
corporate education is assessed with attention to 
i methods of 


tion. Some corporate colleges were coer 
panies to educate specialists for their 

soame For traditional education, a seeps 

institution must receive recognition from 


April 23. 1977-June 30, 1989, 

chusetts, 1 june 

Massachusetts State Board of Regents of Higher 
meg meng ame Education Associa- 


Washington, 
Pub ib Date 7 Apr 87 
Note—374p. 
/Legislative/R 


Pub T 
als (000) — er (160 
EDRS Price - MF01/PC15 Plus Postage. 





78 Document Resumes 


Descriptors—®*Collective Bar; *College Fac- 
ulty, *Contracts, ey eads, Employ- 
ment Practices, Evaluation Criteria, *Faculty 
ig <~ Faculty Promotion, Faculty Work- 
load, Fringe Benefits, Grievance Procedures, 
Higher Education, Leaves of Absence, Librarians, 
Personnel Polic Rating Scaies, Records 
(Forms), *State Colleges, Student Evaluation of 

Performance, Teacher Retirement, 

Teacher Tenure 

Identifiers—* Massachusetts Board of Regents of 
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The collective bargaining agreement between the 
Massachusetts Board of Regents of Higher Educa- 
tion and the Massachusetts Teachers Association 
Chapter of the National Education Association cov- 
ering the period April 23, 1977-June 30, 1989 is 
presented. Items covered in the agreement include: 
unit recognition, dues check-off, board-union rela- 
tionship, sick leave, early retirement compensation, 
dentine lacenten tollies exten teen vaca- 





strike /lockout pledge, and appointment and promo- 

tion. Various evaluation forms are appended. (SW) 
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Collective Bargaining Agreement between Mon- 
tana University System and the Northern Mon- 
tana College Federation of Teachers, July 1, 
1985-June 30, 1987. 

Montana Univ. System, Helena.; National Educa- 
tion Association, Washington, D.C. 
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Identifiers—*Montana University System, Na- 
tional Education Association, *NEA Contracts, 
Personnel Files, Union Rights 
The collective agreement 

Montana University System and the .—— 

Montana College Federation of Teachers, an affili- 

ate of the National Education Association, covering 

the period July 1, 1985-June 30, 1987, is presented. 

Items covered in the agreement include: unit recog- 

nition, dues deduction, access to information, use of 

facilities, release time for federation 

space for faculty, secretarial 


dom and responsibility, tee of tenured faculty, 
department c hiring procedures, tempo- 
rary quneundl summer session assignments, class 
and course assignment, faculty evaluation, evalua- 
tion criteria, evaluation for tenure appointment, 
evaluation of tenured faculty, promotion proce- 
dures, the appeal process, teacher termination, due 
Process, retrenchment, resignations, faculty sala- 
ries, merit pay, retirement, insurance, continuing 
education, leaves of absence, sabbatical educa- 
tional leaves, grievance procedure and arbitration, 
and no strike /lockout one. A personal leave 
request is appended. (SW) 
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ington, D.C.; Wayne State Univ., Detroit, Mich. 
Pub Date—86 
Note—129p. 
Pub Type— Legal/Legislative/Regulatory Materi- 
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pode Policy, Sabbatical Leaves, *State Uni- 
versities, Teacher Retirement, Teacher Salaries, 


Unions 
Identifiers—*AAUP Contracts, Agency Files, 


Programs, Union 
= Union Rights, *Wayne State University MI 
The collective agreement between 
Wayne State a and the Wayne State Uni- 
versity Chapter of the American Association of 
University Professors covering the period August 1, 
1986-July 31, oe es Items covered in 





ey om > hag Amherst; National Educa- 


D.C. 

Pub Date 21 Jan 87 

Note—137p. 
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ulty, *Contracts, Employment os 
es Faculty Workload, Fringe Benefi 
Grievance Procedures, Higher Education, Leaves 
of Absence, Librarians, Part Time Faculty, Per- 
sonnel I er *State Universities, Teacher Disci- 
pline, Teacher Teacher Responsibility, 
Teacher Retirement, Teacher Salaries, Tenure, 


Unions 
Identifiers—Agency Fees, Dues Checkoff, Faculty 
Ri tment, National Education Association, 
*NEA Contracts, Personnel Files, Union Rights, 
*University of Massachusetts 
The collective bargaining agreement between the 
Board of Trustees of the University of Massa- 
chusetts and the Board of Regents of Hi Educa- 


tion and the Massachusetts Society of Professors, an 
affiliate of the National Education Association, cov- 
ering the period July 1, 1986-June 30, 1987, is pres- 
ented. Items covered in the 
recognition, affirmative action, managemen 

unions rights, dues checkoff, agenc 


agreement include: unit 


trative service, and annual evaluation of full-time 
faculty. (SW) 
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— State University, National Education Asso- 
ciation, *NEA Contracts, Personnel Files, Union 


Rights 

The collective bargaining agreement between the 
Board of Trustees of the California State University 
and the California Faculty Association, an affiliate 
of the National Education Association, covering the 
period July 1, 1987-June 30, 1991, is presented. 
Items covered in the agreement include: unit recog- 
nition, management rights, union rights, faculty par- 


safety, and lay 
faculty positions and salary schedules by position. 
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Association, July 1, 1986-June 30, 1989. 
National Education Washington, D.C.; 
Nebraska State Coll. Education Association.; Ne- 





braska State Colleges, Lincoln. 
Date—86 
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Procedures, Higher 
Layoff, Nontenured Faculty, *State 
Summer oe en- 


tion iation, cover 
ing the period July 1, 1986-June 30, 1989, is pres- 
ented. Items covered in the include: unit 


compensation for overload and 

fringe benefits, use of college facilities and services, 
association activities, reduction in force (layoff), cri- 
teria for layoff of — payroll 

tenure, and dismissal of tenured and nontenured 
faculty. (SW) 
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ldeatifiens APT Goma, National Education 
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sity Professions 
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sions, i 
Teachers, for 1985 to 1988 is presented. Items cov- 
ered in the agreoment include: unit recognition, 
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discrimination, employee 


D.C.; New Jersey State Coll. System.; New Jersey 
State Federation of Teachers. 

Pub Date—8 Apr 87 

go Not available in paper copy due to 
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Colleges, 
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Jersey College 
tem), covering the period July 1, 1986-June 
1989, is presented. Items covered in the agreement 
include: unit tion, nondiscrimination, no 
strike/lockout 1 = 30, 1989, is wy 
Items covered ~ the agreement grievance proce- 
dure, union-employer information exchange, un- 
ion-board relations, union rights, employee rights, 


qualification for faculty ranks. 
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Ohio Education Association, Columbus.; Youngs- 
town State Univ., Ohio. 
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evaluation of faculty, a faculty improvement leave 
and a list of faculty tasks and assign- 
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Iowa State Board of Regents, Des Moines.; Na- 
tional Education Association, Washington, D.C.; 
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a State Board of Regents, National 
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ive bargaining agreement between the 
State of lowa Board of Regents and the University 
of Northern Iowa Uni-United eng op ae 
the National Education Association, for the period 
July 1, 1987-June 30, 1989 is presented. Items cov- 
ered in the i 
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The collective it between 
Assembly and the 
egents of the University of Hawaii for the 
period 1987-1989 is presented. Items covered in the 
i tion, outside em- 


chairs, grievance 
and no strike/lockout clause. 
specific institutions and sectors are included. (SW) 
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and Connecticut State University Chapter of the 
American Association of University Professors, 
covering the period 1984-1987, is youn Items 
covered in the agreement include: uni 
definitions; nondiscrimination; 


Trustees. (SW) 
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ion Rights 
The collective bargaining agreement between the 
Board of ~~ of Montana University System 
and Western Montana Co! Faculty Amocietion, 
an American Federation of Teachers affiliate, cov 
ering the period July 1, 1985-June 30, 1987, is pres- 


tent rights and copyright interests; program grants; 
appointment practices; tenure, promotion, and eval- 
uation; tenure and promotion criteria; termination 
of nontenured and tenured faculty; resignation; 


Oe repewhed (SW) Two faculty evaluation forms 
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National Education Association, W $ 
Pennsylvania State System of Higher Education. 
Pub Date—85 
we Document contains small prin 
Pub Type. Legal /Legislative/ be vty Materi- 


090) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 


i it, Teacher i 
Ldentifiens Doss Checkoff, National Education 
Association, *NEA Contracts, *Pennsylvania 
State Colleges and Universities, Personne! Files, 
Union Rights 
The collective bargaining it between the 
ay see = State yo Education and 
the Association of os and University 
Faculties, an affiliate of the National Education As- 
sociation, covering the period Jul A 1985-June 30, 
1987 is presented. Items cov: 


arbitration, department chairpersons, performance 
of bargaining unit work rights and privileges of the 
union, rights of the state system of higher educa- 
tion/ universities, faculty appointment, performance 
review and evaluation, personnel files, renewals and 

tenure, promotion, sick leave, leaves 


sxody and indi i 
ucation, dues checkoff, retrenchment, health and 


welfare, travel expenses, and agreement against 
strikes and lockouts. (SW) 
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between 





Pub Date—85 
Note—28p.; Document contains small 


came *Employment 

dures, Sancetion Records (Forms), 
*State Universities, Teacher Responsibility, 
Teacher Salaries, Unions 

Identifiers—* AFT Contracts, American Federation 
of Teachers, Faculty Reappointment, 

Files, *Portland State University OR, Union 


Rights 
The collective bargaining 





pecans and notices and com- 
include: conscientious 
Ghjection form, letter of offer of appolatment, griev- 
ance form, grievance-request for review, and notice 
of intent to arbitrate. 
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HE 020 920 
College Trustee Study [ data 
file}. 


of 
Governing Boards of Universities and Colleges, 


Washington, D.C. 
Report No.—EF000203; ICPSR-7011 
Pub Date—68 
Note—The codebook documenting this file was 
pantie Cee ee ee. 
chive of Iowa, University of lowa, lowa Ci 
is available both from them (as Study 2h and and 
from ICPSR (as part of ICPSR-701 1). 
Available from—Inter-University Consortium for 
Political and Social Research (ICPSR), P.O. Box 
1248, Ann Arbor, MI 48106. Telephone: (313) 
764-2570. 
Pub Type— Machine-Readable Data Files (102) 
Document Not Available from EDRS. 





Boards. *Hig! . ’ 
*Policy Formation, Political Attitudes, Role Per- 
Sampling, Social Attitudes, *Trustees 
Trustee Study 
, during the 1967-68 academic 
, a large scale survey (the “College Trustee 
members 


80 college board trustee members. 
The survey aimed at discovering who sits on tnd how 
erning boards, what they do, 


: Their Bac 
tional Attitudes” (ED 028 704); 2 “The New Col- 
Some Predictions ft 


lege Trustee: lor the 1970s” (ED 
045 013). (WTB) 
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File [machine-readable data file 
calle Entrance Examination ‘Ded, Washington, 


— ency—Ford Foundation, New York, 
ational Center for — Statistics 
(DHEW/OB), Washington, D 
R . —EF-000053 


sey Ave., N.W., Washington, 
(00) 424-1616, (202) 357-6768. (SAS 
X File, $150). 


ors 
Pub Machine-Readable Data Files (102) — 
Numerical/ Quantitative Data (110) 
Document Not Available from EDRS. 
Descriptors—Aptitude Tests, — Entrance Ex- 
*College Students, *Educa- 
Enrollmen 


ition, Universities, Work Study 


Identifiers—*National Longitudinal Study High 
School Class 1972 
The National Longitudinal Study (NLS) of - 
High School Class of 1972 collected data on 


ey to pull institutional data and 
attributes from four sources: (1) the 1973-74 Higher 
Education Directory; (2) the 1973-74 T: ite Ap- 
— Data Filer’ (3) the 1972-73 Educa- 
General Information Survey (HEGIS) 
; and (4) the 1972 yao Council 
itutional Characteristics File. The 


dent expenditure levels for tuition, fees, room, 
board, books, and 
ite scores for the 


(ACT), = 


HE 021 013 


Cris co Compe, 2978-2979 A Servey of 308 
College Campuses and Cities [machine-readable 

data file}. 

Inter-University Consortium for Political and Social 

Research, Ann Arbor, MI. y = 
Spons Sy My med justice, Washing- 
ton, D.C. Bureau of Justice Statistics. 

oon No.—EF-000225; ICPSR-8381 

Pub Date—85 

Note—Produced by the Criminal Justice Archives 
of Se, Sa Site Ee & eee’ = Sass 
sub-files: (1) SPSS version 9 file con- 
trol cards; (2) SPSS-X control 3 cards; and 3) the 
actual data (80 variables in 80-character logical 


records). 
Available from—lInter-University Consortium for 
Political and Social Research ICPSR), P.O. Box 
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fonts. Arbor, MI 48106. Telephone: (313) 
Pub Type— Machine-Readable __ Files (102) 


ratios, as well as percentage of foreign students, per- 
centages of fraternity and sorority members, and 
receiving 


ities campuses 
ase 1978 “Uniform Crime a Unemploy- 
ment rates were obtained from the Census Bureau's 
“Employment and Earnings, 1978” and “State and 
Metropolitan Area Data Book, 1979.” The oat 


Sex 
Education, Fall 1978.” Campus variables were col- 

lected from various standard college 
ides: e.g., “Comparative Guide to American Col- 
ee east Sacha 


Smcbemey 
.” TYPE OF SURVEY: shy - . SAM- 
campuses and their cities (150). 


ang sources. FRE- 
RST DATA: 1977. 


HE 021 015 
Snyder, Thomas P. Galambos, Eva C. 
ee 


Study. 

Office of Educational Research and Improvement 
(ED), Washington, DC. 

Report No.—IS-87-125 

Pub Date—Jan 88 

Tote For a related document, see ED 283 


499. 

Available from—S omen of Documents, 
Government Prin’ Office, Washington, DC 
20402 (Stock #06 4-4). 

Pub Reports - Research (143) — Numeri- 
cal/ titative Data (110) 

3 Price - _MFO1/PC04 


Facul Comparative pram SCast Effecti 
ve- 
ness, * “Educational Finance, Expenditure ne Stu- 
dent, Faculty Workload, 
Instructional 





professi 
gums onsed for nsthehons toeveieate Gaalr edly 
ne aaa Sa more efficient utili- 


(i) ad 
tion, and (2) ~y * —->~s state uni- 
pooner Hy 3 Six figures and 24 tables are 


IR 
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Cannings, Terence R. 
of Ethics for the Use of Computers 
Education. 
Date—16 Apr 86 
‘ote—21p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 


ciation (San Francisco, CA, April 20-24, 1986). 
Type— Guides - Non-Classroom (055) — Re- 
ports - oo (143) — Speeches/Meeting Pa- 


Graphics, Delphi beg ary *Evaluation Crite- 
ria, *Value Judgment, Visual Arts 

Based on individual Sane to establish qualitative 
criteria, perceptions about computer 
as an art form within the broader 
artistic expression are disjointed. 
heuristic approach taken for this inquiry into the 
developing aesthetics of computer art consisted of 
an interactive survey known as the Delphi Proce- 
dure, which was used to engage a panel of experts 
nen intaschangp of visu ons tocapiens Goverions 


ich, wano, 
Monique Nahas, Mihai Nadin, Frieder Nake, Lil- 
lian Schwartz, and Gene Youngblood. The ques- 
tionnaire and the complete text of the responses are 
included in the discussion. (Author/MES) 
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Johanson, R P. 

Educational and Cognitive Skills: Cur- 
ricular Issues and Prolog Prospects. 

Pub Date—Apr 87 

Note—27p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 

ciation (Washington, DC, April 20-24, 1987). 
Pub Type Information Analyses (07 0) — Opinion 
Papers (120) — a Papers (150) 
EDRS Price - MF01/PCO02 Plus Postage. 


anaes “Cognitive Development, Cognitive 
Proosssen,_ *Instructional Effectiveness, *Pro- 
Programing 


—. ® Languages, Roameh 
‘oblems 
Following a summary and critique of the research 


exists, 
to the end ofthe chai (2) application Fepreset 
more likely area than programming for the desired 
— outcomes; Q@) eee on cognitive out- 


Programming has Poorly 
ized; (4) such research has been ted and 
Gout ot the wrong age lnvel (3) the anticipation of 
cognitive benefits constitutes a resurrection of the 
discredited ee eee dae 


(5) failone to find the looted aftecte of of programming 
has been due to a lack of curricular sophistication, 
and 8 related to such outcomes have not 
been inherent in experimental treatments. The first 
major claim is that the principal weakness of re- 
search on the cognitive consequences of program- 
ee ee ee 
consideration of curriculum issues. 
claim is that a relatively —¥ .. ny. progam 
ming language, Prolog, which is radically different 
from procedural like BASIC and Logo, 
merits serious for educational use. A 
eddie taemeieeee 2 
list of 44 references is included. (MES) 
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practice through the use of CAI and those who 
ceived additional drill and practice only from w 
sheets. Twenty-four students from a third 


class in an urban school were randomly assi 

either the experimental or control group. 
measured by a posttest revealed no significant dif- 
ference in achievement between the two groups. An 
extensive review of related research on CAI is in- 
cluded, and 34 references are listed. The pre- and 
posttests, worksheets, and the raw score data are 
appended. (MES) 
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Gerlach, Gail J. 

The Effect of Typing Skill on Using a Word 
for Composition. 


Processor 
Pub Date—Apr 87 
Note—21p.; Paper presented at the Annual Meet- 
ing of the American Educational Research 
ciation (Washington, DC, April 20-24, 1987). 
Pub Type— Information Analyses (070) — Reports 
as (143) — Speeches/Meeting Papers 
} Price - MF01/PC01 Plus Postage. 


ty ~—A- (Data Entry), *Revision 
(Witten Composition), Student Attitudes, 
— *Word Processing, Writing (Com- 

position), * iting Skills 
This investigation of the effect of typing skill on 
using a word processor for composition hypothe- 
sized that students who had learned keyboarding 
skills would: (1) write longer essays when using a 
word processor; (2) revise their essays more when 
using a word processor; (3) feel more positive about 
oy by using a = processor than students 
who keyboarding skills; and (4) 


fourth grade students from a semi-rural university 
laboratory school in western Pennsylvania who 
served as subjects were randomly assigned to one of 
two treatments, i.e., one group received instruction 
in keyboarding via a typing tutorial, while the other 
group did not receive such instruction. Both groups 
then received instruction in a word processing pro- 
gram for use in writing. Results revealed no signifi- 
cant differences between the two groups in the 
of their compositions, the total number of 
revisions they made, the types of revisions made, or 
their attitudes about using the word processor for 
writing. The results did support the fourth hypothe- 
sis, however, as the typing tutorial group showed 
significant gains in typing speed and accuracy after 
using word processing under supervision for four 
months. Limitations of the study are noted and ar- 
eas for future research are suggested. A list of 24 
references is provided, and an outline of categories 
for coding revisions on compositions is appended. 
(Author/ MES) 
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Robinson, Louise And Others 

Let the Computer Introduce Itself to Education 
Majors. 


Pub Date—Feb 87 
Note—18p.; Paper presented at the Annual Meet- 
of the Association of Teacher Educators 
ouston, TX, February 15-18, 1987). 
Pub Type— Information Analyses (070) — Reports 
wo (143) — Speeches/Meeting Papers 
) 
EDRS Price - MF01/PCO01 Plus Postage. 
Descriptors—Comparative Analysis, *Computer 
Assisted Instruction, *Computer Literacy, Course 
Content, Hi Education, Microcomputers, 
*Preservice Teacher Education, Pretests Post- 
tests, Questionnaires, Student Attitudes 
The effectiveness of a computer-assisted system 
to deliver an introductory course on educational 
computing to preservice Saeeenene early child- 
hood teac was investigated in study. The 33 
subjects enrolled in a one-hour Computer Literacy 
for Teachers course during the spring semester 1986 
at Indiana University of Pennsylvania, worked in 
pairs and received 15 hours of instruction via an 
Apple IIc microcomputer. The Minnesota Com- 
puter Literacy Awareness Assessment (MCLAA) 
was used as both a pretest and a posttest to measure 
both affective items, such as enjoyment, anxiety, 
efficacy, education, social values, and technical val- 
ues, and cognitive knowledge of | software, 


administered to the subjects after the posttest. 
Analysis of the MCLAA results showed a signifi- 
cant difference between the mean scores on the pre- 


RIE FEB 1988 





and posttests on every component except social val- 


Pub Type Collected Works - Proceedings (021) — 
Information Analyses (070) — Reports - Descrip- 


tive (141) 
EDRS Price - MF01/PC02 Plus Postage. 
Descriptors—*Cognitive Development, *Cognitive 
bs Assisted Instruction, Com- 
puter Software, Educational Trends, roe yd 
Secondary Education, Futures (of Society), Man 
Machine Systems, *Research Needs, Student 
Motivation 
This report presents a national agenda for re- 
search on the of skills via com- 
puter technology which was developed at a 
National Academy of Sciences 


methodological, 
volved in the use of computers to promote 
thought in grades K-12. The discussion of research 


further investigation is articulated. Ei 
presented at the conference are listed in 
and a 50-item ref is pi 
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Hirschen, Bill 
Video Vision. A Publication on Instructional Tele- 





ee eae ee Vat Sate itaatns 
Department addresses three applications of video in 
New York schools. Chapter | discusses public, ca- 
and commercial television broadcast 


Report No. eee 
Pub Date—Mar 8 
a Hs 0 For ; on 2 ane yay my entitled 


to the Texas Edu- 

ted in this 

of the eight topics 

eicaearaniin aaesatae 
operator or agency responsible for program 
administration; (3) quality factors in content and 


IR 012 802 
Sites. 


Curriculum Services Center, White Bear 
Lake.; Minnesota State Dept. of Education, St. 


Paul. 
Report No.—B820b; MSCS-1702-286500 
Pub Date—Jan 86 


- Descriptive (141) 
1/PC03 Plus Postage. 


Pro- 

Educational Objectives, Educational 

esearch, *Educational Technology, Elementary 

Education, *Information Technology, 
*Telecomm: 


nology are discussed in the introduction to this re- 
port, which also summarizes actions taken by the 
state legislature to support technology utilization, 
inservice training for the use of technology, cour- 


technologies that can be observed at the sites are 
noted, including: (1) microcomputers; (2) net- 
worked computer labs; (3) computer literacy and 
Le aay ve heme am K-12; (4) instructional tele- 
vision; (5) te’ oy (6) automated libraries; 
(7) computer softw: (8) video production; (9) 
two-way interactive television; (10) satellite tele- 


used to illustrate many of the individual reports. 
(MES) 
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Neill, Shirley Boes Neill, George W. 

Only the Best: The Discriminating Software Guide 
for Preschool-Grade 12. 1987-88 Edition. 

Pub Date—87 

Note—127p.; For 1986 edition, see ED 277 361. 

Available from—Education News Service, P.O. Box 
~~ Carmichael, CA 95609 ($21.95 


IR 012 804 


Set See SS ee 146 most highly 
as well as a listing by subject areas, 

wtid ndodocommenem ine totok valhenoate 
cation, college entrance examinations, computer ed- 


Document Resumes 83 


ucation, early childhood education, foreign lan- 
guages, language arts, ~ “yy problem solv- 
ing, science, social studies, tool programs, and 
typing. The description for each of these programs 
includes the subject area, i it date, producer, 
hardware requirements, price, a description of 
the program, level(s), brief tips for teachers, 
evaluators evaluations received, and 
review citations. Part II lists the 47 asoty oulibing 
pat he. — eo — and ne Program ti- 
8), pelos, grade 
level(s), and oie Mart wet ik poovlien the names, 
addresses, and telephone numbers tae lucers 
of software listed in this edition, and Part IV lists the 
168 most highly rated programs from the 1986 edi- 
forma! these 
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Note—7p.; Paper presented at the International 
Conference on Development of Effective Interac- 
tive Instruction Materials (Arlington, VA, June 
18-19, 1986). 

Pub Type— Reports - Descriptive (141) — 
Speeches/Meeting Papers (150) 

EDRS Price - MF01/PC01 Plus Postage. 

Descriptors—Authoring Aids (Pri ing), Busi- 
ness Administration Education, *Computer As- 
sisted Instruction, *Courseware, Deve’ 
Nations, Elementary Secondary Education, For- 

ustrial 


raining, 
Multimedia Instruction, Videotape Recordings 
Identifiers—* Laboratory of Samant Ed Tech- 
—- (Italy), *Software Design 

This paper first provides a brief overview of the 
Italian educational system and the diffusion of com- 
puter-assisted instruction (CAI) within the schools 
and industry, and then it reviews the activities of the 
Laboratory of Interactive Educational Technologies 
(LIET) in the Department of Production Engineer- 
ing at the University of Naples (Italy). Five —¥ of 
LIET are listed: (1) to evaluate possibilities and ad- 
vantages of using on aye and equipment in 
teaching; (2) to assemble and improve interactive 
multimedia teaching systems; (3) to analyze, im- 
prove, and utilize the available authoring systems; 
(4) to produce CAI courseware in various fields; and 
(5) to promote awareness and use of CAI - 
out the educational and business sector. LI 
hardware resources and courseware production ac- 
tivities in the areas of banking, manufacturing, and 
education are then described, as well as a LIET 
study which found that students are receptive to and 
benefit from CAI techniques. A look at future plans 
for courseware development, improvement of au- 


, and teacher training concludes 
the the paper. (MES) 


ED 286 473 IR 012 806 

Masturzi, Elio R. 

The Integrated Teaching Unit. A New Approach to 
Assisted Education. 


Pub Date—86 
Note—12p.; Paper presented at the IBM National 
yk (Milan, Italy, 1986). 
>, Se eee (120) — Speeches/ 
) 


tion Education, *Computer Assisted Instruction, 
Computer Simulation, *Courseware, Deve: 
Nations, Foreign Countries, Education, 


*Instructional apes Bihan odules, Multi- 
media Instruction, Resource 


Identifiers—*Software Design 

Based on experience and _- findings, this 
paper discusses the advantages of using an inte- 
grated computer based teaching unit consisting of a 
textbook, educational software, and applications 
software. It is suggested that the textbook should 
provide basic background material on the topic, the 
courseware should be used for simulation, and the 
application software should demonstrate current ap- 
plications of the topics studied. A description of the 
design of such a module for teac industrial ac- 
counting is — as an example. Four references 
are included. (MES) 
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84 Document Resumes 
Measuring Computer Literacy in Colleges of Agri- 
Conclusions and Implications. 
Texas A and M Univ., College Station. Dept. of 
Leg * No.—FP-86-11 
Pub Date—Oct 86 
Pe tyre Infe Anal 
formation 
- Research (143) — Tests/ 
EDRS Price - | b1/PC02 Plus 
tural Education, Analysis of 
Students, *Computer Liter- 
‘Curriculum it, Higher Educa- 
a. Majors oe. 
4 ane literacy assessment instrument was 


I the current level of computer 
y of students enrolled in agricultural classes at 


(070) — Reports 
tionnaires (160) 





graduate 
range test was used to separate the means. Scores 
were stratified to include those specifically related 








h entry 

includes the name of the survey data file, the years 
pop ee to and a brief de- 
scription of the data. Ordering information is given 
for these tapes as well as for special tabulations and 
mailing labels, and an order form is attached. (MES) 
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House, William J. Davis, Cheryl 

The Recognition of Melodies by Humans and by 
Machine. 


Pub Date—24 Aug 86 
Note-—25p.; Paper presented at the Annual Con- 


Type— Information Analyses (070) — Reports 
- Research (143) — Speeches/Meeting Papers 


(i 50) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—*Computer Simulation, Lt Edu- 
cation, Models, Multiple Ri 
eMusic, Predictive heey Pe +. 
chology), U: 


tion models of melody recognition was compared 


with the performance of human subjects in this 
study. One of the models, INT1, melo- 
dies by comparing specific intervals with stored in- 
tervals. The other model, CONT1, performed by 
comparing the contour of the stimulus melody wi 
an array of melody intervals. The 20 intermediate 
and advanced psychology majors who volunteered 
to participate in the study were tested on the speed 
and accuracy of their recognition of 20 familiar mel- 
odies. In regression analyses, these data were re- 
gressed against the two computer models, and the 
results indicated that the contour analysis simula- 
tion (CONT1) was a more adequate predictor of 
human ——- than was the interval analyzer 
are listed, and several 
graphs ities the —~ 4-- are appended. (MES) 
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Price - MF01/PC02 Plus 
Descriptors—Academic Libraries, College Stu- 

dents, Computer Software, *Microcomputers, 

*Word Processing 
Identifiers—* Apple Works 

Step-by-step instructions for using the Ap- 
pleworks word processing program are provided in 
this manual designed to introduce students at Saint 
Mary’s University (Texas) to the use of word pro- 
cessing for writing papers in their courses. The five 
lessons cover the following topics: (1) facts about 
computers and the equi t needed to complete 
this module; (2) text entry and editing; (3) format- 
ting and printing the text; (4) making major revi- 
= and (5) finishing touches such as 

indenting, superscripts, page breaks, and page num. 

bering. ppewy oye pee 
this manual available to students, as well as the Ap- 
pleworks software and the “Appleworks Reference 
Guide.” (MES) 
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Barlow, Michael 
Working with Computers: Computer Orientation 


for Foreign Students. 
Report No.—ISBN-0-940753-08-1 
Pub Date—87 
Note—304p. 
Available a thelstan, PO Box 6552-W, Stan- 
ford, CA 94305 ($15.95 + $1.00 shipping). 
Pub a a (010) — Guides - Classroom - 


REE 
Postage. 


Descriptors—*Computer Literacy, 
*Computer Software, F S 
Education, *Library Skills, 
line Searching, Telecommunications, *Word Pro- 
cessing, *Writing (Composition) 
Identifiers—Computer Peripheral Equipment 
as a resource for —- students, this 
book includes instructions not on how to use 
pr nay he copes thet tate om 
academic work more efficiently. Part I introduces 
the basic operations of mainframes and microcom- 
puters and the major areas of computing, i.e., file 
tions, databases, 


used text editors: WordStar, 

rite. Three major ones 
systems-DOS, UNIX, and Apple Macintosh Sys- 
tem/Finder—are described in Appendix B, and a list 
of common computer functions is provided in Ap- 
pendix C. Illustrations are used throughout and a 
glossary of technical terms is provided. (MES) 
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Authoring Educational Software. 
Report No.—ISBN-0-394-3905 1-2 
Pub Date—87 

Note—276p. 

Available from—Mitchell Publishing, Inc., 915 
River Street, Santa Cruz, CA 95060 ($20.00). 
Pub Type— Books (010) — Guides - Classroom - 

Teacher (052) 


EDRS Price - MFO1 Plus Postage. PC Not Avail- 
able from EDRS. 


Descriptors—*Authoring Aids (Programing), 
‘Courseware, 


*Computer Assisted Instruction, * 
Elementary Secondary Education, Higher Educa- 
tion, *Pr Languages 

Identifiers—Applesoft BASIC, *Screen Format, 
*Software Design 


Intended for use by preservice and in-service 
teachers, this book contains directions for develop- 
ment of Applesoft BASIC programs that provide 
instruction related to the learning of school subjects. 
Chapter 1 tells how to select a topic suitable for 
educational software and gives directions for devel- 

oping program content based on specified learning 
objectives. Applesoft BASIC is reviewed in Chapter 
2, ent me Rinne A othe tee ek 
as a series of frames with interesting screen 
for selected frames. Chapter 4 explains how to ae 
an educational program interactive through the use 
of prompts and input statements while chapter 5 
describes procedures for including evaluation of stu- 
dent achievement. Different routines to add variety 
and interest to a program are presented in chapter 
6, and chapter 7 contains short routines to display 
and format numbers. Chapter 8 describes shortcuts 
for debugging a program, and chapter 9 — 
how to write documentation for the program. The 
appendices include sample programs, a list of crite- 
ria for the design and selection of educational soft- 
ware, and a table of ASCII character codes. (MES) 
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Akiyama, Takashiro Kodaira, Sachiko Imaizumi 
Children and Television: A Study of New TV 
Programs for Children Based on the Pilot of an 
Production. 


Japan Broadcasting Corp., Tokyo. Broadcasting 
Culture Research Inst. 


(Broadcast), *Recall (Peychology), Tele- 

vision Research, *Television Viewing 
Identifiers—* Japan, Sesame Street 

Reactions of 50 2-year-old and 46 4-year-old Jap- 
anese children to selected experimental television 
programs were examined in two studies. The child 
was placed with his or her mother in a room where 
the experimental pr: was shown on one televi- 
sion and a fast-moving animation without sound 
was shown on a second television as a distractor. 
The child was observed by two video cameras and 
microphone, and his or her attention, language, and 
smile reactions to the experimental programs were 
recorded. The child was also interviewed to assess 
the degree of character recognition, comprehension, 
and recall. The first study used two short experi- 
mental animations, “Yadamon” (the Hard-to- 
Please Child) and “Tazura” (the Mischievous 
Child). The attention rating for these two segments 
was extremely high. About 20% of the 2-year-olds 
were able to answer questions about the story, but 
many of the 4-year-olds answered questions with 
concrete details and showed that they understood 
how the character felt. The second study compared 
the children’s reactions to Japanese and English 
versions of an episode of “Sesame Street.” The aver- 
age attention ratings were about the same for both 
groups and both versions, with the exception of the 
older children, whose attention rating was slightly 
higher for the Japanese version. Data on ——- 
reactions and smile reactions revealed that 
4-year-olds showed more rang reactions to and 
smiled more often at the English version than the 
Japanese one. Of the 13 references listed, 2 are in 
English and 11 in Japanese. (MES) 
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Cape Town Univ. (South Africa). School of Librari- 


anship. 

Report No.—ISBN-0-7992-1041-2 

Pub Date—86 

Note—164p. 

Available from—School of Librarianship, Univer- 
sity of Cape Town, Private Bay, Rowdebosch, 
Cape Town 7700, South Africa (SAR 15-00). 

Pub Type— Collected Works - Proceedings (021) — 





Reports - Descriptive (141) 
- MFO1/PC07 Plus 


tomation, Telecommunications, 
Sixteen papers from a workshop on computer ap- 


Databases 
i (3) “SABINET [South African Bibliographic 
and Information Network]: Descri 


System: URICA” 

“Serials Control: EBSCO” (W. Philip van Zwam); 
(”) we to Software Pac! ” (Margaret 
Lodder); (8) “Building Your Own ~——4 
(Yvonne Seakamp): (9) ae Techniques 
Database S: ”* (Johan van Wyk); (10) “Appli- 
cations of Telecommunications Networking” 
(Sue Bleimschein); (11) “SAPONET: Description 
and Development” (Americo da Silva); (12) “Local 
Area Networks” (Pieter S. Kritzinger); (13) 
“Choosing a Computerized System” (Margaret 
— f14) heaenet Spec ifications for Li- 


text of closing comments by Gretchen Smith are 
included as well as a list of participants, a list of 
vendors, a workshop —— a 50-item bibliogra- 
phy, and a glossary. (MES) 
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os, Paul S. 
Distance Education for Teaching Map Use Skills: 
An Introduction. 


Pub Date—Nov 85 

Note—6p.; Paper presented at the Annual M 
of the North American Information 
Society ag IL, November 10-13, 1985). 

Pub Type— Reports - ao (qi41) — 
Speeches/Meeting Papers (150) 

EDRS Price - MF01/PC01 Plus - 

Descriptors—Course Content, *Distance Educa- 
tion, Inservice Teacher Education, *Instructional 
Design, *Map Skills, Postsecondary Education 
A proposed distance education course on map use 


described, and the objectives of 
the proposed course are reviewed. Various kinds of 
course materials that could be used are listed, and 
a typical exercise sequence is suggested. Geo- 
graphic scope and operational issues are discussed, 
and a tentative arrangement for presenting this 
course in Illinois that was under consideration when 
this paper was presented is briefly described. Seven 
references are provided. (MES) 
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Marzocchi, Judith 
Educational Service 


ogy in the United States. 

Pub Date—May 87 

Note—104p. 

Pub Type— Dissertations/Theses - Masters Theses 
(042) — Tests/Questionnaires (160) 

EDRS Price - MF01/PCOS5 Plus Postage. 

Descriptors—* Audiovisual Aids, *Computer Soft- 
ware, Costs, *Education Service Centers, Ele- 
mentary Secondary Education, Equal Education, 
*Microcomputers, National Surveys, School Dis- 

tricts, *Shared Resources and Services, State De- 

parent of Education, State Legislation, *State 


IR 012 816 
Agencies and Media Technol- 


_ eer eres 
ing regiona! educational service agencies to provide 
special programs and services involving media tech- 
nology to groups of local districts that find it diffi- 


ducted to gather information about education ser- 
vice agencies (ESAs) currently in operation. Four 
categories of ESAs were identified: (1) permis- 


sive—states with 


(3) mandatory/voluntary-states with 

mandating the formation of centers but lea 

school district ape voluntary; and (4) no 
i tions, the 


ogy, 
the letter/survey form used for the study. ) 
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Morris, Donald R. 

Evaluation of the 1983-84 ECIA, Chapter II 
Computer Education Project. 

Dade County Public seabaliey want, FL. Office of 

Educational Accountabili 

Pub Date—Oct 84 

Note—14p. 

Pub Type— Reports - Evaluative (142) 

EDRS Price - MF01/PC01 Plus 

Descriptors—* Educational Objectives, Elementary 
Secondary Education, Expenditures, *Federal 
— ocemee *Microcomputers, Program Evalua- 


Identifiers—*Dade County Public Schools FL, 
*Education Consolidation Improvement Act 
Chapter 2 
Png tt. an i “ ai ge distribu- 

activities from 

1981- 83, th the Dade Dade ee Florida) 1983-84 Edu- 

Consolidation ) 


i consortium; 
and (4) purchases for Chapter 1 schools. ‘Distribu- 

tion of Chapter 2 ex 3 by tive is 
pw It is concluded 


Pub Type— Reports - Research (143) — Tests/ 
tionnaires (160) 

EDRS Price - MF01/PCO05 Plus Postage. 
iptors—*Educational Media, Educational 


Principals, Program Evaluation, Questionnaires, 
Surveys, Teachers 
Identifiers—*Dade County Public Schools FL 
This report describes an evaluation of the Dade 
County (Florida) Public Schools Media Services 
Program which was conducted to determine the ex- 
tent to which the district has provided and main- 
and the extent to 


repmtg fae may hy a 
followed b qnatpeee tie Gite ant Se sees 
surveys to all media specialists, all 
school-site administrators, and a random sample of 
tions 


dures district-level guidelines and deosins ent used 
to administer implementation of the media pro- 
gram; (2) program ts—resources and services 
available to media and administrators for im- 


Document Resumes 85 
plementation of school-level media programs; (3) 
administrative 


program 

services received by students and instructional staff. 
Many tables are presented, and of the job 
analysis and media services evaluation surveys are 
appended. (MES) 
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Schlenker, Richard M. 

Introduction to the Atari Computer. A Program 
Written in the Pilot Programming Language. 

Pub Date—19 Jun 87 


Note—6p. 
Computer Lo ng (101) 
- MFO1/PC01 Plus Postage. 


given for fy} program 
computer memory for use by students. (MES) 
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Loop, Liza 

Open Portal Schools: The Real Impact of Com- 
puter-Based Education. 

Pub Date—87 

Note—14p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (W. DC, April 20-24, 1987). 

Pub Type— Opinion Papers (120) — ‘Speeches/ 
_ Meeting Papers (150) 

EDRS Price - MF01/PCO01 Plus Postage. 


dividual Differences, Teacher Role, *Telecon- 

ferencing 

The model for the school of the future that is 

ested in this paper is based on the imaginative 
technolo- 





nity; (3) face-to-face curriculum-studios, stages, 
workshops, 


laboratories, and ous bw 753 (4) 
traditional classrooms. changing role of the 
teacher is discussed, and supporting social om 
tions such as enhanced childcare facilities and 
home-based employment are described. (MES) 


IR 012 822 


Note—9p.; Paper presented at the Annual Moesting 

of the American Educational Research 

, DC, April 20-24, 1987). 
ype— Opinion Papers (120) — Speeches/ 
Meeting P Papers (150) 
PMPOI/PCO1 Plus 

Descriptors—* Educational Research, *Information 

oe Personal Narratives, Problems, Profes- 

sional Associations, *Teleconferencing 
ets 
The personal experiences of a “noncomputernic” 
with computer conferencing for educational re- 
search, conducting professional association busi- 
ness, and consulting activities are described in this 
paper. Problems and possibilities of computer con- 
ferencing are identified and discussed based on ex- 
periences with: (1) CompuServe; (2) the American 
Educational Research Association (AERA) net- 
work; and (3) the Army Forum. The paper con- 
cludes with a proposal for a television conference on 
the future of university-based continuing education 
centers, which would utilize a recently established 
electronic network at the University of Georgia. 
(MES) 
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Kim, Synghan H. Ed. 
A Perspective of the Future Development of Dis- 
Education 


tance Higher in Korea. Proceedings 
a Symposium (4th, Seoul, Korea, December 12, 
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1986). 
Korea Air and Correspondence Univ., Seoul (South 


Korea). 
Pub Date—12 Dec 86 
Note—147p. 
English; Korean 
Pub Type— Collected Works - Proceedings (021) — 
Opinion Papers (120) — Reports - Descriptive 


tance 

*Faculty Development, Foreign Countries, 

Higher Education, *Student Needs 
Identifiers—*Korea Air and Correspondence Uni- 

versity 

The following papers presented at the fourth an- 
nual symposium hosted by the Korea Air and Corre- 
spondence University address topics relevant to the 
future development of the university: © “A Per- 
spective of the Future Development of Distance 

Education in Korea” (Lee Yung Duk); Q) 


Se Ton Son Soo); and (4) “In- 
potas eg oy ne ey ne puter Assisted 
Instruction” (Lee Tae Wuk). A ym ce a of each 
paper by a zneral comments on the paper by Kim 
vided, 


and 
a list of ts (the latter in Korean only) are 
sppended. (MES) 
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Dewalt, Mark W. And Others 
Reading on 

Pub 

Note— 


Television? 
Date—23 Apr 87 
16p.; We presented at the Annual Meet- 
of the Bloomsburg Reading Conference 
PA, April 23, 1987). 
Pub Type— Information Analyses (070) — Reports 
- —_— (143) — Spocches/ Mesting Papers 





Sex Differences, Tests 

This research paper based upon a thesis of the 
same title examines whether a statistically signifi- 
cant difference exists between computer literacy 
test scores for those students having a microcom- 
puter in the home and those who do not. Relation- 
ships between student gender, adult education level, 
adult occupation, adult computer use, educational 
software, and computer brands and their relation- 
ship to the test scores are also examined. Data were 
collected from 693 seventh grade students in a Mis- 
souri junior high school who were administered the 
Northwest Regional Educational Laboratory Com- 
puter Literacy Test Grade Seven and a researcher 
deve survey designed to collect ———_ 
data. data , bn analyzed using the OVA 
Statistical Analysis System , and statisti- 
cally significant differences were found at the 0S 
level between the computer literacy scores of stu- 
dents who had educational software at home and 
those who did not. A relationship between the edu- 
cational level, occupation, and use of computer by 


was not found to be related to literacy test scores. 
No trend was found toward ownership of a particu- 
lar brand of computer. A review of the literature and 
the student survey questionnaire are included. (RP) 


IR 012 849 


Videodiscs have much to offer in deve! 
school curriculum, but teachers must use ite 
criteria in planning teaching-learning situations that 
will enable students to achieve on an individual ba- 
sis. Thus, students should find meaning, interest, 
purpose, provision for individual differences, and a 
eee ee a pte ce 


each student to achieve “a much as possible. Thus 
a behavioristic approach and considerable student 
input in ongoing lessons and units should be used to 
— logical s and a curricula, as well 
lead students to make 
satpeans generalizations, pt deductive teaching to 
assist them in moving from a generalization to its 
specifics. (RP) 
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t presented at the Annual Meet- 

i ee Annedemn Educational Research Asso- 
ciation (Washington, DC, April 20-24, 1987). 

a (143) — Speeches/- 


crocom: 
“projective” ‘type method with a 
required performance. Si 


Analyses of the data to identify and illustrate quali- 
tative themes and patterns in the stories found the 
inant thematic dimension to be the hedonic 
continuum, from pleasure to pain, with a distinct 
bias in content toward the latter. A comparison of 
the results with Gregory Bateson’s theories on man 
and high technology concludes the paper, and an 
extensive reference list is provided. (RP) 
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> Robert N. 
Evaluation: How to Winnow the Wheat 

“ae the Chaff. 
Pub Date—28 Oct 85 
Note—6p.; Paper presented at the Annual Meeting 

of the Illinois Council of Teachers of Mathematics 

(Normal, IL, October 25, 1985). 
Pub Type— Guides - Classroom - _— (052) — 

Speeches/Meeting Papers (150 

EDRS Price - MF01/PC01 Plus = 

Descriptors—*Courseware, Elementary Secondary 

Education, *Evaluation Criteria, Guidelines, 

Higher Education 
Identifiers—*Software Evaluation 

Formulated as questions, these guidelines set 
forth criteria for use in determining the adequacy of 
an instructional software product. These questions 
are presented as they relate to five major areas: (1) 
the intended purpose of the software; (2) the in- 
tended audience; (3) the content of the program; (4) 
the quality of the instructions; and (5) the available 
management features. A number of additional mis- 
cellaneous considerations are also suggested, and a 
op for additional information is recommended. 
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IR 012 852 
Kosslyn, Stephen M. 
Understanding Charts and Graphs. Technical Re- 
port # 


8. 

Harvard Univ., Cambridge, Mass. 

Spons Agency—Office of Naval Research, Arling- 
ton, Va. Personnel and Training Research Pro- 
grams Office. 

Pub Date—28 Jul 87 

Contract-—ONR-N00014-K0291 

Note—94p. 

Pub Type— Reports - Research (143) 

EDRS Price - MF01/PC04 Postage. 

Descriptors—*Charts, *Cognitive Processes, Data 
Analysis, ‘*Evaluation Criteria, ‘*Evaluation 
Methods, *Graphs, Pragmatics, Semantics, Syn- 
tax, Visual Perception 

Identifiers—Goodman (Nelson) 

The technique developed in this research paper 
for analyzing the information in charts and graphs 
is designed to reveal design flaws in the display that 
may prevent them from conveying information ef- 
fectively. This analytic scheme requires isolating 
four types of constituents in a display and specifying 
their structure and interrelations at the syntactic, 
semantic, and pragmatic levels of analysis. As the 
description is constructed, one checks for violations 
of “acceptability principles,” which are derived 
from facts about human visual information process- 
ing drawn from the literature and from a theoretical 
analysis of the nature of symbols as developed by 
Goodman (1968). Violations of these principles re- 
veal the source Fa spe difficulties in using a 
display. Although analysis is intended to be a 
very refined method and the “violations” identified 
— in fact be irrelevant, this cannot be known 

it knowing the purpose of the display. A rela- 
dvely jaa a example is used to illustrate these 
ideas, and a very complex example is appended. The 

text is supported by a table and 4 figures and a 

29-item reference list is provided. (RP) 
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Note—33p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (Washington, DC, April — 1987). 

Appendices contain small, blurred prin 
sae = a (143) — _-_ 


Teaching, Teacher Educators, Teaching Methods 
RIE FEB 1988 





sary results of an 18-month research project de- 
signed to assess the efficacy of RAP for student 
s into RAP 


struction, Videotex 
Identifiers—* ERIC, *Resources in Education 
Both author and numerical indexes to ERIC docu- 
ments on various facets of distance education that 
were entered in the ERIC database from 1966 
1985 are provided in this guide to the litera- 


computer searches and se- 
searches, includes the author, title, 
publication date, and ERIC document number. Re- 


-learning process 
i Hideo chaudientethest ts thangn due: 

tically because of continuing innovations in com- 

puter-assisted technology, 

this change will be driven 
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Reports - Research (143) 
/PCO01 Plus Postage. 


cinnati Public Schools. For the first =< of the 
study, the average number of microcompu' adie ye 
school at each school level (elementary, my 
nior, and senior high school) in Cincinnati and the 
number of students per computer were determined. 
These results were compared with the findings of 
two national studies of microcomputer usage in 
choad Gietdiets exndected ter Tete tae. and the 
Center for Social Organization of Schools at Johns 
Hopkins University. The second part of the study 
focused on the relationship of selected school char- 
acteristics to both the number of microcomputers 
per school and the ratio of students to computers at 
each school. The school characteristics used were: 
(1) school size as measured by average daily mem- 
percen of minori 

alternative students; ( 
expenditure. The results of these correlation analy- 
ses are provided for both the three school levels and 
all schools taken together. The results of this study 
indicate that, although there was an unequal distri- 
bution of microcomputers among the schools in the 
district, the distribution was not strongly related to 
any of the specific school characteristics examined 
except school size. A six-item reference list is pro- 
vided, and a table displaying the data on the number 
of microcomputers per school by computer model is 
ppended. (RP) 
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Library Staffing. — 
California State Univ., Long Beach. Office of the 
Chancellor. 
Pub Date—Apr 87 
Note—143p. 
Pub Type— Opinion Papers (120) — Reports - 
yp woe (142) 


tion, eS Personnel, Needs Assessment, *Per- 
sonnel — on *Resource Allocation, Staff 
Utiliza 

Identifiers *California State University, Staffing 


Ratio 
Based on an in-depth study of the staffing of the 
California State University (CSU) libraries at Po- 
mona, San Bernardino, and San Francisco, this re- 
past anamiinne Ge acy of the formulas used to 
allocate staff to the 1 1U system libraries. Fo- 
cused on the impact of library staffing on the ability 
of students and faculty to access and use informa- 





is supplemented with three tables, and an 11-item 
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pe ed 


lege and Research Libraries (ACRL) standards ap- 
plied to CSU libraries. (Author/KM) 
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Microcomput i 
Idenifiers—*Appl Macintosh, *Merriam Center 
This report describes the use of Apple Macintosh 


a small, specialized 
congun ef Ges Univenity efile, te appropri- 
ateness of the Macintosh for library use and the 
introduction of Macintosh computers to MCL are 





Massage-the Red-Light 
ta Entry” By my ee (5) “pealetions 
the Macintosh in a Special Li- 
brary tMichsel A. Wiles) (6) “Using the Macin- 
ae © Sue 6 ee ee 


a hael A. Wilson); Publishing 
es ith the Macin Macigtosh and MacWrite 
ror A listing often software sures appended. 
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of Research Libraries, Washington, 
D.C. 
Pub Date—87 
Note—132p.; ws the minutes of the 108th meeting, 





ine of Research Libraries (ARL). The text of 
remarks presented as part of a panel discussion on 
ho peugeams Gheeno tooleden (1) “Development and 





Noteip vty, epared for for . te Dean of ——- Ser- 


Team. ‘or a reports in aibaieamns series, see E 
267 808-809, ED 274 372-374, ED 275 339, and 
ED 277 383-385. 

Available from— 


DC 20036 ($10.00 
Reports - Descriptive o.. 
Postage. PC 


*Preservation, Self Evaluation (Groups) 
Identifiers—*lowa State University 
This final report is a product of a Preservation 
Planning Program (PPP) self-study conducted by 
the Iowa State University, working with the Associ- 
ation of Research Libraries’ (ARL) Office of Man- 


lections to make them available for future use; (3) 
achieving and maintaining a preservationally sound 
Physical environment; and (4) educating staff and 


2 ee 
vided. (KM) 
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Davis, Phyllis And Others 
—— for Excellence for 


IR 052 109 
School Library Pro- 


Alaska § State Dept. of Education, Juneau. 
Pub Date—Jun 86 

Note—1 Ip. 

Pub ad Tests/ Questionnaires (160) 
EDRS Price - MF01/PC01 Plus Postage. 





“Program Evaluation, Rating Scales, *School Li- 
These criteria were designed io be uted by schoo 
administrators, essional 


criteria are also included. (KM) 
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Revelation in 4 a 
Ethnicity and Teaching. 

Pub Date—86 

Note—8p. 

Journal ithe Leatet:v8S 92 9-14 Spr — 
Pub Type— Opinion Papers (1 


invited to discuss Paul Cowan's “An Orphan in His- 
tory” at a “Let's Talk About It” book program on 
Ethnic, American: 


Symbols.” This was one of a 

| Rodownnest for the Hamenites, 
ndowment for the Humanities, 
and the 


peeetti 


a 


same theme which were also discussed at book talk 
programs is provided. (KM) 


IR 052 111 


Note—177p.; Requirement for the Certificate of 
Advanced Study Degree, State University of New 
York at Albany. 

Pub Type— Dissertations/ Theses: - 77 Pa- 


ty tbeariee fall of library 
into a pattern 
whether patron use of com 4h tam 


Survey results obtained from 128 respondents (an 
83.1% response rate) are presented in 152 tables. In 
terpretations and conclusions drawn 


w libraries; 
Brea orarions (0 far seme (11) 3R’s 
and (13) > 


ibrary Instruction, *Library Materials, 
*School Libraries, *Student Needs, *User Needs 
(Information) 
To achieve the many goals set forth for school 


vations with others, and conference rooms for com- 
mittee work involving students. In addition, criteria 
for obtaining appropriate library materials should be 
established, and library materials and services 
should be continually evaluated. Finally, librarians 
should be well versed in the diverse psychologies of 
teaching and learning emphasized in the school cur- 
riculum. A five-item bibliography is provided. (Au- 
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Pub Type— Guides - Non-Classroom (055) — 
Tests / Questionnaires (160) 
EDRS Price - MF01/PC04 Plus Postage. 
Descriptors—* Adolescents, Community Relations, 
*Library Materials, Library on ae 
Personnel, *Library Planning, *Li 
Outreach Programs, *Program a been 
*Public Libraries, Questionnaires, User Needs 
—_ (Information) 
Designed to offer guidelines, ideas and help to 
those who provide library 


cen ce tenes eaionane 
and a checklist for determining community needs 
for YA services. It also covers how to do a school 
survey of YA usage, goals and policies for YA ser- 


and posters, 
weeding the collection, patron complaints and cen- 
sorship, and suggested titles for a YA collection. 


fourth section, which includes surv commu- 
nity resources and agencies, a with the 





Petuluma. 
Spons. Agency California State Library, Sacra- 
Pub Date—{Nov 86) 
Note—85p. 
Collected Works - Proceedings (021) — 


in response to requests for a permencat 
record of California's CALTAC (California Associ- 
Commissioners 


fornia State Library, this report is a compilation 
presentations given at each of the first three 
regional workshops. Fol- 
lowing a listing of the 1986 CALTAC board of di- 
rectors and an explanation of the CALTAC-WILL 
program, original papers presented at the work- 
thope include (1) 1985-86 workshop presentations 
qa YI —4- 


* (Linda Wood); and “The oie of ti 
oie as Information Centers” (Larry Orenstein); 
(2) 1984-85 workshop presentations on “The Cur- 

rent Library Scene in California” (Gary E. Strong); 

“A Day in the Life of a Library-A Trustee’s View” 
(Bea Chute); “Library Public Relations~Overcom- 
ing Invisibility?” (Al Carlson); “Money Matters 
Fundamentals” (Linda Katsouleas); 

and “Library Computers—Avoiding the Pitfalls” 
Geanne =a and 3) yy workshop pre- 


listing of software for libraries is also included. 
IR 052 115 
in an Academic 
Pub Date—1 Jun 87 


Note—82p. 
Pub Type— eg Research (143) — Tests/ 


te Nd Delivery, *National Tech- 
formation Service, University of Texas 


sie dn dae 
RIE FEB 1988 


around time, QuikORDER document 
more cost-effective than SRIM collection 


fe oLamene 3) samples of resoures 
M and NTIS 


! " : 
ries; and (9) a study status report. (KM) 
IR 052 116 


California State Dept. of Mental Health, Sacra- 
mento. 

Spons I edie State Library, Sacra- 

Pub Date—28 Feb 87 

Contract—85-76248 

Note—176p. 

Pub Type— Opinion Papers (120) — may 
ere &. oa Lh aay —soreouaa 160) 





is report describes a study designed 
the client and staff libraries at each of the 11 Califor- 
nia Department of Mental Health (DMH) and De- 
partment of Developmental Services (DDS) 
residential facilities to determine their existing re- 
pape a ey na hr md tr ae 
pte oy ee ity populations. The study meth- 
odology is dcocribed, iaciading interviews with od- 


ide accettdaenaaetedes 
of the people the libraries are charged to serve. The 
recommendations 


ground eo the survey is included in 8 
qoute. text is supplemen’ 
c (KM) 
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Modular Curriculum in Information Studies. 
United Nations Educational, Scientific and Cultural 
— tion, Paris (France). General Informa- 


Report ae -87/WS/5 
87 


a Library Science 

i *Information Studies, UNESCO 
Prepared under a contract between UNESCO and 

IFLA (the International Federation of Library As- 

sociations), this modular curriculum is intended as 


(1) information in its social and communications 
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context; (2) information users; (3 


pe pore we pe Le ne ho 
IR 052 118 


California Library Association, Sacramento. 
3 a ne State Library, Sacra- 


Pub D Dere—Age 87 
Note—114p. 
Pub Type— nepeteo) Research (143) — Tests/ 


separate eys to 
169 public, and 529 special libraries in California to 
to current staff, pro: 


y is 
clude the survey forms; the results of a s 
related survey of California library school ts; 
and a map depicting regions used for table break- 
downs. (KM) 
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A Position Paper on Continuing Education within 
the Profession of Library and Information Sci- 


ence. 
Pub Date—30 Apr 87 


bt System Foundation in coopera- 

tion with the Oklahoma Network of Continuing 
Education. 

Pub a Sa Se Oe — ee - 

—_— (142) — Speeches/Meeting Papers 


Planning, Librety” Sal 
Position Papers, *Professional I Continuing Educa- 
tion, Program Descriptions, State Programs, 
*Ststewide 
_ 

Based on perceptions from interviews and the 
available literature, this report examines the manner 
in which Oklahoma's libraries and library-related 
institutions or agencies deal with continuing profes- 





library and information centers, 
t of Libraries (ODL), and the 
Oklahoma Network for Continuing Education. In 
addition, the major consumers of such programs are 
identified as library and information science profes- 








ite the commitment to continuing educa- 
tion in Oklahoma, both consumers and providers 
must be convinced that lifelong learning and educa- 
tion are as important as formal, initial education. 
(KM) 
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Pub Type— Collected Works - ey te 
“ap Papers (120) — Reports 

EDRS Price - MF01/PC06 Plus Postage. 

Descriptors—Adult ——~ Reading Pro- 


valuative 


ine bas Records (Forms), *State Libraries, Teach- 
Identifiers California, *California Literacy Cam- 


following i 
agenda; (2) the ke address by Gary Str 
state librarian; (3) note adress by Gary Strong 
California Literacy Campaign” (Gary Strong); (4) 
group assignments; (5) questions and comments ts ad- 
dressed to the i 


ing; (9) the retreat evaluation form; (10) tabulations 
of rhe = and (11) evaluations by a 
directors, staff, supervisors, persons 

colt identitiod. und beeed teamibecs, alae ater 
peer pee ene library, California State + 
staff and California State Library Services Boar 
retreat participants, retreat resource hs omg 
treat participant changes are included in a general 
appendix. (KM) 
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Haggerty, Maxine R., Ed. Frear, Ruth A., Ed. 


Utah Library Association, Salt Lake City. Govern- 
ment Documents Round Table. 
Agency—Utah Univ., Salt Lake City. Hinck- 
ley Inst. of Politics. 


'ype— Collected Works - Proceedings (021) — 
ion Papers (120) 
Price - MF01/PC04 Plus Postage. 


Descriptors—* Access to Information, 


t, *Information Policy, Reagan (Ronald), 

United States 
This symposium for the general public was de- 
signed to foster citizen awareness and evaluation of 
changes in the traditional availabil- 


(GODART), and peyote nd remarks by Ted Wil- 
son, Director of the Hinckley Institute of Politics, 
are presented. In addition, the full text is provided 
for the following 

(1) “President Reagan, 

GJ. D. Williams); py J LL, 
Government traditional 
Concepts of Acces pany D. Cooke); 9 “Issues 
in the and Dissemination of Federal 
Information” (Kenneth B. Allen); (4) aa 
Please! The Human Costs of the Information Short- 
age” (Donna A. Demac); and (5) “Legal /Constitu- 
tional Aspects of the ing Patterns of Access” 
(Scott M. Matheson, Jr.). An edited transcript of the 
questions and answers that followed the panel dis- 
cussion are also included, and brief biographies of 
the panel participants are provided. (Author/KM) 
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Abstracts and Indexes Cataloging Project Report. 
Miami Univ., Coral Gables, FL. Otto G. Richter 


Library. 
Pub Date—Aug 86 
Note—13 Ip. 
Reference Materials - Bibli 


Pub Type— 
(131) — Reports - Descriptive (141) 
EDRS Price - MF01/PC06 Plus 


), Serials 

Identifiers—* University of Miami FL 

Intended to provide guidelines for similar future 
undertakings, this report provides a comprehensive 
record of a serials ca’ et ame wy 
the General Reference and 
of the University of Miami's Otto G. Richter Li 
brary between January 1985 and rT" 1986. The 
Project was designed to catalog the department’s 
abstract and index (A&I) collection in order to pro- 
vide a subject arrangement by call number. A brief 
introduction summarizes the project, and detailed 
discussions describe preliminary project activities, 

procedures, 


the see, 

preparing for the reorganization, the reorganization 
itself, and the final phase of the project. A revised 
label policy developed to combat the problem of call 
number labels not ing properly is also in- 
cluded. In addition, the fi ing information is 
provided in eight appendices: (1) A&I Transfer List; 
(2) Inven and Reclassification Lists; (3) A&I 
Alphalist; (4) A&I Shelflist; (5) A&I Keyword In- 
dex; (6) A&l ape List; (7) sample records from 
the reorganization; and (8) A&I Cancellation and 
Discontinued Lists. (Author/KM) 
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Library 
Pub Date—Jul 87 
Note—26p. 
Reference Materials - Bibliographies 
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of Reference Materi- 
ae ae See 
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~aenteeecangeee refe 


payne pray Alene oy Lyne va 


lum of a comprehensive public secondary school 
that includes English, Spanish, French, mathemat- 
ics, physical education, science, social studies, art, 


Standard Book Number (ISBN), as well as a brief 
description, are provided for 130 reference sources 
listed under the following headings: (1) Atlases; (2) 
Dictionaries; (3) Encyclopedias; (4) General Li- 
brary Indexes; (5) History; (6) Literature; (7) Sci- 
ence; and (8) Miscellaneous. (KM) 
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Dervin, Brenda Clark, Kathleen 

ASQ: Asking Significant Questions. Alternative 
Tools for Information Need and Accountability 
Assessments by Libraries. 

Peninsula Library System, Belmont, CA. 

Spons Agency—California State Library, Sacra- 
mento. 

Pub Date—Jul 87 

Note—428p. 

Pub Type— Guides - General (050) — Tests/Ques- 


IR 052 124 


ionnaires, Sampli 
*User Needs a Users (Information) 
fornia, * Making Approach 
Developed as part of a po be project funded 
Services and Construction Act 


ans in the State of California with an alternative, 
“sense- ” approach to assessing the informa- 
tion needs of patrons and potential patrons and to 
assessing accountability, i.e., whether patron needs 
have been met. Meant to enlarge options and sup- 
plement available approaches, this alternative ap- 
proach focuses on the translation of library 
experience and potential into human terms. Follow- 
ing a brief introduction, the project history is dis- 
cussed, the sense-making approach is introduced, 
and an overview of 11 research modules for asses- 
sing accountability and need is provided. The mod- 
ules themselves are then presented, and the results 
of 20 test applications of the modules by 19 libraries 
are discussed. Finally, a “debriefing” section pres- 
ents general concerns and questions about the 
sense-making approach that were expressed by li- 
brarians involved in the module testing applications. 
The text is supplemented with nine tables as well as 
numerous illustrations and graphs. Eight appendices 
include a listing of 19 librarians who will serve as a 
consulting network; guidelines for questionnaire de- 
velopment, interviewing, sampling, content analy- 
sis, and data analysis; suggestions for in 
results; and a 43-item annotated bibliography. “Ms 
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Cloud, Gayla a ae , Jacqueline 

Cost and Search Comparisons of BRS After 
Dark and Knowledge Index. 

Pub Date—9 Apr 87 

Note—15p.; Paper presented at the Annual Meet- 
ing of the Texas Library Association (San Anto- 
nio, TX, soe 9, 1987). 

Pub ae Reports - Evaluative (142) — 
Speeches/Meeting Papers (150) 

EDRS MF01/PC01 


(Information Retrieval), *Search Strategies 
Identifiers—Bibliographic Data Bases, *BRS After 

Dark, *Knowledge Index 

This two-part study was designed (1) to determine 
differences in the costs of searching BRS After Dark 
(BRS AD) and Knowledge Index (KI) generally and 
across ten selected databases, and (2) to determine 
whether there is a difference in the citations re- 
trieved when the same search is conducted on the 
same database in both systems. Study methodology 
involved conducting a total of 40 searches on topics 
chosen from patron inquiries and currently popular 
research paper topics, including 4 searches con- 
ducted in each of 5 databases available on both BRS 
AD and KI. Databases searched included Agricola, 
CAB (Commonwealth Agricultural Bureau), Med- 
lars, NTIS m= Technical Information Ser- 
vice), Inspec, Ps Legal Resource Index, ABI 
Inform, Nati emp ed Index, and ERIC (Ed- 
ucational Resources Information Center). Study re- 
sults indicate that KI was generally less expensive 





than BRS AD when an average of 50 to 60 citations 
were printed and for those databases in BRS AD 
which have citation c of more 

cents. In addition, results for a search 


( 
21-24, 1987). 
Pub Type— Opinion Papers (120) — Reports - De- 
scriptive (141) — Speeches/Meeting Papers (150) 
EDRS 1/PC01 ried gol 


Graphic 
ae er Teacher Developed Mat 
+ “wees Publishing, Printed Materi- 


Arguing that the history of the field of educational 


top 

another production fad that will have little lasting 
effect on the quality of education. Potential benefits 
of DTP are described as: (1) increased availability of 
higher quality printed learning materials for class- 
room use; (2) quick and easy modifications; (3) 
lower cost of production; (4) more exciting printed 
materials; (5) increased emphasis on visual commu- 
nication; and (6) increased sales of computer hard- 


y-desi terials, 
duplication of effort, and costs of purchasing and 
maintaining the software/hardware. Both the cur- 
rent and the historical roles of educational technol- 
ogy in teaching are reviewed, and educators are 
urged to consider DTP in the context of past experi- 
ences with educational innovations. A 16-item ref- 
erence list is provided. (RP) 
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Rholes, Julia M. Caldwell-Wood, Naomi 


Note—26p.; Paper presented at the Annual Meet- 
ing of the American Library Association (San 
Francisco, CA, June 27-July 2, 1987). 

Pub Type— Opinion (120) — Reports - 

— (142) — Speeches/Meeting Papers 


) 
EDRS Price - MF01/PC02 Plus Postage. 
Descriptors—Comparative Analysis, Computer Lit- 
eracy, Education Majors, Evaluation Criteria, 


identifiers—Current Index to Journals in Educa- 
tion, *ERIC, Resources in Education, *SilverPlat- 
ter Information Inc, Texas A and M University, 
User Preferences 
This study conducted at Texas A&M University 
compares two types of training approaches using 
ERIC SilverPlatter (ERIC SP). Education students 
received either: (1) a one hour training session on 
and strategies, or (2) a four 
that described basic 


library 
experience, and user reactions to ERIC SP. Data 
obtained from the 73 users who completed the sur- 
vey indicated that, while many users will need as- 
sistance with ERIC SP, the classes are not essential 
for the successful implementation of an ERIC SP 
service. The six figures attached to this report in- 
clude lists of user comments and selected search 
topics as well as copies of the user survey and the 
instructional handout. (RP) 
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Libraries & Technology. A Strategic Plan for the 


RIE FEB 1988 


New York State Library, Albany. 

Pub Date—87 

Note—25p.; Prepared by the Statewide Automation 
Committee. 


Pub Type— Guides - Non-Classroom (055) — Re- 
ports - Descriptive (141) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—*Databases, *Library Automation, 
*Library Networks, *Library ing, *Profes- 
sional Training, *Shared Library 
Statewide i 
Identifiers—*New York 
by the Statewide 2 Aatomates Commit- 


tee and a list of the committee mem! 
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Muroi, Linda wy toy A 
Library Research Guide International Stu- 


dents. 
California Univ., San Diego. Univ. Library. 
Pub Date—87 

Note—76p. 

cee Clie agen - Lame GG 


tering San Diego State Universi! 
library research introduces ic library mate- 
rials and search techniques. The guide presents a 
step-by-step approach examples, illustrations, 
and maps, to cover the fi topics: (1) intro- 
ductions to San Diego State University and its li- 
— 4 he YS LN (3) 
ee background information; (4) the Li- 
Classification finding 


brary of Congress System; ( 
books and articles; (6) defining government publica- 
tions; (7) evaluating the information ——" and (8) 
using style manuals. Two appendices provide sam- 
ples of four types of information available on educa- 
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Microforms List. 
Music we Association, Ann Arbor, MI. Moun- 
tain-Plains Chapter. 

Pub Date—Sep 86 

Note—25p. 

Pub Type ese Materials - Directories /Cat- 


parative Analysis, pa *Library Circulation, 
Scientific = —— Information, Two Year 
Colleges, U: 
Identifies Columbia Greene Community Col- 
lege NY 
Based on a study of the book collection of Colum- 
bia-Greene Community College Library (New 


gett 
atlas 


a5 
i 


an online, thinking-aloud i 
gate the validity of Feltovich and Barrows’ model of 
expert medical knowledge and illness scripts. Study 
methodology involved asking one medical expert, 
two intermediates, and a novice to think aloud while 
being presented with 48 cards arranged in sequen- 
eye pm ey my 
history and physical or findings for a clinical 
case of alcohol-induced Pancreatitis. The subjects 


propositions bu not withthe novice and intermedi 
which did utilize basic scientific 


accuracy 
pean, «nb 8 Oe ee ee 
model is needed ibe how knowledge is acti- 
vated and applied at different levels of medical ex- 
pertise. The text is supplemented with 2 figures, and 
15 references are provided. (KM) 
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Case-Study: 
United Nations .~y = Scientific and Cultural 
i (France). General Informa- 


tion Programme. 
Report No.—PGI-86/WS/13 
Pub Date—Mar 87 
Note—83p.; Some pages contain small or blurred 


print. 
Pub Type— Reports - Descriptive oe 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Descriptors—Architects, *Architecture, * Archives, 
Plans, Case Studies, *Classification, De- 
vi 
Role, *Information Storage, Maps, 
Identifiers—Argentina, *France, *Records Man- 


agement 
means of close examination of the records cre- 


t Programme (RAMP) study is 
intended to call attention to the basic documentary 
values of these architectural records and to provide 
practical guidance to help ensure their preservation 
until they can be transferred to archival custody. 
The purpose and scope of the manual are discussed, 





OL Document Resumes 


general archival definitions are provided, and the 
study is presented in five which correspond to 
the various stages in the life of documents as consid- 
ered from the standpoint of archives: (1) the — 

contractor) and the 


ples 
tion from several French archives and from the 
Staatsarchiv Wertheim, a listing (in French) of na- 
tional and international standards, and a 47-item 
annotated bibliography, also in French. (KM) 
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Library Media 

Planning Guide. Bulletin No. 7368. 

Wisconsin State Dept. of Public Instruction, Madi- 
son. 

Pub Date—87 

Note—89p. 

Available from—Publication Sales Office, Wiscon- 

sin Department of Public Instruction, 125 South 

Webster Street, P.O. Box 7841, Madison, WI 
53707. 

Pub Type— Guides - Non-Classroom (055) 

EDRS Price - MF01/PC04 Plus 


ty = - 
these guidelines are intended to be used by school 
board members, administrators, and curriculum 
leaders, including teachers, library media special- 
ists, and other educators, to ensure that the school 


school’s instructional program. Designed to pro 

the information essential to the development and 

maintenance of effective school library media pro- 

op tet ey ee 
development, and evaluation together 

with Pienidetince for writing building-level objectives 


of fiction owned on microfilm are not included, but 


a small sample of works included in the ERIC 
cational Resources Information Center) RIE (Re- 
in Education) collection; (5) 
Goldsmiths’-Kress Library of Economic Literature; 
— and Issue Briefs of the 


VB re Bm we 
Literature; % © Sabin; (10) 
Sahel; Ndi) Wennes Ammstonen and (i 2) Women’s 
History: A Literature of Struggle. Bi in- 
formation, including the library call number, is pro- 
vided for each entry as well as a brief description of 
the work. An index to both volumes is also pro- 
vided. (KM) 
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Johnson, Paul Anthony, Ed. 


IR 052 136 


grams. 
Hawaii Univ., Honolulu. Graduate School of Li- 
Studies. 


Pub Date—86 

Note—158p. 

Pub Type— Reference Materials - Bibliographies 
(131) 

EDRS Price - MF01/PCO7 Plus Postage. 

yy Bibliographies, *Folk Cul- 


Greek Mythology, Hawaii (Maui), Japan, Moon, 

Norway, *Oral Literature, *Pathfinders, Roman 

M logy, Tonga, Tricksters (Folk Culture), 

USSR (Russia) 

The first volume of a projected series entitled 
“Traditional Literature and Folklore in Library and 
Storytelling Programs,” this annotated bibliography 
was produced by graduate students in the Tradi- 
tional Literature and Oral Narration class at the 
University of Hawaii at Manoa. The bibliography is 
designed to provide librarians and teachers with in- 
formation on specific topics related to traditional 
literature and folklore, guidelines for locating addi- 
tional information, and suggestions for pone oe the 
myths, legends, and tales in planning storyte! 








= (5) | takes into account the value of 
human material resources within, as well as out- 
side, the school district; and (6) focuses on the im- 
portance of effective relationships with other types 
of libraries, including public and university libraries. 
Following an overview and discussion of the guide’s 
purpose, guidelines are presented in four sections 
covering library media programs on the building, 
district, area, and state levels. Related materials are 
provided in 23 appendices. (KM) 
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Knudson, Yvonne D., Comp. And Others 

Sources for Women’s History in the Microtext 
Department of the Sterling C. Evans Library at 

_ A&M University. Volume I and Volume 


~ Reference Materials - Bibliographies 
EDRS Price - MF01/PC04 Plus 


tions, , *Microforms, Womens Educa- 

tion, *Womens Studies 
Identifiers—*Texas A and M University 

This two-volume annotated bibliography is de- 
signed to provide access to materials in the mi- 
crotext collection of Texas A&M University’s 
Sterling C. Evans Library that relate to women’s 
history. Volume I presents 96 citations to micro- 
form editions of works i by, for, and about 
women before 1900, and Volume II includes 444 
citations to publications written from 1532 to 1984. 
Most of the works in Volume II date from after 
1800, and a large percentage of them deal with 
women’s roles in the political arena. Relevant works 


p for audiences of any age. The bibliography 
is divided into 12 sections, 11 of which are 

Each of these sections includes an introduction, an 
annotated bibliography of sources, a guide to locat- 
ing information, and examples of library and s' 
hour programs for specific topics. A list of 
references used in writing the introductions and 
compiling the bibliographies for each topic is pro- 


the Sea”; (3) “Legends of the Islands of Maui”; (4) 
“Oral Literature of Tonga”; (5) “Ghost Stories of 
Japan”; (6) “Trickster Tales of the Kantchil”; (7) 
“Russian Folktales”; (8) “Norw: Folktales”; 
(9) “The Wee Folk of the British ”"; (10) “Folk- 
tales of France”; and (11) “Greek and Roman My- 
thology.” (KM) 
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Library. 
Pub Date—{83] 
Note—21p.; Doctor of Arts in Information S 


their availability for use; the identification of classi- 
ee with average circulations than the 
for the entire collection; and the analysis of 

to determine 


nursing output of those publishers who most fre- 
quently publish nursing books and to purchase du- 
tes in those classification areas which receive 
circulation. It was also decided to test the 

chet media ee py eee pm to 

books purchased as a result of the study 


sample analysis with complete set analysis indicated 
that sampling would not be an technique 
for examining collections of this size. Statistical re- 
lee 


IR 052 148 


Note—14p.; Doctor of Arts in Information Science 
Practicum, Nova University. Best copy available. 
- Practicum Pa- 


week 2 = a 12-week period, 
recording circulation figures re- 
automated circulation system 

rhe counting the bound journal vol- 
lived. The average number 

title was then compared to the 
circulation in specific subject 


high positive correlation between book stress and 
use, and it was concluded that it would be 





graph. Two references are provided. (KM) 
IR 052 149 
986. 


Note—234p.; For the 1985 report, see ED 273 292; 
a the summary report for 1986, - IR 052 150. 
from—Superintendent of Documents, 





Practicum, Nova University. Best copy available. 
- Practicum Pa- 


try, Statistical Analysis, User Needs (Informa- 
tice), Use Studies 


bey ay ne mpd nat me Ho peo yen 


entire collection of 522 nursing books 


. y 


Fiscal year activities are summarized f 
areas ofthe Library of Congres: (1) 


Educational Liaison Office, Exhibits Office, Federal 
Library and Information Center Committee, Infor- 





mation Office, ee buy Sante Se Se 


tion on gifts or bequests; and an ion chart. 
Statistics on various ctv ar resented 10 of 
the 15 appendices. (K 
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The Library of Congress 1986. A Brief Summary of 
the Major for 


Note—38p.; For the summary report for 1985, see 
ED 273 ‘-. for the full report for 1986, see IR 
may not reproduce well. 


; (9) Law 7 services; (10) re- 
ssonatbihties of of the Assistant Librarian for National 
Programs; (11) providing oe Sm and services 
to visitors, including activities of the Visitors’ Cen- 


motion picture 

exhibits; (14) programs sponsored i 
Folklife Center; (15) activities of the Center for the 
Book; and (16) publications. hs accom- 
pany the text throughout the publication. (KM) 
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p.; F long 
1986-1991, see ED 274 346. 
- Descriptive (141) 
Plus 


State achieves the following: (1) provides 

hmark for the continuing planning, develop- 
oF ee 6 ae ee eS 
summarizes the objectives, policies, and programs 


undertaken for the improvement of those services; 
(3) serves as a guide to library networks, 


i are outlined; and the 
quale and chjpatives ero Giocumsed. Tebiee poovide 
summary statistics on c, academic, school, in 
stitution, and medical ; the New York State 
Library; public library systems; systems and librar- 
Tegion; and state eppropriations for higher 


Purposes N leeds and Intended Actions” and “Pol- 
y Guidelines on the Administration of LSCA 
Funds 1987-88” are included as supplements. (KM) 
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Catalog. 
Pub Date—[87] 
Note—1 Ip. 
Pub Type— Information Analyses (070) — Opinion 


Identifiers—*California Polytechnic State Univer- 
ay. *User Training 

This report is designed to raise issues and con- 
cerns which will affect the successful implementa- 
tion of an education and training program once an 
online public access catalog (OLPAC) has been in- 
stalled in the Kennedy Library at California Poly- 
technic State University (Cal Poly), San Luis 

ted in the document 


por my survey of academic librarians represent- 
ing a diversity of locations and variety of OLPAC 
systems, and vendor-supplied promotional materi- 
als. A discussion of staff concerns recommends be- 
ginning a staff training program six months prior to 
the time the OLPAC will be ready for public access 
and assigning the responsibility for staff and user 
training to one individual, including the preparation 
of instructionally related materials. A consideration 

of users and online catalogs briefly summarizes the 


ea | pon pee ae a 
catalog, user acceptance of and problems with OL- 
PACs, and the Cae ® ape of OLPACs on 
reference service. Finally, recommenda- 
tions for the Kennedy Lil panChl Pereenee 
ted. Refi to 26 are provided. (KM) 
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lines. 
United Nations Educational, Scientific and Cultural 
Organization, Paris (France). General Informa- 


No.—PGI- -87/WS/1 
Feb 87 
~ Guides - General (050) — Opinion Pa- 


pers (120) — a Evaluative ,. 
EDRS Price - Plus Postage. PC Not A’ 





*Archives, 


under contract with the International 

Council on a. this Records and Archives 
Programme (RAMP) ny A is de- 

S peal archivists, manuscript and mu- 


Document Resumes 93 
seum curators, and other interested pr 


ith my py Ch ween 
with an arc 
sound recordings a set of guideli 
appraisal of their archival vali ideli 


experience in the field of sound archives. Following 

a brief introduction, the study traces the history of 

sound et ye pee ow 
and considers the 


A licies in 
action are provided. Finally, the theories presented 
in the study are summarized, and guidelines are 

presented. In addition to a et pe a 
listing of 55 RAMP publications and related docu- 
ments is provided. (KM) 
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The Case Method of Teaching: Community College 
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Education Development Center, Inc., Newton, 
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Pub Date—87 
Note—1 Ip. 
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Identifiers—*Case Method (Teaching Technique) 
The Alliance for Business Literacy Education 
(ABLE), a composite of several Harvard professors, 
the Education Development Center (EDC), and the 
League for a the Community College, is 





dom of class discussion with a careful plan of action 
that will lead students to analyze a situation, iden- 
tify the problems, and propose and assess alterna- 
tive solutions. While this method is hardly new, it 
has not been widely used despite its merits. Post- 
secondary faculty have had few chances to see it in 
action or learn about its key aspects (i.c., how to 
assume the role of facilitator, create the right kind 
of classroom climate, and maintain the right degree 
of direction and control). ABLE has developed a 


making in business and be custom-tailored to the 
needs of community colleges. After having overall 
positive results with draft editions of the cases, 
ABLE began a broad training effort that built upon 
the small-scale, but successful, transfer of expertise 
that had already taken place in the project. EDC 
developed and produced a 60-minute videotape and 
a guide to the method, which were used in five 
regional workshops attended by over 150 facul 
representing more than 40 colleges. While the E 
continues to distribute the package, the real action 
is taking place on the local campuses, where faculty 
are able to take a different look at how they teach, 
and encourage students to participate actively in 
their own learning. (EJV) 
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Center —— Education Statistics (OERI/ED), Wash- 
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Report No. —CS-87- 373 
Pub Date—Aug 87 
Note—67p. 
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mee (Academic), Educational Certifi- 
Longitudinal i Seadion in" Majore (Btedents), Maler, 
National Surveys, Postsecondary Education, Two 
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Year ¢ 


$i ; - 
ay ay 1985, agen pe rr 


margin of 60,600 

~ oa BF RAY 
report examines awards by ma- 
instructional in the 


than- 1-year awards. The next sections focus on state 
findings for academic year 1985, institutional find- 
ings, and the occupational outlook of top-ranking 
programs. Appendixes comprising 
more than half the document ae Se ~~ 
methodology and offer detailed data tables incl 
ing information on awards by sex of student, field of 
, level of award, type of institution, and state 
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cation, *Transfer Policy, Two Year Colleges 


Transfer from two-year colleges to senior institu- 
in See a oS. 
come increasingly difficult in recent years. One of 

to smooth articulation has 


Pub Type— tee 3 - Research (143) — Tests/ 
Questionnaires (160) 

EDRS Price - MF01/PC03 Plus Postage. 

Descriptors—*College pad ey 


-~ Two Year Colleges, *Two Year College 

tudents 

aan ee aD Se ae 
In spring 1985, the Los Rios Community College 

District surveyed 4,084 former students who had 

attended one of the district’s three i 


1983 or spring 1984. The study sought i 
on the former students’ characteristics, primary 


Tespon- 
justed response rate of 52.7%), include 

the folowing (1) the graduates who received asso- 
education or liberal arts 
majors (22.4% of respondents) included the larg- 
est percentage of females (nearly 63%) and of ethnic 


well asa chart displaying awards granted and survey 
responses, by community college major. (EJV) 
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Pub Type— Collected Works - Serials (022) — 


pu 
puter Uses in Education, Educational Quality, 
on Year Colleges 

dentifiers—* Utah 
erhis issue of “Focus” includes nine essays ad- 


and rewards encountered 
tor in Utah; (6) “Making Our Colleges 
national: Promoting a Sense of World Community,” 


oreign 
ulty exchanges; (7) an Computers into the 
Curriculum: The Path of Least Resistance,” by 
Nancy Smith, which reports on a study comparing 


many ways in which computers are bei 
Salt Lake Community College; and (9) “ 
ing a Lifelong Comprehensive Curriculum: Educa- 
tion for the Whole Person,” by Happi T. Hansen. 
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ci Institute of Technology 
Current and historical information on the Went- 


cates awarded and programs offered in 1986-87, 
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along with information on college graduates. Part V 


athletic activities, and campus facilities. (AYC) 
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Pub T; 


nity Colleges, *Outcomes of Education, Program 
Descriptions, *Program Effectiveness, Program 
Evaluation, School Orientation, Summer Pro- 
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Queensborough Comm 

— Pre-Freshman Summer 
(PFSP) is to ease the transition from high school 
into college for entering College Discovery fresh- 
men, and thereby improve their academic perfor- 
mance and increase chances for retention at 
the . An evaluation of the PFSP was con- 
ducted in 1987 assessing the summative longitudi- 
nal academic performance of the 1985 and 1986 
PFSP groups in comparison to a control group of 
College Discovery students who did not participate 
in the PFSP program. Findings showed that after 
four semesters, the 1985 PFSP group, on the aver- 
age, had a grade point average about 0.35 of a point 

than the control group, and had a retention 
rate of almost 71% compared to 35% for the control 
group. The 1986 PFSP group tended to score be- 
tween the control group and the 1985 PFSP gr group, 
with none of the comparisons between the 1986 
PFSP and control group reaching statistical signifi- 
cance. Predictors of fourth semester academic per- 
formance for the 1985 PFSP group included q 
college information, information- ing behavi 
reading assessment score gains, and 
relationships. Gains analysis is offered on the 1987 
group for the 6-week summer program. Supporting 
tables and figures comprise about half the docu- 
ment. (EJV) 
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Education and Student Growth,” by 
cher; (5) “The Role of the Teach- 


Primer on Placement 
rante; (8) “Accommodating Testing to Disabled 
RIE FEB 1988 


Students,” ws Emmett Casey; (9) “The Impact of 

Assessment Minority Access,” by Roy E. 

McTarnaghan By] “Technology _and Testing. 
the Corner?” by 


Customized t 

by Susan S. Obler and Mau- 

reen H. Ramer; and (12) “Sources and Information: 
Student 9 at Community Colleges,” by 
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likely to identify with other adult/professionals 
than with students. This identification may result in 
a biased view of students and educational institu- 
tions. Awareness of this bias/perspective and in- 
sight into its origins may permit researchers to make 
students a more central part of their interpretations 
and to develop a more comprehensive understand- 
ing of colleges and universities. A solution to this 
problem has been proposed by a group of sociolo- 
gists collectively referred to as the school 
of sociology. Within this framework, students can 


ecessary 

clude students in all phases of research, including 
conceptualization, design, analysis, and interpreta- 
tion. This more radical proposal may be necessary 
if the inherently partisan, but essential, view of stu- 
dents to to bn tines tude coemnattin he ubtentent 
ing of colleges and universities. (EJV) 
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ity 
cruitment and Retention of Black and Hispanic Stu- 
dents, this report offers a plan of action for 
i i black enroll- 


minority presence at HCCC. Sec- 
tion 3 presents minority enrollment data, including 
information on enrollment trends, sources of minor- 
ity enrollment, educational opportunity fund stu- 
dents, and retention. Short-term goals and current 
activities with regard to recruitment and retention 
are presented in section 4, followed in section 5 by 
long-term goals and ep ee Lopes 
quantitative goals, methods of 
recruitment strategies, ways of removing barriers to 
success, counseling and academic support services, 
other student services, retention strategies, and 
methods of monitoring student retention. Adminis- 
tration, monitoring, and evaluation of the recruit- 
ment and retention plan are discussed in section 6. 
The final sections list HCCC resources to be de- 
voted to the project and offer a brief note on institu- 
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al Counseling, 
Effectiveness, *Transfer Programs, Two 


Colleges 
Identifiers—ERIC 

tnorgnsed notional tention to the quality of ede- 
cation has resulted in a more critical e2 of 


college students an transfer; ret coms 

community services, vocational, 

Fic: (3) perceived decline i the academic per 
transfer students at 


barriers to an accurate assessment of the transfer 
faction, icing the lack of norms eating tothe 
transfer function, flawed counti 
of accurate data on the number ¢ 


the 
for all students, for students taking 
certain number of units, or for all new students. In 


assessment cet = 


programs that identify transfer students and assist 
them toward their degree goals. (EJV) 
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Educational accountability is central to the repu- 
tation of the nation’s community colleges. Some 
community colleges are adopting mastery learning, 
com y-based education, aes tracking, 
and/or minimum competency-testing as a means of 
remaining educationally accountable. Mastery 
learning programs, under which students are re- 
quired to demonstrate competency in specified, 
cognitive, affective, and/or motor skills, can be used 
to document learning. Rather than basing grades on 
how well a student performs in relation to his/her 
classmates, instructors require students to demon- 
strate mastery of course subject matter on criter- 
ion-referenced tests. Competency-based education 
have been drawn from the mastery 
learning y. Besides requiring students to 
sical C caake cd aad eed couns 
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Identifiers—*Center for the Study of i & Conmenty 
=< —_ ERIC Digests, *General Academic 


fn 1983-84 the Center for the Study of Commu- 
SS SS ee ae 
ment, the General Assessment (GAA) 
student survey, to assess community college stu- 
dents’ in several liberal arts areas, in- 
chading the humanitin. The GAA wes completed 
by a sample of 8,024 students at four large, urban 


background variables (e.g., the number of college 


by the student, and the 

had taken 

ee aes ke older students 
higher in the humanities than younger stu- 


en and the students’ GAA humanities scores. 
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geles, Calif. 
Spons rn Inst. of Education (ED), 


prior test). On the literacy section of 
ee ae a 
ity, older 


est scored higher on the literacy section than those 
intending to transfer or receiving occupational 
training. There appeared to be a positive correlation 
between the number of semester completed 
and scores on the literacy section of the GAA. A 
positive correlation was revealed between the num- 
ber of English courses taken and the students’ GAA 
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In 1983-84, the Center for the Study of Commu- 


including the sciences. The 
GAA was completed by a sample of 8,024 students 
at four large, urban community college districts. The 
scores were cross tabulated by selected student 


characteristic variables (e.g., 
(a eto atc ole 





ining. There was a positive correlation between 
the number of science courses com and the 
students’ GAA scores in this area. 
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Digests 
Criticisms have been raised about large scale com- 
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yn ee pe epee 
A number of these criticisms seem valid, 
srs clearly are not. Some of the most com- 


reading 
writing assignments; poem be ee Fy 
inations. (EJV) 
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Simply stated, enrollment t management is the pro- 
enrollment and 


EDRS Price - 


MF01/PC01 Plus Postage. 
“Articulation (Education), College 
bs School i 


*Community Colleges, Cooperative 
Curriculum t, Dual eo 


(3) sharing faculty and/or facilities; and (4)i inpror 
ing interinstitutional communication. q 
community colleges and high schools are 


philosophy. The result of these efforts will be better 
informed, better prepared, and better qualified high 
school and college students. (EJV) 
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Effectiveness, Evaluation, Question- 
naires, Staff Dev it, State Surveys, Student 
Recruitment, Two Year Colleges, Two Year Col- 
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Programs and Services 


Drawing from on-site assessments of the i 
effectiveness 


September 1 906 cad Anil 196: rl 1987 through 
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ter 3 offers a summary of 1986-87 OPR recommen- 
the i EOPS, covering the 
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Surveys were sea oll 106 two-yeat col 
leges in the state, requesting information on the 
number of students enrolled in LD programs, the 
kind and number of computers used in the LD pro- 
grams, computer availability to students and LD 
instructors, microcomputing plans, decision mak- 
ing, funding sources, cooperation with other depart- 
te of or interest in particular compuet rosrams 


soeupeneend 
included ae iowinn (1) 20 of the colleges 
medium-sized programs, serving between 60 and 95 
eqn my ped Ak he ye 
their LD rama, (3) £7 of tee al 
programs, colleges 
that their LD students had their own microcomput- 
ers at home; (4) 35 colleges reported that they uti- 
lized microcomputers within their LD programs, 


with a range of one to five microcom 


tly knowledgeable 
microcomputers; and (6) 15 colleges indicated that 
microcomputers were being used to support the ac- 
tivities of LD faculty for both instrestional end 
noninstructional i 
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ing 

In summer 1987, the Maricopa Wri' Project 
behd tu fealty warkshege to enesumnge commen” 
nity college instructors’ involvement in writing 
across the curriculum. Faculty from all seven cam- 


puses in the Community College District 
and two educational centers, representing fields 
such as Accounting, Administration of Justice, Art, 
Economics, Mathematics, and Nursing, as well as 
others, were brought 
interest in helping s 
og t- — amen their critical 
become more “1 1F and confident writ- 
ers. —y ts in a variety of —— 
ae ft). researc — = ays in their 
fields to discover i ing writ- 
ig a wring abstrects ofthe most weal ate 
ria (2) fi topic of its oo my Lo pedro for special study on 





y tench; (4) making s trief presentation 

past activities; and (5) writing and 

sharing their own work. An evaluation of these ac- 

tivities is presented in this document, along with 
recommendations and conclusions. (EJV) 
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gui oon content we On tein te 
ment Retention Consortium (LARC) to describe 
the outcomes (i.e., goal satisfaction, retention, and 
skills acquisition) ‘of studen students enrolled in remedial 
— wri courses in a sample of California 

unity and to develop an evaluation 

caadeh which could bo ened ta comatuntty aailege 
to measure outcomes in all programs. Students at- 


—-= 29 communi ~p 7 

and the Now FAK 
Competency Tests (NJBSCT) at the 
end of the fall 1986 semester. The 7, 


prepared for entry into college-level E: 

(5) students’ self-assessment of their writing ability 
was better at the end of the semester than at the 
beginning. Appendices comprise almost half of the 
document and include: (1) college tables; (2) de- 
scription of the NJBSCT; (3) a questionnaire; Os 
list of participating colleges/contact persons; and 

(5) a description of sub-samples used for each analy- 
sis. (Author/EJV) 
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This handbook is designed to facilitate the process 


gl 
it, the authority of the Chancellor’s 
respect to the approval of credit courses, 
and tho prose and taut bo wad toenstly 
procedures currently being used at the districts to 
approve courses. Section 2 presents and explains 
Title 5 revisions in the areas of academic standards, 


tion-and-answer format, section 4 attempts to im- 
part the clearest understanding of the regulations in 
— | areas as course outlines, critical thinking, co- 
— ae ites, and non-degree credit versus 

tions 5 and 6 present model proce- 

dures and relevant forms for classifying courses for 
credit. Section 7 discusses issues related to student 
assessment; section 8 presents an article on public 


outlines. (AYC) 
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_A study was conducted by the Community Ser- 
vices Department at Mt. San Antonio College (Mt. 
SAC) to evaluate participant satisfaction and sug- 
gestions for future direction for the department’s 
of ae oe. A 
as administered in c to 307 par- 
oem torecen April 1, and June 1, 1987, focus- 
ing on 
facilities, students’ assessment of 
tors, marketing, students’ future plans, fiscal sup- 
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majority of which were non-fee, and on campus; (3) 
the ma jap the yt ae etter sem iy 
or in class; (4) 


(7) its indicated that they would take ad- 
vantage of credit card registration, telephone regis- 
tration, and computerized after-hours registration if 
these services were available. (Author/ 
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In spring 1987, apr Net condueted at St. Louis 
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itical 
(WGCTA) and final pray od 
Chemistry. Stud: SER easton ta 


(3) reading scores lower than the 20th percentile 
were strongly correlated with unsuccessful grades. 
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Colleges 
The professional “Cs activities of teach- 
ps faculty, librarians, technical assistants, and aca- 
administrators Niagara County 
y onl College (NCCC) (New York) are re- 
viewed in this report. Twelve major categories of 
professional development are described: (1) col- 


it programs; 
@) off-campus professional development and as 
absence 


improvement in the form of a faculty mentor system 
and individual improvement plans are also dis- 
cussed. Within each , a brief description of 
the activity is provided, followed by more detailed 
information on the extent of college support and 
faculty involvement. The report concludes with a 
discussion of the comprehensive nature of profes- 
sional development at NCCC. (EJV) 


ED 286 571 JC 870 455 
Osborn, Catherine 
a Community Colleges Alumni Study, 


Maricopa County Community Col. District, Phoe 


Pub £ Dennis Sep 87 
Note—61p. 
Pub Type— neprieo) Research (143) — Tests/ 


support 

systematic plan to identify, locate, interest, involve, 
pane eae from former 
students. A questionnaire was sent to 12,319 identi- 
fied MCCD alumni, requesting information on 


alumni characteristics, the opportunities and ser- 
pir eb tpg on ae = nf oma 
Stody find for various college sup- 


regular i ion about college programs 
tivities, 36.7% from eligibility for fitness courses, 
and 35.6% from access to library services; and (7) 


being a professional contact for students, and 10.5% 
expressed an interest in alumni committees. Recom- 
mendations and the survey instrument are included. 
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elationship, Two Year 
_In tion (ABE) 1979, the countywide Adult Basic Educa- 
E) Program at Rio Salado Community Col- 


tion services to Maricopa 
residents. Between 1979 and 1987, 
from 729 students to more than 5,700 students. A 


agencies and centers, and county jails. Since its in- 
ception, the ABE program has offered 50 basic 

skills, 48 General Educational XA. - tA and 
33 English as a Second Language classes in 48 loca- 
tions in 16 communities, as well as a variety of refer- 
ral services. Other features of the program 
include: (1) its emphasis on staff development activ- 
ities, such as an in-service workshop for instructors, 
a statewide ABE conference, and commu- 
nications; (2) the use of a volunteer support 


partnerships, i 
proving instructional design, and expanding out- 
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Rio Salado Community College’s (RSCC’s) Adult 
Basic Education (ABE) | program piloted a project 


Document Resumes 99 


two minicourses on videodisc, which incor- 


rar involved ith o_o 
Stay involved with tec 

- Ky A 
ED 286 574 JC 870 458 
Vanis, Mary I. Mills, Karen L. 

AZALL: Arizona Adult Literacy Line, 1986-1987. 


Report. 
Rio Salado Community Coll. 
Spons Agency—Arizona State eS. of Education, 
Phoenix. 


Pub Date—{87] 
Note—1 3p. 
Reports - Descriptive (141) 
1 Plus 


The Arizona response > ae ae A =. 
(PLUS) was to eta statewide i iteracy ref 


Sommer 1986; Q)a yy file/index of major 
literacy service providers in all Arizona counties 


given, as walle’ tally ofthe total calle secetveds (3) 
two staff members were and seven volunteers 

were recruited prior to the start-up of the Arizona 
Adult Literacy Line (AzALL); (6) staff and volun- 
teers were trained; (7) the operation of the 1-800 
AzALL number was monitored on an ongoing basis; 


i between , 
through June 30, 1987 with 55% of the callers seek- 
ing opportunities to volunteer their time and 40% 


ns Sey oe Se Saas tees 
ills were taught. (EJV) 
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The Adult Basic Education Tele-teacher (ABET) 
was 
(RSCC) to provide ye my 
ance to a Mericope efocation (ABE) ~- 
in 
implementing the project i stincladed the following: (1) 
an 800 num with call waiting ities was 
installed; (2) a certified adult education instructor 





sciences, 
soudonts to capiain speciioaly and com- 
pletely questions and concerns, to direct stu- 
dents to the solution rather than providing the 
answer, and to remain positive and ES 
all times; and (3) information about the AB 
disseminated to ABE directors, ABE teachers, li- 


braries, and community organizations. Between 
| af 1986 and May 19, 1987, 160 calls 
i callers 


cnet, Go Letyine wes used sack lee Chan posteens. 
Based on lack of use, it was recommended that 
ABET be discontinued. Sample promotional mate- 
rials are appended. (EJV) 
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This paper begins with an introduction which cov- 


advertising; and parents’ ability to affect children’s 
reactions to television. The discussion of television 
pt ye ent Pe enh a 


search findings. It is concluded that in general it is 
not desirable to televise violence. The discussion of 
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children. It is concluded that what a child does with 
television and what television does to a child are 
reciprocal and interdependent processes. (RH) 
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Number 44. 
Foundation for Child and Youth Studies, Kensing- 
| ner 


onary | Produced by the Education & Re- 


pectations regarding stepfamilies; (5) 
the atypicality of the nuclear spchilirer’s stepchil- 
; (7) stepc divided 


ial par- 
ent unless he or she has lost all standing as a parent 
because of prolonged absence or extreme insensitiv- 
ity to or neglect or abuse of the child. (RH) 
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Lies and Imaginary Companions. Founda- 
tion for Child and Youth Studies Selected Papers 
Foundation for Child and Youth Studies, Kensing- 

). 


imagining imaginary compan 
stages of development. 
Main topics include (1) the of fantasy; (2) 
fantasy in preschool children; (3) imaginative games 


and dramas; (4) promotion or inhibition of fantasy; 
Compenons Sebectons onan in peso 


ment and for coping with bodily 
pline and j Other subsections cover 
fantasies in narratives; preferred fantasies in chil- 
dren’s literature; and children’s difficulty in distin- 
guishing between fantasy and reality. Imaginative 
games and dramas are discussed in terms of the 
ae een SS aaa 
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mother-employed households: (1) marital status; (2) 
number of hours worked per week; (3) full- versus 


factors that were found to be most effective in pre- 
dicting child adjustment through time included 
marital status, family income, mother’s occupa- 
tional classification, job satisfaction, and satisfac- 
tion with spouse support in child rearing. (PCB) 
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; Paper presented at the Biennial Meet- 
ing of the Society for Research in Child Dev 
ment (Baltimore, MD, April 23-26, 1987). 

Pub Type— Reports — (143) — Speeches/- 


*Facial Expressions, Nonv unication, 

pcos _ 
Identifiers—Context Effect, *Contradictions 

Preschool children, elementary school students, 
and adults participated in a study that examined 


cations by negating 

facial cues. Older subjects, in contrast, were ex- 
pected to interpret the communications by using 
available contextual information to validate the 
meaning of both verbal and facial message compo- 





nents. Thus, interpretations were expec 

es 0 jolat ftnction of the siiject’s cognitive-devel- 
opmental of communication and the 
context in which specific communications were em- 
thor/RH) a -_ 
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a tivation, Caden be 

school Education, Research Methodology, Video- 
tape Recordings 

Identifiers—* Developmental Sequences, *Gender 
aaa Kohlberg (Lawrence), Response Sta- 


ity 
A study of children’s ability to conserve gender 
identity was made to (1) investigate ae ae con- 





ae As presented at the Biennial Meet- 
ing of the Society for Research in Child 
ment (Baltimore, MD, April 23-26, 1987). 
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at 


random! assigned to raining conditions, These 


pre em ag 14 months old who 
played with both cans and tubes in their home for 
1 month performed in both tests in a manner similar 


to that of untrained 20-month-olds. (Author/RH) 
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Price - MF01/PC01 Plus Postage. 

Descriptors—* Affective Behavior, Attention, Com- 


Ps nbn np hy 109 full-term and 
81 infants who were assessed at 6, 9, 12, 18, 
24 months of age. At each age subjects were 


at 12 to 18 months. The 
ity was not observed for the 
preterm infants. Stability across ages generally was 
not observed until the later months of infancy or 
toddlerhood. Occasionally stability was sporadic, 
end escanlenaiiy & wus eat cheered te 18 to 24 
months. Findings indicated that, for full-term in- 
fants, stable aspects of temperament were apparent 
during the first year of life. In contrast, individual 
differences were not as clearly defined for preterm 
infants until later i or toddlerhood. Results 
suggested that prematurity depresses longitudinal 
stability of temperament during the first year of life. 
(Author/RH) 
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the First National Survey of Public School 
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ing of the American Educational Research Asso- 
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‘ae Head Start, School District 


Provided are of a surve —_ school 
districts conducted the Publi hool Early 
Study, a 30-month, three-phase investi- 
gation of the involvement of public schools in the 
—— of early childhood programs. The district 
was designed to answer two basic questions: 
a). tt kinds of early childhood 
school districts run? and v) What are 
4 = these fonbog waft with regard to details of 
services, eligi- 
baity, pe parents and particularly 
—e — The survey consisted = a district 
and program questionnaires. A total of 
1 225 di districts completed the district overview; 
1,681 program questionnaires were returned. Find- 
concern program operation, — size and ra- 
teacher tions, professionals, 
i its, and parent Pe n-ne There 
were more special education programs than any 
other kind of program, and more were enrolled in 
Head Start programs than in any others. It is con- 
cluded that a major trend in early childhood educa- 
tion is the increasing involvement of public ——- 
as providers of early childhood programs. 
tonal questions raved by the data are dactmsed and 
survey instruments are provided. (R 
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Carnegie Corp. of New York, N.Y. 
Pub Date—[86 
— Reprinted from the 1986 Annual Re- 


Es Fis Rs 
Adolescents, 


Carnegie 
Adolescent Development. (RH) 
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ype— ae — (143) — Speeches /- 


This study investigated: (1) effects of teaching 
mothers the unique behavioral cues of their 
infants and (2) Potential differences between the 
practices of adoptive and birth mothers. 
A pretest, posttest experimental prospective design 
was used with random assignment of mother-infant 
dyads. Mother-adopted infant dyads were further 
randomly divided into intervention or noninterven- 
an eae 
birth mothers. Participating mothers were approxi- 


view, and dyadic observation after a stressful period 
were performed as pretest and posttest. Pretests in- 
dicated that all adopted infants differed from birth 
infants in affect, holding, and gazing. Adoptive 
mothers looked at their infants less than control 
birth mothers. The intervention group was taught 
specific behavioral cues from Barnard’s Infant 
havior Assessment Record. After — 
adoptive mothers in the intervention 

strated more maternal vocalizing a than 
did adoptive controls. Adopted infants held onto 
mothers more and withdrew from maternal touch 
more than did adopted infant controls. Findings in- 
dicated that birth and adoptive mothers differed in 
concerns and feelings. It is concluded that mother- 
ing practices of mothers of adopted infants can be 
changed by a specific teaching intervention. Rec- 
ommendations for future research are discussed. 
(Author/RH) 
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Jean Piaget Society (17th, Philadel- 
phia, PA, May 28-30, 1987). 
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School Stu- 
“eed 


Hanoi 
This study, which was concerned with the ways in 
which actions can be elaborated and can influence 


problem and to describe how they found 
their solutions. Aspects of performance inv 


ents, Research 
Identifiers—*Continuity, *Representational Re- 
This follow-up study, which was part of a larger 
itudinal 


of attachment patterns over the 5-year 
No significant relationship wes found be- 


a Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 


ciation (Washington, DC, April 20-24, 1987). 
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ences, Tables (Data) 
Identifiers—Hawaii, *Kamehameha Schools HI 

Reported are findings of the 1985-86 program 
evaluation of the p to 1 and pre- 
school programs operating under the auspices of the 
pas Schools/ Bishop Estate. or of 

e ltr. 
Program) included item analysis of the Questions 
about Pregnancy Test, development of a revised 
data collection and entry system, and a survey of 
former Kupulani participants. In general, former 
participants were pleased with the progress of their 
children in school. Evaluation of the five preschool 
programs used data obtained from parent inter- 
pe fate = a ey Ay 


articulation screening —- 

that the preschools were effective. Children demon- 
strated dramatic growth in the competencies mea- 
sured by educational tests. They also showed more 











and for academic a Teacher displays of 
negative performance also tc a significant role 
in these classes. (Author/PCB 
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i Human 
Services’ capacity for timely response, a 2-year Case 
Decision Project was implemented with tt 


need for child apy ser- 
Texas Department of 


ote—86p. 
oe Bene - Evaluative (142) 
=DRS ~ MF01/PC04 Plus Postage. 
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nitive growth than other Hawaiian children and 
performed better than other entering kindergarten 
children of all ethnicities statewide on at least one 
major educational assessment. However, children’s 
scores were not at the level of national norms, ex- 
cept in the area of psychomotor skills. Findings also 
indicated that Hawaiian children were more likely 
than non-Hawaiian children to fail the 


Pub Date—{86] 
Note—103p. 
= ae Reports - Research (143) 
IRS Price - MF01/PCOS5 Plus Postage. 
Descripeans—*Cagahtive Processes, Elementary 


structs are basic to the model: a figural scheme or 
schema, a spatial mental model, and a working 

called “M operator” or “central computing 
pace” that increases in capacity with age. A spe- 
cially designed drawing task was used that enabled 
researchers to study quantitative relations between 
capacity of working memory and ability to plan in 
advance. In the experiments, children were required 
to (1) think of an interesting scene to draw, (2) 


draw. Subjects participated in either free or con- 
strained versions of the task. In the constrained ver- 
sion, children were presented a list of items for 
inclusion in their drawings. Substantive findings 
were obtained in Experiments 3, 6, and 7. —— 
67 first graders and 90 fourth graders, experimen 
provided a first test of the model and suggested a 
i Experiment 6, which dealt with 35 


cluded that the consideration of general information 
processing constraints on drawing skills is a promis- 
ing approach. (A 10-page reference list, 14 refer- 
ence notes, tables and figures are appended.) 
(Author/RH) 
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Neglect, Day Care, Divorce, Enrollment, *Family 
Sociological Unit), *Family Life, Incidence, 
Latchkey Children, Marriage, *Migration, News- 
ural te mem *Social Influences, 


uicide 

. ~~ Sheets, *North Dakota, *United 
tates 

Situational issues related to families and influ- 
ences upon families in North Dakota and the United 
States are briefly outlined in these fact sheets. Con- 
tents specifically concern (1) outbound migration 
from North Dakota and transition of rural families 
from fi ; (2) suicide in North Dakota and the 
nation; (3) child care issues, such as child abuse and 
neglect, cost of day care in days lost from work, a 
course about self-care for children, family day care, 
group child care, center care providers in the state, 
pean tn ae we I Po ee te 
ly childhood education; (4) preprimary school 
pan ame (5) decline in the number of latchkey 


rising i 

Enclosures include copies of “The Provider,” 

newsletter for professional child caregivers; North 

Dakota child abuse and neglect statistics from July 

1975 through June 1986; and the Governor's proc- 

lamation of 1987 as the Year of the Child, and the 

first Sunday in June as Children’s Day, in North 

Dakota. (RH) 
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perience, *Evaluation, “Evolution, Models, 
*Piagetian Theory, Problem Solving, *Values 

Identi llerier (Guy), Constructivism, Con- 
structivist Thinking, *Functional Properties, His- 
tory of Science, —_ (George E), Scherer (Klaus 
R), Theoretical Analysis, Theory Development 
This paper, which analyzes the nee | re aspect 


ting 
devised, and that the selective mechanism devised 
was the affective system. From this perspective, it 
becomes possible to relate Pugh’s (1977) conception 
of value-driven decision systems and his account of 
affective mechanisms to Cellerier’s (1979a, 19796) 
analysis of pragmatic and epistemic transforma- 
tions. Tenvous as the = 2 model may be, it 
gives a picture more complete than other models of 
the role affective evaluations play in adapting action 
an 6 ee eee = 


payed bey Ay A 


which aspects of affectivity will be included. 
(RH) 
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. Economically Disadvan 
*High Risk Persons, Infants, Intervention, * 
ent Child Relationship, Parent Education, Pro- 
gram Descriptions, Program Evaluation, Toddlers 
ee Delays, *Early Inter- 
vention ley a 
The Parent- t Project (PIP), an infant stimu- 
lation and educational program for children from 0 
to 4 years of age, was established to investigate the 
effects of early intervention programs for infants 


and toddlers who are at risk for special education 
services due to developmental delays. The purposes 
of the project are to (1) identify environmental con- 
ditions that exist within families and that may con- 
tribute to the child’s at-risk status and (2) work with 

home in order to help the parents 


fae! is a cooperative, multidisciplinary program 
with a network and linkage system which connects 
poh nga coment + ey project provides 
periodic children’s growth in the de- 


vealed that mar} percent of the a en enieati das 
vantaged infants referred for an evalustion 
demonstrated developmental delays of 6 months or 
more “ or more of the developmental skill ar- 
eas. 
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Pub Date—May 87 
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instruction should be on the total de- 

velopment of the child: socioemotional, physical, 
and intellectual. The need for concrete learning ex- 
rather than the use of materials such as 


phasized as an ideal means of instruction for kinder- 
garten children because it is active and involves the 
senses. The paper asserts that it is important for 
children to choose their own activities, and for 
teachers to limit teacher-directed activities. It then 


development in kindergarten. Guidelines are pro- 

vided for ing children’s development. Sugges- 

tions for fostering children’s self-control and 

autonomy are presented. Finally, the need for 

pg to determine developmentally appropriate 

to help children acquire essential learning 
(PCB) 
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garten, Primary Educati 
plementation, *Scheduling, Teacher Role 
vegan ft (San Diego) 


a emg any iste 
suggestions for helpin ——, oon (1) plan weekly 


time allotments in ject areas, (2) plan daily 
schedules, (3) group students for maximum learn- 
ing, (4) use support personnel, and (5) implement 
curriculum content. (PCB) 
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*Health, Hygiene, Immunization 


Safety, Sleep 

Identifiers—*Child Health Care, Project Head Start 
Part of a larger study of parents’ practices regard- 
ing children’s ith, this report focuses on the rela- 
tionship of such practices to parents’ beliefs and 
know! about children’s health. The study de- 
scribed factors influencing child health practices 
and sources of child health information used and 
preferred by parents. Also examined was the extent 
to which parents of preschoolers followed health 
ee Lee ee 

pee gall penn dy - 2. nization, sleep 
and rest, and exercise. ipants were parents of 
children 2 through 5 years of age who were enrolled 
in licensed day care centers in the 13 southern 
counties of large midwestern sate The 65 centers 
were stratified according to sponsoring agency: 25 
percent government Head Start, 6 percent college 
or university, 9 percent church, and 60 percent pri- 
ween’ SSS Sees 


in 4 
Parents reported a high frequency of child health 
promotion practices. However, results indicated 
that practices in all seven areas could be improved. 
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Se aeiaehenhtee’ Social coatlice  iattialy defiesd 
as overt opposition between at least two people. 
Additional implications and facets of unilateral and 
mutual opposition are subsequently explored. Dis- 
canes 6 canis Sante Sew See 
cessity of La — 
issues, and the possibi hice of « 

ing issues within any one i+ - 
Be ae dean cd ditto conten 
conflict episodes are (1) social developmental find- 
ings concerning strategy differences when friends 
are in conflict with acquaintances, and (2) sociolin- 
guistic findings on the function of oppositions in 
pretend play episodes and on individuals’ active rea- 
soning in their discussions of sociomoral issues. The 
topic of interactions between conflict and social re- 
lationships is discussed in terms of the function of 
conflict in increasing familiarity, and the effects fa- 
miliarity may have on conflict behavior. (RH) 
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Identifiers -* Fairness, Iceland, Kohlberg (Law- 
rence), *Moral Reasoning, Theory Development 
A study was made to follow up on questions about 

the conception of preconventional moral reasoning 

in Kohiberg’s cognitive development heacp. Benet Based 

on earlier the following hypotheses were 

formulated: (1) children will express genuine fair- 
ness and in’ concerns at the level of pre- 
conventional moral reasoning; (2) while children’s 
moral reasoning at stage 1 may be characterized by 
unilateral respect for rules or unquestioned rule obe- 
dience, a ent orientation will not be a pre- 
dominant concern; and (3) moral reasoning at stage 
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5 en Ses oy oe 
care in lowa. Chapter 2 focuses on starting and 
maintaining a family day care business. Chapter 3 
discusses the home as a ponent = eee 
ronment. Chapter 4 explores aspects of the 


ith, safety, and first aid. 
Conpter 9 dlocuses food and sutridion, Chapa 10 


regulations concerning registra’ of family 
as leon Wha aoe 
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Identifiers Eating Out, Food Consumption, Food 
Preparation, Food Selection, *Meal Patterns, 


evidence of the negative 
and 


Pe 
Saechiann, & was hypothesiaed thet intact faaslie 


ular interest were the subhypotheses that (1) sepa- 


of such families are vulnerable to health 

and nutritional risks requires further investigation. 
Specifically, SE cemtglin Su poungin and evo 
con- 
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as, Preschool Children, Preschool Education, 


oddlers 
Identifiers—* Ontario 
Toddlers (2 to 3 years) and preschool children (5 





sensitive to interval and contour information at 
even the slowest rate. Results indicate that children 
of all ages tested can encode specific as well nam po 
ee aa 
quences, and suggest that pattern discrimination 

performance at a given age reflects an interaction of 
and the demands of the task. (RH) 
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A total of 559 children 5 and 6 years of age were 
observed in 72 full-time and 43 part-time preschools 


play. Hi 
the same total amount of time was devoted to edu- 
cational activities in each of the two forms of pre- 


room situation; a ane my of c 

events; classroom observations; a teens 
personal construct theory; research instruments; 
tasks structured by teachers and by children; config- 


ferences in adults’, teachers’, and 

about events which occurred in the classroom be ~so 
tion; and implications of the findings for the con- 
struction of classroom learning environments. (RH) 
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Descriptors—*Curriculum Development, *Devel- 
ly Childhood Educa- 
i ity, *Family Day Care, 
Guidelines, “infants: *Learning Activities, *Tod- 


dlers 
Identifiers—Program Moni’ 
Age-appropriate activities for children and curric- 


programming. ul 

tate children’s achievement of self-identity and 

self-esteem; (2) provide an outlet for creative ex- 
pression; (3) design learning experiences which 

Lawes help children process information; (4) create 

a social environment which would facilitate social 


principles of the curriculum were applied in a pro- 
RIE FEB 1988 





for 2-year-old children who were receiving 
in a preschool. Curriculum concepts were 
with a network of coworkers. It was con- 


for child care centers, a sample menu, and 
a form for reporting children’s progress. (RH) 
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---* ~ 
and clerical workers, numbering 445 
and 238 respectively, who resided in 30 states, were 
surveyed about 


job - 
to which specific work-re- 
as absenteeism or tardiness 

ee Ae df Fa pee ah child care 
responsibilities; (3) child care its which com- 
panies currently offered or were the 
extent of clerical workers’ interest in child care ben- 
efits, and the benefits workers considered most 
pe prone hn peer for pee and clerical work- 
ers’ perceptions and beliefs might affect child care 


income under ny a Pelee pee tot 
manent employment and presence or absence of 
children. Appendix 3 indicates child care responsi- 
bilities with the most impact for clerical employees 
with children of four different age ranges. 
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a follow-up was conducted of 26 of the still intact 
families to determine the stability of paternal in- 
volvement and the psychological of fa- 
thers’ behavior at the time. Paternal involvement 
was assessed at both times in terms of care, play, and 

overall involvement. For purposes of comparison, 
scores at each time were converted to standard 
scores. In the first stud completed Spence 
and Helmreich’s (1978) PAQ and AWS. Data were 
analyzed regressions and repeated mea- 
sures S ANOVAS. Fathers’ involvement at the time of 


port, it was anticipated that fathers’ involvement 
would be stable over the period examined, and that 
fathers would be less involved with daughters than 
with sons at the time of the second study. The first 

supported, but no on of caild difler- 
ences in fathering were found. In the first study, the 
father’s attitude toward women (AWS), but not his 


tigated were differences in beliefs of mothers in two 
types of families: the first characterized by interde- 
Cent inked by emotions! isthe secon —- = are 
closel emotional ties, the second 


types of caregi 
tateat 10 Which they striouted the success of thal 
ipline strategies to their own actions rather than 
to external factors. In contrast to mothers in inde- 


the social structural features of the setting. (Au- 
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Subjects were 104 fathers and 194 mothers, each 
with a preschool child, who were employed in a 
Data were collected 


roles; and (4) role strain. Findings indicated 
commitments to work and parenti 


spousal support 
ceptions of children. (Author/RH) 
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self-esteem and good behavior; (9) child abuse; and 
(10) community resources for more information or 
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givers make health care decisions. (RH) 
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leave after childbirth. Included are a worksheet to 
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gestions for making the most of a leave. Chapter 2 
explores aspects of deciding to work. Chapter 3 


ful or helpful; what constitutes high quality infant 
day care; what the available types of infant day care 
are; and how to get coworkers involved in day care. 
Provided are a ape pen anes» ma 
lists for evaluating day care facilities and providers. 

5 offers a strategy for time and energy man- 
agement. “Reality tamers” found effective by work- 
ing parents are suggested. A 


addresses i 
expectant and new working fathers. Appendices 
provide lists of resources and readings. (RH) 
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as a response to 
problems is gaining nationwide support. The pro- 
| ape pan cnet meat 
petence and confidence necessary to assert their 
influence and deal effectively with discipline prob- 
lems. The purpose of this article is to discuss the 
program and review the limited research assessing 
its effectiveness. Although the Assertive Discipline 
training program has been presented to over 
400,000 educators throughout the United States 
since its introduction, only 11 research projects 
have examined it. The single study in which there 
was experimental quntedithen et dameun con- 
trol methods to determine positive and negative ef- 
fects of the program found a ide reduction of 
two problematic student behaviors: out-of-seat be- 








oe ip ( 

fection i ime devoted to discipline referrals; (2) 

discipline and student 

behavior; and (3) improvement of teachers’ and stu- 
A second i 





r . 
exhibited lower levels of off-task behavior than did 
classrooms not using the program. (RH) 
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program at the University of Maryland in Baltimore 
County is to develop teachers who are able to inte- 
grate their own understandings and feelings of self 
with appropriate actions in the classroom. pro- 
gram has four components, within each of which the 
teacher-in-training’s knowledge, understanding of 
self, and practical application are integrated. The 
four components are (1) conferencing processes, (2) 
direct instruction in early childhood education con- 
tent, (3) experiences in observing and 

child behavior and in organizing instruction for 
young children, and (4) processes for examining 
one’s own feelings and beliefs issues and 
experiences related to children. program is also 
organized into three student achievement levels. At 
level one, the aes teachers focus on human de- 
velopment and become adept at observing and re- 
cording children’s behavior. Student teachers at 
level two concentrate more on curriculum and the 
special needs of children. Level three is the student 
teaching internship in which students are expected 
to integrate previous types of learning. (PCB) 
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sonal safety and criteria for an effective anti-victim- 
ization program. Also provided are an action plan 
format and examples of criteria-guided pre-imple- 
mentation program evaluation for various levels of 
school. Appendices provide information about re- 
sponding to disclosures, help for schools’ implemen- 
tation programs, parent participation, and available 
programs. (RH) 
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training program grad 
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of this master’s research project were to 

(1) determine the reasons for which parents educate 
their children at home, and (2) compare the atti- 
tudes of home-sc ing parents and public school 
superintendents about the benefits of home school- 
ing. Subjects were parents who home-schooled their 
ey pn et ne ne 


. ist which pres- 
eaend eamnanntarededinadatienesatend 
an attitude survey which included 20 statements 
about the benefits of home schooling. Items in both 
instruments were derived from a review of the re- 
lated literature. Findings indicate that (1) the litera- 
ture on home schooling is accurate in so far as it 
portrays beliefs about schools and education; (2) 

parents agreed with all but one of 
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early school years. Longitudinal correlations of psy- 
chosocial environment indices with teacher ratings 
of child school behavior were also investigated. The 
Fe en ey ey 
21 low-income mothers recruited from public 
health clinics, who were first interviewed before the 
birth of child and were included nthe study ithe 
child was healthy at birth. Of this original sample 
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kindergarten year. Three years after kindergarten 
312 mothers wore selnterviowed. Teacher satings of 
the child’s school behavior were collected each year 
the child was in school. Results suggest that the 
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ive peer nominations. 
counted for more of the total variance than did 


negotiation. Enactment was significantly correlated 
with popularity independently of iation, but 
the reverse was not true. It is conc that find- 
ings are consiatest with treditional views emphasis 
ing the functional pretend 
transformations per se. (Author/RH) 
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Discussion explores values that ought to be taught 
to young children in the public schools. Attention is 
first given to what values are appropriate to teach to 
children at different ow and appropriate contexts 
of value learning. Several classroom incidents are 
offered as examples. Arguments developed in the 
discussion conclude that schools should share with 
parents and churches of choice the teaching of val- 
ues, but should not be expected to bear the entire 
burden alone. Schools should be mainly concerned 
with teaching younger children the values described 
by Honing and Bell (1987) as democratic values set 
out in the U.S. Constitution, and should not remain 
value-neutral on these issues. Children should be 
included in democratic discussions of “value is- 
sues,” and indoctrination and 
cussing values with parents or 


mocracy. Seven implications for teachers are listed. 
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Tao pupete of Gis gupes to epenetiamiy de- 
fine four components of a mental set and describe 
how students can be taught to be aware of and con- 
trol their mental set. of mental set in- 
clude affect, attitude, focus, and meaning. It is 
argued that many factors essential to the success of 
a given task are at least partiaily, and perhaps 
greatly, controlled by the affective tone of an indi- 
vidual; the individual’s attitudes; the extent to 
which the individual is goal-directed; and the situa- 
tional meaning the individual generates. These ele- 
ments constitute the “context” in which individuals 
operate from moment to moment. Certain dispositi- 
ons relative to these parameters “set up” success; 
others “set up” failure. It is further argued that one 
of the primary reasons for the breakdown of many 
classroom learning experiences is poor contextual 
— by students, and perhaps by teachers. 

While good contextual thinking will not insure 
knowledge acquisition, its absence will defeat most 
presentations of content area knowledge. The pro- 
posed strategy for contextual thinking, which is 
meant to be taught and d in the cl 
attempts to make students aware of the four ele- 
ments of an individual’s context, and provide them 
with a technique for monitoring and controlling the 
elements in various situations. (RH) 
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for early childhood development in the public 





schools had been attained, and about potential mod- 
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program legislation and evaluation in- 
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sets o demons fluency scores were greater 
for demonstrated responses than for verbalized re- 
sponses. The correlation between verbal fluency and 
demonstrated fl was negative, and the total 
score was highly correlated with the demon- 
fluency component. Findings on verbal and 

yma ae divergent thinking components of 
study were compared to the results of a previous 


Silky qitheumscssmpyansmatebasedan 
component is included in the experimen- 


PS 016 846 


Games of 
Five-Year-Old United States Public School Kin- 
dergarten Children. 


RIE FEB 1988 


Pub Date—87 
Note—18p. 
Pub ‘Type— Reports - Research (143) 


—Social Sciences 
esearch Council of ‘ee Ottawa tOuteria) 

Pub Date—Apr 87 
Grant—FSC- + mit 
Note—40p.; Paper presented at the Biennial —_ 

ing of the ‘Society for Research in Child Dev: 

ment (Baltimore, MD, April 23-26, 1987). 

'ype— Reports - Research (143) — Speeches/- 





ences, Children, *Consultants, Peer , B Per- 

formance Factors, *Selection, Sex Differences 
Identifiers—* Expertise, *Familiarity 

To investigate age, sex, and situational differences 
in choice of consultant, a total of 192 students-24 
male and 24 female students at 8, 11, 14, and 17 
years of age were interviewed to Tesponses to 
three h problems: impersonal, interper- 
sonal with a peer, and interpersonal with a parent. 
For each hypothetical problem, subjects were asked 


to indicate whom they would select for advice: a 
familiar adult, an expert adult, a familiar peer, or an 


consultant were a function of both 
tion interaction and an age by sex interaction. The 
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Pennsylvania area schools was con- 

purpose of assessing the impact of 
familiarity on the success of children’s help-seeking 
from peers. The amount of visual regard that chil- 
dren received from peers was also assessed. Three 


Intensive observation of the helpi 
of 40 


pended materials 
gestions for youngsters who intend to continue the 
project after instruction ends, as well as a leader 
to small group instruction; materials on ways 
to develop alternative short-term child care activi- 
ties that can be by teens with or without 
adult supervision; materials on the growth and de- 
velopment of children from 6 
age; and a list of 4-H programs which might be 
helpful —e young chil- 
dren. 
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serving the world of the child, facilitating the devel- 
<< preschool children, disciplining young 
and planning activities for young children. 
Units are formatted so that learners can use them to 
develop their skills by answering questions, asses- 
sing the safety of a center, making a record of obser- 
vations of activities, analy: 
behavior, and keeping a personal j 
Each the five ‘units of instruction includes an 
activity based on an instructional film. (RH) 
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This day care infection control manual was assem- 
bled to provide technical guidance for the preven- 
tion and control of communicable diseases to child 
oy care facilities in Seattle and King County, 


ommendations, and letters that can be used to dis- 
seminate information about the disease to parents. 
Introductory sections briefly (1) describe licensed 
day care facilities and roles of day care personnel 
ee control; (2) list illnesses differ- 

conde ye status; (3) discuss 


drome (AIDS), fa conjunctivitis, hepatitis 
A, hepatitis B, be simplex, lice, measles (rube- 
ola), meningococcal disease, mononucleosis, 
mumps, pertussis, pinworms, poliomyelitis, ring- 

worm, rubella, salmonellosis, scabies, streptococcal 
infections (streptococcal sore throat and scarlet fe- 
ver), and tuberculosis. Four reference guides to the 
control of communicable disease are listed. (RH) 
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This PreSET curriculum ——— resource guide 
mm... parents provides ideas and suggestions for devel- 
ee: and responsibility in preschool 
i 36 skills for children which are in- 
cluded in the guide were selected by parents of 
5-year-olds in Hawaii as those skills which were 
important for their children. The skills are grouped 


yam coed 
I, Section II offers tips for parents involved in teach- 
hoolers. Section III lists the 36 skills. 


child has mastered and those yet to be acquired, and 
(2) areas in the community where parents would 
like to take their child. Section V, the most exten- 
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University Park, PA, March 23 23-25, 1987) and at 
the Annual Meeting of the American Educational 
Research Association (Washington, DC, April 
20-24, “ee 
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der friendships were observed at the center with a 
balanced staff. The most gender-segregated 
play at both centers was seen on the playground and 
, followed in fre- 
such times, 
ae gen ate 

play. Implications for early icitoncenans 
teachers are discussed, along with implications for 
early childhood programs and the role of techers in 
promoting children’s acceptance of diversity. (Au- 

thor/RH) 
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Pub Type— Reports - Research (143) 
1/PC06 Plus 


sociodramatic ~ 
Se childien. A total of 31 children were selected 


Document Resumes 111 
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Pub Date—. 87 

Grant—NIMH-G-MH-39957 

a Paper ~— at the Biennial Meet- 
ing of the Society for in Child 
ment (Baltimore, MD, April 23-26, 1987). 

Reports - —— 


appeared to relate to amount of time spent out of the 
home. Mothers who worked more during these 
early years had children with lower grade point av- 


ployment history. 
Mothers who were less involved in household work 
and more involved in child care had children with 


difficulty was relays 

ity was related to their 
report of fewer problem behaviors in their children. 
(Author/RH) 
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further discussed i 


issues. Day care in Denmark is 
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ne hy Behavior, *Behavior Pat- 
terns, Child Rearing, Demogra- 
phy, “Discipline, Family Structure, Foreign 
Countries, Induction, *Parent Attitudes, *Parent 


Child 
——— *Situational 


In this ettompt to explain porental dlacipline bo- 
haviors from an interactionist viewpoint that in- 
cludes person and situation factors, the relationship 
of parental discipline behaviors to situation-specific 
feelings and cognitions and objective situational 


*Power, 


were found. A power-assertive pattern was strongly 
associated with objective situational characteristics. 


with a rejecting pattern of discipline reactions, 
whereas an instructional-learning orientation was 
associated with parental induction. (Author/RH) 
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ay? at staaliraeemaaaall 


pam work analyzes the attribution of causality in 
events related to an episode of interac- 








PR wang Pe pg aly 
group instruction in two cog- 

ately crlented prosthosts. A total of 27 email 
sessions were videofilmed in each 


verbal reference to a self-performed mental 
in one program. The effectiveness or inef- 


Programs. Im; 
teachers are pointed out. Cauthor/ RE) 
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nity and Educational Policy Studies. 
Report No.—ISBN-0-85323-415-9 
Pub Date—86 
a Translated by N. M. Beattie. 
vailable from—Centre for Communi! 
“—n Policy Studies, University of Liverpool, 
19 Abercromby Square, L69 3BX, Liverpool, En- 


gland. 
Pub Type— Reports - Research (143) 
from EDRS. 


oe 


migrant workers in a major Euro- 
pean city —. which hitherto have usually 
been 


velopment ® ofering alternatives of fa. 
the capability to return home, 
e offering numerous patterns 
of schooling, which shouldbe practicable ony ove 
certain population thresholds, and even then, proba- 
bly not for all national groups. (NEC) 

RC 016 343 

Junior 








Awareness, Cultural Context, Curriculum Enrich- 
ment, *Educational Resources, Elementary Sec- 
ondary Education, Filmstrips, Folk Culture, 
Foreign Countries, History Instruc- 
tional Materials, Nonprint Media, *Reading Ma- 
terials, *Resource Materials 

Identifiers—Alberta, Native Education Project AB 
To be ted on a continuing basis, the resources 
listed in this catalogue are for teachers and students 
who are interested in Native people’s contributions 
to Alberta and Canada, their histories, and their 
cultures. Section 1 includes two titles, “The Land of 
the Bloods” and “The Peigan: A Nation in Transi- 


Report 12. 
United Nations Educational, Scientific, and Cul- 
Office for Education in Asia and the 
Pub Date—86 
Note—74p. 
Available from—UNIPUB, 4611-F Assembly 
Drive, Lanham, MD 20706-4391. 
- Evaluative (142) 
Plus Postage. PC Not Avail- 


The Maldives experience of constructing commu- 
nity schools is examined to show how other small 
countries may overcome the special faced 


ii Ase 
new ones, and to assist them in their func- 


pr 
Note—18p.; Paper presented at the Annual Meet- 
ing of the iation for International Agricul- 
tural Education (3rd, Chevy Chase, MD, April 
24-26, 1987). 
Pub Type— Reports - Research (143) — Speeches/- 


farming practices are applicable to i 
cultures, systems, and practices in the LICs. (JM 
RC 016 375 


ing of the Association for International Agric 
tural Education (3rd, Chevy Chase, MD, April 
24-26, 1987). 
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iation for International i 
(3rd, Chevy Chase, MD, 
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tural Education 
24-26, 1987). 
Pub 
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retaining members of the different ethnic 
c advertisements and letters sent 


ity of referrals came from the 
Si tly, it was found that no widows 
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experiences and ie i 
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* Decision Demograph. 
t Patterns, *Family Mobility, Migra- 
tion, * a ny ie ~* — 
Population Distribution, Relocation, Areas, 
*Socioeconomic Influences, Tables (Data), 
*Trend Analysis 
Identifiers—*Policy Implications, Preference Data, 


» SCX, age, 
5 and from 1965 to 1970; reasons 
social costs/benefits of com- 


fect and migration effect ‘curves for 11 western 
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1 Standards 
Identifiers—* American Camping Association, *Fi- 


nancial Reports 

The 1986 American Camping Association (ACA) 
annual report reviews the year’s achievements and 
outlines goals for the future. An introductory mes- 
sage from ACA President Jean McMullan notes 


theme 
by Secretary of the Interior Donald Hodel, 
pm ane ner h provide camping opportunities 


for youngsters from low income homes. The 1986 
fiscal year financial statement is ted and in- 
troduced by the news that, for first time, the 
association has a total worth in excess of $649,000 
a balance sheet over $2 million, and contributions 
a $408,576. Contributors, life members, 
Acorn Society members, and national board, com- 
mittee, and staff members are listed. (JHZ) 
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Using Pesticides Safely. Special Circular 296. 
Pennsylvania State Univ., University Park. Coll. of 
ulture. 


b : ; 
Prodection, *Agricultural Safety, Clothing, Defi 


— ae State Legislation, Toxicology, 


Transportation, W 
Identifiers Labeling (of (of. Np yy yy 
The use is necessary to aid in the 
production ‘of food, feed and fiber, and is equally 
important in the control of home garden and house- 
hold pests, but correct use is critical in preventing 
plants. This circular 


federal pesticide laws; different types of pesticides 
(with definitions); toxicity; routes of en’ ae into the 
human body (dermal, i ); how to 
read and interpret the label; pemicide formulations 
and packaging; protective c 


torage 
what to do if poisoning occurs. Guidelines for keep- 
records on pesticide use are also included. 
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Note—2Ip.; For related documents, see ED 167 
a, ED 170 477, and RC 016 393-409. Product 

of the ¢ Rural Career Guidance Sys- 


frequency of training, 
antages of four patterns of use for the mod- 
ules: after school or afternoon sessions, day-long 
workshops, multiple day workshops, or self-instruc- 


tional mode. Another table illustrates the relation- 
ship of the Facilitator’s Guide Modules and the Se- 
ries Handbooks, noting basic concepts covered and 
key series pages/sections. (NEC) 


ED 286 673 
Altschuld, James W. And Others 


RC 016 393 


149B. 

Northern Michi Univ., Marquette. Schoo: of 
Education.; io State Univ., Columbus. Na- 
_ Center for Research in Vocational Educa- 


om. Agency—Bureau of Occupational and Adult 
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Pub Date—Oct 78 
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Note—63p.; For related documents, see ED 142 
750-751, ED 167 811, ED 170 477, and RC 016 
392-409. 392-409. Product of the Cooperative 

Career 


Program Guides, Rural Environment, *Rural 
Schools, Small Schools, Staff Development, *Stu- 
dent Needs 
Identifiers—* Facilitators, *Rural America Series 
This module, ete nlp wae, amenynw 4 
tors training rural career guidance program staff, is 
designed to give participants a better understanding 
of the career development needs of students in rural 
schools—schools that often have limited resources. 
After the module is introduced, participants com- 
plete a warm-up activity, i.e., a picture puzzle. This 
activity is followed by a short presentation on the 
unique nature of the rural environment (school, 
home, community) as it affects career ey = 
and an overview of the “Rural America Series. 
Participants are then divided into small groups and 
asked to read and analyze specially designed pro- 
files. Following this activity, large pene ew ae 
discussion is used to draw out salient features of the 
profiles. This activity leads into the presentation of 
the Life Role Development Model and the 26 sug- 
gested goals relating to the model. The approxi- 
mately Shen module ends with a summary of how 
tanding of need is essential for the plan- 
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aon. Agency—Bureau of Occupational and Adult 
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Note—52p.; For related documents, see ED 142 
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Development 

Small Schools, S! 

Identifiers—* Facilitators, *Rural America Series 
One of a series to aid facilitators who train rural 

career program staff, this module empha- 

sizes the im of planning in the a 

of a comprehensive career 
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Identihers —*Pecilitators, *Rural America Series 


ticipant involvement is suggested 
subgoals, while important, do convey dif- 


Agency—Bureau of 
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Note—54p.; For related documents, see ED 142 
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Note—36p.; For related documents, see ED 142 
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170 477, and RC 016 392-409. Product of the 
Cooperati Rural i 
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tional Center for Research in V 


aan Agency—Bureau of Occupational and Adult 
Education ——- Washington, D.C. 
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Pub 
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ey For related documents, see ED 142 
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Northern aby Univ., Marquette. School of 
State Univ., Columbus. Na- 
tional Center for Research in Vocational Educa- 
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related documents, 
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Community Relationship, Small Schools, Staff 
Development 
Identifiers—* Facilitators, *Rural America Series 


clude family travel units, parent training ni 
ent discussion groups, problem solving, ¢ 
developmen 


work, workers in the community, and “I’m Differ- 
ent-Are You?”), and nonsubject matter activities 


Elements of an implementation outline are also con- 
sidered: activity title, activi 

reer development goals 

objectives, time i 

ings, teacher/counselor activities, student activities, 
resources, and evaluation. (NEC) 
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Pub Date—Oct 78 
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Note—SOp.; For related documents, see ED 142 
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—_ *school' Guidance, Small Schools, Staff 
identifiers Facilitators, *Rural America Series 

This staff 


a laa Se 


moving on to s detailed look at five major counsel- 
ing services (individual inventory, es inter- 
view, information, coordination and referral, and 
a up). A case study i 


Partici| 

ways in which a developmental career counseling 

program can be achieved. A brief summarization of 

key concepts concludes the module. Issues exam- 

ined include major obstacles to effective counseling 
student-counselor ratio, lack of administra- 

tive and staff support, focus on remedial counseling, 
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Grant ~007605052: G007605225 

Note— ior related documents, see ED 142 
760, E er $11, ED 170 477, and RC 016 
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pap Cue, Ne Rew-Chaeroon (055) 


is receiving placement assistance. Issues 
developing specific activities that assist stu- 


and alternative. Ways in 
which to provide information to students 
Papers, 


s related documents, 
167 811, ED 170 477, and RC 016 
Product of the Cooperative Rural Career 
Consortium. 
Py eg ne (055) 


framework for effective staff development, by con 
centrating on a number of experiential activities for 


are as appropriate i 
learning activities. Key ideas presented include the 
on tat ta dev staff development is a support func- 
development cuts across all phases of 
implemen and e 


Education es. Washington, D.C. 

Pub Date—Oct 7 

Grant 0007605052; G007605225 

Note—34p.; For related documents, see ED 142 
765 (the related handbook), ED 167 811, ED 170 
477, and RC 016 392-409. Product of the Cooper- 
ative Rural Career Guidance System Consortium. 

Pub Type— Guides - Non-Classroom (055) 
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ting, 
ina) Mend that it should occur frequently (five to six 
times a year or more) if it is to be effective. (NEC) 
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— Center for Research in Vocational Educa- 
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Descriptors—Adult Education, *Career Education, 
Community Involvement, Community Relations, 


Guides, *Rural Schools, School 
Community Relationship, Small Schools, Staff 


Development 
Identifiers—* Facilitators, —— America Series 


Programs, needs, 

problems) and community involvement (activities 
bringing community members/organizations into 
direct contact with students and school programs) 
are delineated. The benefits of school-community 
cooperation are outlined as: student opportunities 
for community career exploration, experience in ca- 
= decision making, awareness of community ca- 

t opportunities, and exposure to a 
sae of ot pe J role models. Participants (lay 
groups and government and private agencies) are 
identified. Strategies suggested for improving com- 
munity relations include news releases, radio/tele- 


ono” with Business, Industry, and 
EC) 
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tion. 
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tereotypes 
Identifiers—* Facilitators, *Rural America Series 
This module attempts to put participants into 
contact with the limited or manner in 
which most of us view our world. By doing so, it sets 
the stage for e: ways to bring parents, em- 
ployers, and school staff to an eg = world view, 
particularly as that view encourages wider career 
ities for youth. Training in developing such 
techniques will help counselors and educators to 
plan and implement programs of career guidance in 
rural and small schools and communities, resulting 
in broader career options for students. The module 
is based on the handbook “Rural Community Per- 
spectives toward Career Development.” The con- 
cept of perception set (seeing things in a certain way 
based on one’s experiences) is used to introduce this 
module. A discussion about stereotypic thinking 
and the effects that it can have upon students’ career 
development follows. Participants in brain- 
storming to identify potential strategies for chang- 
ing stereotypic thinking and actively participate in 
the consensus-building exercise. (NEC) 
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Identifiers—* Facilitators, *Rural America Series 
This module underscores the need for evaluation 

in order to collect baseline data to monitor progress 





a process that occurs during planning and is used to 
monitor progress, and, later, to assess overall pro- 
gram impact. After a delineation of commonly held 
negative perceptions of evaluation, the definition of 
evaluation and the nature of the evaluation “beast” 
are discussed. With extensive audience participa- 
tion, a matrix of the major evaluation elements to be 
considered in evaluating the planning phase of pro- 
gram development/implementation is developed. 
Using two handouts included in the module, partici- 
pants are instructed to work in small groups to de- 
velop a similar matrix for evaluating the planning of 
a staff development program. Evaluation concerns 
explored include issues such as: who are the users of 
evaluative information and what are their informa- 

tion needs; strategies for collecting and reporting 
that information; phases of programs (planning, try- 

out, implementation), and sample evaluation con- 

siderations for planning and implementation phases. 
Numerous evaluation instruments and references 
for others are provided. (NEC) 
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— business, ustry, 

guidelines will be of help to rural and small 
echeal connasion end ofusstens as thay pian, inglo- 
ment, and evaluate career Programs in 

ral schools. Characteristicn of formal ond informal 
cooperative agreements are compared. Steps in the 


participants inchede ol a list of responsibilites and 

qualifications of a coordinator, an outline of a com- 

poe ee cooperative agreement, sources and 

kinds of information for evaluating cooperative 

agreements, a coordinator’s checklist for commu- 

program planning, a 

and neu hazards 

and liabilities, and a module specific evaluation 

questionnaire. Covering different aspects of the 

same topic, the module the close ties 

between cooperative relationships and community 

relations and involvement and may be combined 
with Module X. (NEC) 


ED 286 686 RC 016 406 
Altschuld, James W. And Others 
a Guide to Staff oy for the Rural 
Series. Module XIV: Case Studies. 
Fenn and Series No. 1490. 
Northern Michi Univ., Marquette. School of 
Education.; Ohio State Univ., Columbus. Na- 
—_ Center for Research in Vocational Educa- 


oo —Bureau of Occ ~ ——q oe 
Education —_- Washington, D 

Pub Date—Oct 7 

Grant 007603052; G007605225 

Note—40p.; For related documents, see ED 167 
811, ED 170 477, and RC 016 392-409. Product 
of the ive Rural Career Guidance Sys- 
tem Consortium. 


‘ype— Guides - Non-Classroom (055) 
Plus Postage. 


This module helps the facilitator in training other 
educators in the effective use of a wealth of field test 


po poy present module concepts are a role play 
interview (text included), small group analysis of 
specific case studies, and a large group discussion 
directed at a panel composed of selected partici- 


pants. Key aspects of the field test outlined in the 
indicate i 


State Univ., Columbus. Na- 
Se a ee ee 
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ility i training 
fort by providing additional and/or expanded evalu- 
ation procedures. Various ions for collecting 
evaluation information are listed for each module so 
that the facilitator can have flexibility in the esiec- 
tion of evaluation procedures. Techniques sug 
gested include evaluator observations, partici 


iv. . School of 
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Education ao Washington, D. 
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transparency 
ules in the “Facilitator's Guide to S 
the Rural America Series 
po Apne bf np Dt 
insure the integrity of the entire system by placing 
an extra of each transparency in a binder for 
———— masters are in the same order as, 
are numbered as, they appear in each module. 
a wb Aad kL 
transparencies are an integral 
of teach module. rs visual ph an me 
for key concepts in pentane oo + 
——— and culation compre! ive ca- 
reer guidance programs. They are an excellent 
complement to the other instructional techniques 
(lectures, group discussions, exercises, etc.) con- 
tained in the modules of the Facilitator’s Guide. The 
facilitator is strongly encouraged to take advantage 
of these aids in teaching others to use and under- 
stand the Rural America Series. (NEC) 
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Education, Self Evaluation (Individuals), Sex 
Bias, *Sex Differences 

Identifiers—Backpacking, Canoeing, Rock Climb- 


ing 
A survey sent to 13 outdoor adventure programs 
asked that field staff rate their competence with 
regard to 10 skills commonly needed by adventure 
program staff. Five skills were in the technical cate- 
gory yy rock climbing, emergency care, 
canoeing, and knowledge of minimum impact 
camping techniques); three skills were from the in- 
problem sol ac of eval E 
creative solving, knowledge of evaluation 
and debriefing, and outdoor —~ techniques); 
and two skills were from the area of philosophical 
(knowl of experiential education 
philosophy and know! of leadership responsi- 
bilities). Of the 130 surveys mailed, 74 surveys were 
returned for a response rate of 57%. There were 22 
female and 52 male respondents. On the 9-point 
rating scale, the mean skill level of female respon- 
dents ranged from 4.36 for rock climbing to 7.00 for 
outdoor teaching. The mean skill levels for male 
respondents ranged from 4.98 for canoeing to 6.85 
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Personal i 
Materials, Tribes, Verbs, Vocabulary 


Development 
Identifiers—*Hupa, *Hupa (Tribe) 
Lessons used in a Hupa bilingual class during the 
ee Apa ar enn a a 
was generated cooperatively by the Hupa 
teachers. The lessons are arranged in a progression 


presen 
tion and includes lessons that teach correct lan- 
guage for children to use with elders and other ways 
to convey respect in Hupa culture. Chapter 4 con- 
tains lessons on Hupa verbs, most of which contain 


i wings, and numerous student — 
sheets are included. (JHZ) 
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Pat Date—87 
Note—130p.; Monograph derived from doctoral 


i ity of Ore- 
S Esslinger Hall, + OR 97403 ($12.00, 
0% discount for over 10 copies). 
Reports - Research (143) — Disserta- 
Doctoral Dissertations (041 


differences and similarities among these nations re- 


garding outdoor leadership components and prepa- 


techniques in their preparation 

The experts ranked and rated 14 outdoor leadership 

components (motivational philosophy and interest, 

physical —~ de healthy self-concept and ego, 
y for others, personable traits 
leadership style, technical ac- 


800 Dixwell Ave., New Haven, CT 06511. 
- Classroom - Teacher (052) 
Postage. 
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pn State Dept. of Education, Little Rock. 
Spons Agency—Department of Education, Wash- 


Pub Date—86 
Contract—300-85-0158 


Placement, wf Records, Teacher Role, 


Writing (Composition 
- ~~ —\iliee ies Record Transfer 


achievement; poin 
tnigraut health riake: enpianine the vee of tie MSRTS 
record to insure continuity of health care; and en- 
courages the development of a team concept, with 


parents, teachers, health care providers, and recruit- 
ers —Y~ assuming responsibility for the migrant 
child’s health care. An outline for a model health 
workshop is presented, and the health care delivery 
systems of five states are described. The education 
section (the third section) shows how the MSRTS 
record can facilitate effective instruction in reading, 
mathematics, oral language, writing, and early 
childhood and provides sample scope and sequence 
of skills, suggestions for instruction, and activities 
and materials that have been used successfully with 
migrant students. The appendix contains technical 
information, including health screening standards 
oz) information resources for health problems. 
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Report. 
— Regional Commission, Washington, 


Pub Dete—31 Mar 87 
Note—112p. For the 1985 report, see ED 271 284. 
Pub Type— Reports - oy a (141) 


investment program, provi 
to the worst-off Appalachian counties under the dis- 
tressed counties program, and to work toward clos- 
ing the gaps in the Appalachian Development 
Highway System that carry the highest volume of 
traffic and are most critical to economic develop- 
ment. Efforts to make traditional industries more 
competitive, improve support for homegrown busi- 
nesses, and enhance the quality of the Region’s edu- 
cational facilities included testing a new 
steelmaking process, —a over 1,500 new 
Pennsylvania businesses, and training adult yy 
tutors. Typical of the 36 projects funded in dis- 
tressed counties were sewage system upgrades and 
water tank construction. Technical assistance activ- 
ities included studies of regional economic competi- 
tiveness, effects of oil price changes on Appalachian 
coal demand, substituting coal for coke, and strate- 
= for Appalachian educational institutions to dif- 
technology. Sections of this report cover 
financial support and distribution of funding by 
project type and by state. State and regional maps, 
county population change data, and a directory of 
local development districts are included. (NEC) 


ee RC 016 423 
The Hispanic Population in the United States: 
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Pub | 87 

Note—17p.; For related document, see ED 266 
224. 

Available from—Superintendent of Documents, U. 
S. Government Printing Office, Washington, DC 


20402 
Cit—Current Population Reports; Series 


Journal 
P-20 n416 as 1987 
Se ae Data (110) 
1 Plus Postage. 


t Population Survey 
Information collected by the Bureau of the Census 
in the March 1986 and 1987 supplements to the 


population of the United 
States since 1982. Tipeaie civilian noninstitu- 
tional population increased by 4.3 million (or 30%) 





from 1980 to 1987. Educational attainment of His- 
panics improved since 1982, but lags behind that of 
non-Hispanics. men and women continue 

oS 
continue to have less total 
families. The 


income than 
poverty rate of Span- 


® that of non Hispanic amis. The poverty 

has not changed signifi 

cantly between 1981 and 1986, Seen ob an 
lation wth, the number of families 


Hispanic 
below the poverty level in 1986 was 24% than 
paw pode This report i i 


Public/Private Ventures, Philadelphia, 
Spons Agency—Ford Foundation, New York, N.Y. 
Pub Date—Dec 86 


Note—58p. 

Available from—Public/Private Ventures, 399 
Market Street, Philadelphia, PA 19106 ($3.00). 
Pub Type— Reports - Evaluative (142) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Descriptors—Academic Achievement, *Dropout 


short-term outcomes for the first year 

ation were more promising for Hi 

members of other ethnic groups. In addition, His- 
panic performance was examined because of the rel- 
atively poor educational status of Hi i 
compared to Blacks and Whites. STEP is a national 
demonstration project that aims to improve high 
school graduation rates by preventing academic fail- 


ork experience, and 

sqvonienstaly 16% of the ran- 

sample of STEP youth (124 treatment and 

129 and in 1985 were Hispanic. Hispanics and 
non-Hispanics were similar with respect to demo- 
graphic, economic, and fertility-related characteris- 
tics; but Hispanic youth were educationally 
disadvantaged as shown by characteristics such as 
absenteeism, lack of interest in reading and math, 
and lower educational expectations. The net impact 
was equivalent to half 


Agency—Office of Educational Research 
and Improvement (ED), Washington, DC. 
Pub Date—87 
Contract—NIE-400-86-0024 
Note—6p. 
Available from—ERIC/ a. New Mexico State 


alogs (132) — Information Analyses - ERIC In- 
formation Analysis Products (071) 


i i lecomm: T 
Identifiers—Instructional Television Fixed Service, 
*Interactive Systems 
In remote and isolated schools where a certified 
teacher is not always available, or in small schools 


to being 
(1) satellite transmissions-the TI- IN Network in 
Texas, Oklahoma State —— 's Arts and Sci- 
tern Washing- 
tions 


the SciStar Satellite series from the Talcott Moun- 
tain Science Center in Avon, Connecticut, are cited 
as examples; (2) two-way interactive television; (3) 
Instructional Television Fixed Service (ITFS); (4) 
audio-graphic teleconferencing; and (5) multi-me- 
dia equipped buses for in-transit studying. Inter- 
ested school administrators should consider initial 
equipment costs, annual subscription or program- 

ming fees, and maintenance/warranty contracts, 
Pm should contact others who have had success 
with distance learning, as well as their own state 
office of education. State-sponsored educational 
telecommunications networks are in operation or 
are developed i in Alaska, Kentucky, and Mis- 
souri. this method of instructional delivery is 
not a rationale for teachers, it is expected 
to increase in terms use and acceptance. 
— program addresses—-with telephone 
numbers-are appended. (JMM) 
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Congress, Second Session 
Congress of the US. a House Com- 
mittee on Energy and Commerce. 
Pub Date—86 
Note—59p.; Serial No. 99-97. Some — may not 


Fic lealth Facilities, Health Needs, Health Pro- 
grams, *Health Services, *Medical Care Evalua- 
tion, Medical Services, Population Trends, Tribes 


tives eligible for medical and health-related services 
from the federal government, specifically the Indian 
Health Service MS), is ass Sammena thotaiega 
fae Sy es for IHS services consists of “persons of 


tility to pay. IHS estimates its service a 
by enumerating American Indians, Eskimos and 
Aleuts living within the geographic boundaries of its 
service areas, and adjusting those numbers for sub- 
sequent years by applying birth and death statistics. 
The report was requested by the House Subcommit- 
tee on Indian Affairs and House Committee on 
Interior and Insular Affairs. Principal issues identi- 
fied by the requesting committee were: the health 
status of the subject group, services provided in view 
of their health needs, health delivery systems, and 
the growing probiem financing the -cost care 
that IHS facilities cannot a 7 


Later chapters trace changing health problems and 
status, regional health differences and particular 
concerns among Indians, and describe sources of 


‘ord 
lucation Building, Little Rock, Arkansas 72201. 
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University, Departmen: 
Cruces, NM 88003-0001 (free). 

Pub Type— Guides - Non-Classroom (055) — In- 
formation Analyses - ERIC Information Analysis 
Products (071) 


is digest suggests steps to take to organize an 
outdoor education organization at a state, regional, 
or local level. After an individual or group has deter- 
mined the need for an tion and an area to 
be ane Lay first step is to 





120 Document Resumes 
tion need to be determined and selected. Essential 


services, goals, and soutaating, Piaslty, the consti 
tution and bylaws should be written, including 
logo, membership, dues, meeting 


cqpuinees con bo cestacted, Tie Gen ate 
the names, addresses, and telephone numbers of 10 
> and 6 government agencies. 
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ee 

Available: from—ERIC/CRESS, New Mexico State 
tk t 3AP, Box 30001, Las 

M 88003-0001 (free). 

Pub Type— Guides - Classroom - Teacher (052) — 
Information Anal ERIC Information Analy- 
sis Products (07 O71) 

EDRS 





i Employmen 
curricular Activities, Health 
Education, *Migrants, Outreach kh = 
~~! Laue *Social Services, *Youth Op- 


Migrant children should become acquainted with 
their communities, however briefly they live in 
them. They should learn what the community repre- 
sents, the services that a community offers, and how 
their lives can be improved by making use of those 
services. Migrant students should have the opportu- 
nity for involvement in extracurricular activities so 
ore eS. 
— ao these components to the basic edu- 

calead dam SS children will gain a better 
education can lead to an im- 
rare way of life. Educators who help — 
children adjust to new surroundings will want basi 
knowledge of children with limited English profi- 
ciency as well as information about how mi t 
children relate to their teachers. As a result of fed- 
eral and state legislation, many local services are 
now available to migrants, including a variety of 
educational programs, health services, and wi 
services. Migrant children’s understanding of their 
communities can be dramatically increased by di- 
rect contact with community resources and pro- 
ee Se ee Se eee et 


career education pr SS a ee 
grams for migrant c 
swallahle promtome Thee tiblicorashny of ag hy 


available pri — ap 1 10 refer- 
ences, 9 refine tee BI ERIC. ography 
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Pub Date—Mar 86 

Contract—NIE-400-83-0023 

Note—4p.; Document contains small, light print. 
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i College 
Preparation, Counselor Role, Educational Attain- 
ment, Employment Opportunities, Family In- 
come, Family Influence, Higher Education, 


There are no quick and easy tips to motivating 
American Indian students into uate education. 
The decision to make a commitment of time and 
money to graduate training, ly at the doc- 
toral level, and the ability to succeed in such a pro- 
gram, infected by numberof factor: (1) parental 

peer encouragement; (2) awareness of career 
an db ab usa academic 
preparation at the high school and undergraduate 
level; and (5) adequate financial and academic sup- 
aay rae ad ny ed aery No one factor 


the lack of effective family and peer support systems 
for American Indian os eh cs ef cduee> 
tion. A basic fact is that American Indian adults 
often cannot motivate children because of their own 
low levels of education. Tribes can contribute to the 


to young 
ers by promising jobs possible. They 
up loan funds on the model of forgivable loans. For 
example, students who come back to the reservation 
to teach would be forgiven a certain part of the loan 
pooh) my ear of service. Most of all, tribes have to 
development of human resources, their 
most important asset, is necessary to long-range de- 
velopment plans. They must realize that tribal mem- 
bers can benefit the tribe by being able to teach their 
college-level skills to future generations. (JHZ) 
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p netengin py day mee ny self-confi- 
and a desire to learn and do new things. 
Suese stions for parents include teaching American 


The parents of school-age 
to ost to hnow the shoal tesif end the pongle te 
. A meeting 


medical 
classes, and extracurricular activities. The format 
and content of parent-teacher conferences are de- 
scribed. Advice for parents includes making a list of 
questions to ask the teacher as well as telling the 
teacher something helpful about the child. The roles 
of Parent Advi Councils and of school boards 
are outlined, and importance of parent involve- 
ment in these organizations is stressed. (JHZ) 
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ss Strategies, *Skill Development, Student 
Identifier-—ERIC Digests 


ough 
65% of Mexican American students fail one or more 
grade levels below expected achievement. To re- 
verse this trend of academic failure, teachers need 
to use instructional strategies that are effective with 
Hispanic students. Junior high teachers will want to 
provide clear and concise sequential steps in assi 
ments, devise a variety of activities using English 
sib and reading skills, strive for effective En- 
instruction, alert students to reading skills they 
possess, recognize students’ varying language and 
reading skill levels, and provide individual instruc- 
tion as needed. ee a 
more proficient in teaching reading skills, provide 
students with appropriate labels for reading skills, 
and encourage students to apply collateral cognitive 
processes to all ts. Fifteen refer- 
ences dealing with instruction and minority 
students are appended. r. HZ) 
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Management : - 
Identifiers—Cooperative Extension Service, Eco- 
nomic Impact, *Farm Crisis, Illinois, Indiana, 
Iowa, Kansas, Michigan, Minnesota, Missouri, 
Nebraska, North Dakota, Ohio, Response Pat- 
terns, South Dakota, *United States (North Cen- 
tral), Wisconsin 
The 12 states comprising the North Central Re- 
gion have been affected in similar ways by the farm 
crisis of the 1980s. Statewide surveys show sizeable 
proportions of farm operations that are experiencing 
moderately high levels of financial stress. The prob- 
lems caused by chronic stress on family structure 
and functioning, the loss of mainstreet 
and bank closing are felt throughout the region. The 
Cooperative Extension Agencies in the states have 
bl in similar ways. They have 
developed new programs with long- and short-term 
efforts, and they have adapted existing programs 
with short-term or temporary activities and 
long-term commitments. Extension has been most 
heavily involved in developing new, relatively 
short-term programs such as the use of hotlines, 
crisis intervention teams, and bankrupcy or bank 
closing response teams. New, long-term programs 


RIE FEB 1988 








include projects and research designed to achieve 


summarizing i programs designed 
my yn ry yer 
Research needs are enumerated. (JHZ) 


Education, Mathematics 
ics Tests, *Research Tools, Surveys 
tifiers—Mathematics Education Research, 


tain to: (1) Analysis of the itive Item Table; (2) 
International Item Response File; (3) U.S.A. Class- 


(New 
Zealand Dept. of Edeeetion. Wel- 


pons Agency—Center for Education Statistics 
SvOERIEDS Ww 
Report No.—CS-87-33 
Pub Date—Mar 87 
Contract—300-83-0212 


Note—229p. 
Reports - Research (143) — Numeri- 
aleative Data (110) 


ulation A (grade 8), while chapter 3 presents corre- 
sponding information for the 15 countries 


tion, Mathematics Instruction, 
ee 
Parent Child Relationship, *Parent uence, 
School Mathematics, *Sex Differ- 

ences, *Student Attitudes, Study Habits 

Identifiers —* Mathematics Education 

This report contains a summary of findings from 
a study conducted in California and Nevada to in- 


student groups. Among yt ame Ay Sd, (1) par 
ents’ efforts can make a substantial 


degree of i 
ors; (3) high verbal/low math girls reported being 
least influenced their parents; and (4) male stu- 


Report 
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ited on colored paper. 
— ive (141) — Prefer: 
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Postage. 
Boards, 


Programs, essional 
Identifiers—*United Nations Environment Pro- 


This report to the Governing Council 
United Nations Environment he (UNEP) 
was prepared to provide the governments of mem- 
ber nations with information on what UNEP hed 
done during 1985, and to serve as a communications 
mechanism to replace the usual meeting of the Gov- 
erning Council in 1986. pesentes Eapeaesie 0 


tariat, its organization and personnel. 

appendices include a list of the member states of the 
Governing Council, the distribution of UNEP staff 
(in the professional category and above) by nation- 


Document Resumes 121 


ality as of December 31, 1985, a y of the 

ned ne were ~ 
4 

held in 1985, and several financial statistical atte 

related to the Environment Fund. (TW) 
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(Kenya). 
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am Date—10 Jun 86 


Reperts _ Denssitive (141) (141) 


Life, Science 
Identifiers—*United Nations Environment Pro- 


People depend for their on the health 
of the societies in which they live. This report aims 
to show that the achievement of sustained develop- 
aon, Sop ee ern ae 


tal resources are absolutely insepara- 
ble. Chapter L ee ee 
addresses 
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The State of the World Environment, 1987. United 
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United _— Environment Programme, Nairobi 
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a No.—ISBN-92-807-1 1342; UNEP/ 
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Pub Date—Apr 87 
Note—88p. 
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i ture, Air Pollution, Annual 
tors, 


dentifiers—*United Nations nvironment Pro- 


"Beri main activities assigned to the Govern- 


ts, transport 
ture and food production, industrial development 
and energy. Chapter III, “Environmental Protec- 
tion Measures,” deals with public perception and 
attitudes and national and international responses. 
Also included is a summary of the 1987 status re- 
port and an extensive list of references. (TW) 
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United Nations Educational, Scientific, and Cul- 
Organization, Paris (France). Environmen- 
tal b 


Education 
Pub Date—Jun 87 


—ary 

Journal Cit—Connect; v12 n2 Jun 1987 

Pub Type— Collected Works - Serials (022) — Re- 
= Descriptive (141) 


jucation 

This issue was developed in preparation for the 
1987 International Congress on Environmental Ed- 
ucation and Training and contains suggested ele- 
ments for an action plan for the 1990s to be drafted 
as an outcome of the conference. A major portion 
of the document discusses nine objectives for inclu- 
sion in the proposed plan. These are: (1) the rein- 
forcement of international systems of information 
and of environmental education (EE) ex- 
periences; (2) strengthening research and experi- 
mentation in educational contents, methods and 
strategies for the « and transmission of 
messages Satake tier 
motion of EE through the development of curricula 
and : 


integrating EE more effectively into universi 
cation through appropriate mechanisms; (8) pro- 
moting scientific and technical tof EE 
ype em ps Nee cy th do 
through cohesiv: 
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into teaching. Both parts are an effort to further the 
use of the p skills app h in a middle school 
life science program, which will be achieved as 
teachers come to believe that the outcomes justify 
the effort. A summary is provided in the form of a 
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Computer Uses in Education, Commomane, — 
metric , *Grade 7, Junior 
i Concepts, ithe- 


Mutkemats Teaching 


Of the ted text and an accom: 
pen dg wth rah moe panying kei 
tains 17 lessons; all but two of the sctivities contain 
pl mene be ang etre written page, a 
, and a post-activity written page. 
‘with: (1) points in a coordinate 
plane; (2) the vocabulary of geometry; (3) angles; 
f4) circles; (5) bisecting segments and — (6) 
angle relationship; (7) perpendicular and 
concepts; (8) polygons; (9) triangles: ( (10) 


hee 
erals; (11) congruent polyg patie ; (13) 
Fao Sgures 15) lorma- 


i Dale Seymour Publications, P.O. 
Box 10888, Palo Alto, CA 94303 ($9.95; order 
code DSO1714). 

ype — Guides « Classroom - hs ey (052) 


*Teaching Methods, *Time, Time Perspective 
Identifiers—*Time Telling 

Many elementary teachers who have taught 
time-telling skills would propose that the mathemat- 
ical skills associated with time-telling are among the 
most difficult for young students to learn. This 


of the clock is presented separately, with the major 
focus on using the hour hand. The booklet contains 
stories, activities, games, bulletin board ideas, and 
worksheets designed to accommodate a range of 
ee mye: B ning activities 


ies, language arts, and science. Reproducible work- 
sheets and blackline masters are included in the 
back of the book. (TW) 
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Coop- 
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tion, *Public Health, _ay of Life, R ling, 
le, c! 
Senkary Facilities, Science and Society, "Waste 
eal Sion 
Common household hazardous substances in- 


clude cleansers, drain cleaners, automotive prod- 
ucts, paints, solvents, and pesticides. This handbook 
was designed to serve as a resource for people fre- 
quently contacted by the public for information on 
household substances and wastes. In- 
cluded in the handbook are: (1) an introduction to 
Michigan's household hazardous waste problem; (2) 
recommendations on purchase, use, and disposal 
practices for household products containing hazard- 
ous ingredients; (3) s ted less-toxic or non- 
toxic alternatives; (4) a directory of agencies, orga- 
nizations and recycling, treatment and disposal 
firms; and (5) a bibliography of sources of additional 
information. Brief discussions of some issues associ- 
ated with household hazardous waste are included 
to heighten awareness among waste management, 
public health and community service professionals, 
and to initiate furthur education of the general pub- 
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EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 

tated Bibliogra- 


iptor A 

phies, ee (Environment), Economics, 

*Environmental Education, *Forestry, Land Use, 

*Lumber —or *Natural Resources, Recrea- 

tion, Trees, Wildlife Management 

This issue of “Social Sciences in Forestry” pro- 
vides an annotated bibliographic listing of 682 cur- 
rent references arranged ing to four major 
areas of forestry: (1) social sciences applications to 
forestry at large ag ym citations on resources, 
history, legislation, policy, planning, appraisal and 
valuation, investment and finance, taxation, subsidi- 
zation, agroforestry, economics, education, re- 
search, technology transfer, and environmental 
concerns); (2) social sciences applications to forest 
management (with references on multiple use man- 
agement, ownership of public and private lands, la- 
bor, and protection); (3) production of forest goods 
and services ( areas such as outdoor rec- 
reation, wilderness and range 
forestry, watershed management, 
and wood production); and (4) social sciences appli- 
cations to forest industries (focusing on wood-using 
industries and other forest industries, wood energy, 
marketing and trade, and transportation). A total of 
40 subheadings are divided among the major areas. 
An author index is provided. 
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Curriculum ject. 

Harvard Univ., Cambridge, Mass. Graduate School 
of Education. 

~~ ae Science Foundation, 

Pub Date—Jun 87 

Grant—NSF-MDR-84-70399 

Note—322p.; For other products of the Regional 
Math Network, see SE 048 378-379. 

Available from—Dale Seymour Publications, P.O. 
Box 10888, Palo Alto, CA 94303 ($35.00; in- 
cludes Fact Book and Problem Deck). 

Pub Type— Guides - Classroom - Teacher (052) — 
Guides - Classroom - 


Learner (051) — Tests/ 
Questionnaires (160) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 
Descriptors—Astronomy, *Estimation (Mathemat- 


*Mathematical Enrichment, Mathematics Educa- 
tion, *Mathematics Instruction, Mathematics 
Skills, Problem Solving, Ratios (Mathematics), 
Science Education, Science Instruction, Second- 
ary Education, * School Mathematics, 
School Science, Space Exploration, 

Space Sciences 

Identifiers—Graphing (Mathematics) 

This unit is intended to teach estimation skills in 
RIE FEB 1988 





such a way as to be relevant and useful to students 


ee ee eee eee ee 
ti-media experiences to set the stage for the activi- 
ties that follow. Module II, “The Solar System,” 


mathematical concepts i 

and proportion. Module IV, “The Space Colony,” 
uses geometric concepts as students build a three-di- 
mensional living space colony. The entire unit in- 
cludes teacher notes, student worksheets, answer 


in the “Math Space Mission Fact Book”. 
SE 048 378 
Math 


lum Pro. 

Harvard Univ., Cambridge, Mass. Graduate School 
of Education. 

~ ay ee Science Foundation, 

Pub Date—Jun 87 

Grant—NSF-MDR-84-70399 

Note—319p.; For other products of the Regional 
Math Network, see SE 048 377 and SE 048 379. 

Available from—Dale Seymour Publications, P.O. 
Box 10888, Palo Alto, CA — or 00). 

Type— Guides - Classroom - her (052) — 


nized by categories dealing with: (1) Sullivan Sta- 
dium (end football), — Nad pee Park (and baseball); 
Boston Garden (and basketball 


~~ 
of unit also includes materials for mapping activ- 
ities and a bibliography of related resources. (TW) 


SE 048 379 
Quincy Market. [A Product of] the Regional Math 
Network: A Teacher Invigoration and Curricu- 


lum Development Project. 
Harvard Univ., Cambridge, Mass. Graduate School 
of Education. 
> Science Foundation, 


7 
Grant—NSF-MDR-84-70399 
Note—205p.; For other products of the 

Math Network, see SE 048 377-378. 
Available from—Dale Seymour Publications, P.O. 

Box 10888, Palo Alto, CA 94303 ($35.00; in- 

clades computer dik suisse for any Apple com 


Pub Type Type Guides Cl 
Tntem. Teacher (052) — 
"Ga. < oo - Learner (051) — Computer 


Price - MF01 Plus Postage. PC Not Avail- 
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Regional 


able from EDRS. 


pe dhe mee oe hy ep 
the activity is a reinforcement or an extension of a 
ets aol artes a oa 
that can be used either i sbuiney Mar. 
tially. These are: (1) an introduction to 

Ket (the we of te rr) map exloreton 


sists of two or three class activities and additional 
activities which can be used as extensions. The unit 
ee a Se notes, trans- 

y masters, Bull Market Game cards, and a 
Siaosuts tobe unad with the comguter pasten ef Ge 
“simulation” module. (TW) 
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Summerlin, Lee R. Ealy, James L., Jr. 

Chemical Demonstrations: A for 
Teachers. Volume 1. 

American Chemical Society, Washington, D.C. 

raya No. areas 

Now is6p: - Volume 2, see SE 048 561. 
ailable from—American Chemical . x ton 


'ype— Guides - Classroom - Teacher (052) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 


tion, Secondary Education, *Secondary School 
This book contains 108 classroom 
peenprtinty Cop he ten beeen Baw - 
try program. These demonstrations were selected in 
an effort to provide simple, safe, effective and enjoy- 


able experiences for the class. In addition, they are 
pone wp in a meets iy ne on 


a one explosion; and (11) other 
ppendices include 


ae Tan ppd 
peat. i ve detailed safety and disposal 
instructions. (TW) 
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Summerlin, Lee R. And Others 

Chemical Demonstrations: A Sourcebook for 
Teachers. Volume 2. 


American Chemical Society, W: 

Report No.—ISBN-0-8412-1170-1 

Pub Date—Jun 87 

Note—223p.; For Volume 1, see SE 048 560. 

Available from—American Chemical ox 1155 
Sixteenth St, NW, 20036 


- Classroom - be wy pm 


Document Resumes 


School Science 
This book contains 112 classroom 


dation and 
py ee 


SE 048 562 
Survey of 


vailable from—American Chemical , 1155 
Sixteenth St., NW, Washington, DC 20036 (first 
lasts). 
143) 
Plus Postage. PC Not Avail- 


bee mph yt yy ty 
oy at ot 

Some references Yor further reading comprise sec 

tion three. (TW) 
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Project-Mathematics. Grades 


ion of Colleges for Teacher Ed- 
ucation, Inc., Jackson. 
Pub Date—87 
Note—450p.; Charts and drawings may not repro- 
duce well. For Staff Development ject-Sci- 
ence. Grades K-6, see ED 285 726. 
Guides - Non-Classroom 
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ing. The number of instructional hours 
the activities for each topic lp 


knowledge base of the participating teachers. 
The manual was written as an instruction guide for 
a staff development leader. Each topic begins with 
a brief overview followed by a series of instructional 
activities. For each activity, information for the 


SE 048 564 
Lumb, David 
Teaching Mathematics 5 to 11. 
~~ No.—ISBN-0-7099-4 128-5 
Date—87 
Note—15 Ip. 
Available from—Nichols Publishing Co., P.O. Box 
96, New York, NY 10024 ($16.95). 
Pub Type— Guides - Non-Classroom (055) 
Document Not Available from EDRS. 
“Achievement, Calculators, Elemen- 
ion, *Elementary School Mathemat- 


This book attempts to survey some of the current 
issues of mathematics teac in elementary 
schools in Great Britain. Chapter one is an introduc- 
tion to the material while chapters two and three 
examine recent reports and suggestions for change 
and discuss the place of mathematics in the elemen- 
tary curriculum. Chapter four is devoted to an ex- 
amination of the mathematical development likely 


as seen by the use of the calculator and the 
microcomputer. do gl weeny ange te 
ond Gepalinioe ork. Chapters ten, eleven, and 
twelve focus on s number of matters connected with 
the organization of mathematics teaching in the 
school, consider how decisions are made about text- 


= oe some ways socal authority ca ove 
lor an elementary school. (TW) 


SE 048 565 


Book A. 
= —~der pelndinel Supply, HI. 
Pub Date—83 
Note—36p.; For Book B, see SE 048 566. 
Guides - Classroom - 


Science and 1 
Social Studies, *Water, *Wa- 


ter 
Identifiers—* Hawaii (Honolulu) 

This booklet was developed to provide Honolulu 
(Hawaii) students with an activity-oriented oppor- 
EE OES Sa ae eater ane Se eee 
vation. It contains inquiry-based games, puzzles, 
and activities dealing with: (1) how we use water; (2) 
AFA AD (4) 
groundwater; (5) growth and its ae 
water usage; (6) objects that use water; (7) was 
water; (8) water saving , + (9) the Honolule 
Board of —— poky - a answers to questions 

activities are provided in 
the back of the booklet. (TW) 


SE 048 566 


Book B. 
Honolulu Board of Water Supply, HI. 
Pub Date—83 


Note—36p.; For Book A, see SE 048 565. 

Pub Type— Guides - Classroom - Learner (051) 

EDRS Price - MF0i/PCO02 Plus Postage. 
iptors—*Conservation (Environment), Ecol 


This 
(Hawaii) students with an activity-oriented oppor- 
aay Oe ae Bae ae eee ee 
vation. It contains inquiry-based games, puzzles, 
and activities dealing with: (1) how we use water; (2) 


ing water; (8) water heey bee Le (9) the importance 
of water to the ancient and 

and (10) the Honolulu Board of Water Supply. The 
answers to questions proposed in some of the activi- 
ties are provided in the back of the booklet. (TW) 
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Federal R & D Funding by Budget Function. Fiscal 
Years 1986-88. 

National Science Foundation, Washington, D.C. 
Div. of Science Resources Studies. 

Report No.—NSF-87-305 

Pub Date—Mar 87 

Note—103p. 

Pub EDRS Price - MPU Reports - Reais (141) 

MF01/PCO05 Plus Postage. 


with R&D facilites 
non-R&D activities excluded. The sections 
report are presented in order of 
budget authority for the various tions 
fiscal year 1988 budget. (All the data in this 
are based on budget authority dollars rather 
obligations or outlays, since budget authority i 
basis for funding decisions.) Areas 
D addressed in the sections are: (1) national de- 


5 H 
He 


actual budget authority levels for fiscal 
estimated levels for fiscal year 1987, 
funding levels for fiscal year 1988. (TW) 


< Education, *Teacher Certification, *Teacher 
Identifiers—* Alternative Teacher Certification, 


The State of Georgia has been experiencing a crit- 


provided an alternative route to certification for 
critical teaching fields. This document describes 
these : (1) the current state certifi- 


i i and 
C) managing the clamroom (ohh deal with pe 
time, space, and materials, as well as —y 4 
with students); (6) 
lum; (7) delivering instruction; ms) ev: 5 
and skills; and (9) human 


SE 048 569 


Telewriter Program. 
Institute for Educational Research, Glen Ellyn, IL. 
Pub Date— 82 
Note—32p.; tains some light and broken type 
which may not reproduce well. 
Reports - Descriptive (141) — Reports 


the evaluation activities which have been carried 
out periodically, and second, it was designed to ad- 


sc buildings i i 
—a (1) objective (or test score) data; (2) stu- 
dent self-reports on two attitude questionnaires; and 
(3) observational data reported by IER (Institute for 
Educational Research) research staff, were col- 
lected for current sixth grade students (some of 
whom participated in the telewriter program in fifth 
grade on a trial basis). Results indicated that previ- 
ous participation in the fifth grade Telewriter pro- 
gram did tend to perform better on certain kinds of 
ped, J fe TD 
on grade, but that factor did not seem to 
significantly, either positively or nega- 
tively, to the attitude or motivation of sixth grade 
Telewriter students. (TW) 


SE 048 570 


ae Paper presented at the Biennial ~— 
ing of the Society for Researc h in Child Dev 
ment (Baltimore, MD, April 23-26, 1987). 
Reports - Research (143) — Speeches/- 


tion Time, Timed Tests, *Time Factors 


To determine whether children’s knowledge of 
arithmetic facts becomes increasingly “automatic” 
with age, 7-year-olds, | 1-year-olds, and adults were 

jumber- task for which mental 


- f - ; 
found for 7-year-olds. These results tend to be con- 
sistent with current models of arithmetic knowl- 
edge, and they suggest that one aspect of the 





development of arithmetic skill is the automatic re- 
trieval of stored facts. (Author/TW) 


SE 048 571 


yw 
Grant—MDR-865-1591 
Note—20p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 


solving. 
model of the novice physics problem solver that was 
identified at the conference. It describes a general 


Note—20p.; Paper presented at the Annual Meet- 
ing of the National Association for Research in 

Science Teaching epg phy he 
22-25, 1987). Contains some small 


a. which may not reproduce ae 
Type— R ce Research (143) — Speeches/- 


ables represented different contexts (Realist-Instru- 
mental) teachers used to express themselves, 
scientific information and scientific concepts. (Au- 
thor/TW) 


ED 286 735 SE 048 573 
Greenfield, Susan D. McNeil, Mary E. 

Improving Math Performance through a Peer 
Tutoring Program. 

Pub Date—87 





pepe he pe pe ya by pes 
ner flashcard jure was used with the 
implementation of written speed tests. results 
indicated that peer teaching significantly increased 
students’ knowledge of mathematics facts both 
orally and on written speed tests. All of the students 
increased the percentage of addition facts, as mea- 
sured by pre and post tutoring tests. All but one 
student greatly improved in his/her ability to pass 
written tests with 100 percent accuracy. (Au- 


SE 048 574 


h 
ashington, DC, April 20-24, 1987). 
Reports a Pe (143) — Speeches/- 


- S i School “ 
*Secondary School Science, *Self Concept, *Sex 


Differences 

Identifiers—Mathematics Education Research, Sci- 
ence Education Research, *Self Image Question- 
naire for Young Adolescents 
This study tested the hypothesis that the relation- 


developmental patterns for boys and 
girls, particularly with regard to the relationship be- 
tween self-image and mathematics and science 
achievement. Subjects were selected from two suc- 


moved from sixth to seventh grade. A series of re- 
peated measures revealed a positive relationship be- 
tween self-image high mathematics 
achievement among boys, and a negative relation- 
ship among girls. (Author/TW) 
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for Saskatchewan Students. 
Saskatchewan Univ., Saskatoon. Dept. of Curricu- 
lum Studies. 
— Agency—Saskatchewan Dept. of Education, 


2. 7 87 


Note—68p.; Study ~~ yy for the Core Curricu- 


lum Inv 
Pub Type— hag iptive (141) 
EDRS Price - MF01/PC03 Plus 
Descriptors—Elementary School Mathematics, E]- 
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Science 
SPISE and SPISE-EXTENDED. Ninth Annual 
Report 1986-1987. 
City Univ. of New York, N.Y. City Coll. 
Pub Date—Jul 87 
Note—37p. 


Pub Type— Reports - Descriptive (141) — Reports 


, and $ - 
Education, Scientific Attitudes, ec 


— Educa’ ucation, * 
Mathematics, 
dent po *Weekend 


Secondary 
School Science, Stu- 


college and career selection by enabling students to 
select an area of special interest for study. The target 
SS: for ~ by - is economical 


; (2) a cer el of the choices made by 

PISE participants; (3) evaluation data on the 
progress made by SPISE participants in mathemat- 
ics, and on their c in attitudes toward both 
science and mathematics; and (4) budgetary infor- 


SE 048 577 
of Excellence 


Florida State Dept. of Education, Tallahassee. 

Pub Date—[ hg | 

Note—337p.; For a related document, see SE 048 
578. 


Available from—Public School Resource Center, 
Florida Department of Education, Knott Build- 
ing, Tallahassee, L 32301 ($5.00). 


iptors—* Basic Skills, Elementary Education, 
*Elementary School Mathematics, *Mathemati- 
cal Enrichment, Mathematics Curriculum, Math- 
ematics Education, Mathematics Instruction, 
*Mathematics Skills, *Minimum Solving," Seses 


The accountability movement has forced educa- 
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energys during the past few years 


is wpon 
proficiency, and, in the view of many 
: | time has been 


designed to be a systematic approach 
enrichment so that much of the work can be handled 


teacher commentary for the student worksheets, in 
cluding the skills of excellence for third grade. (TW) 


SE 048 578 
Excel- 


Students. 
Florida State Dept. of Education, Tallahassee. 
Pub Date—(86 
a - “anaieae ‘or a related document, see SE 048 


Available from—Public School Resource Center, 
Florida Department of Education, Knott Build- 
ing, Tallahassee, FL 32301 ($5.00). 

Pub Type— Guides - Classroom - Learner (051) — 
_ Guides - Cessscom - oe (052) 


petencies, : z 
Boards of Education, *Teacher Aides, Teaching 
Methods, Volunteers 
Identifiers—* Florida 
The accountability movement has forced educa- 
tors to expend energys during the past few years 
that students master a developmental se- 
quence of skills in the major content areas. In math- 


systematic approach to 
enrichment so that much of the work can be handled 
by someone other than a classroom teacher, freeing 
the teacher to work with students on problem solv- 


Program. 

an adult (volunteer, aide, etc.) and focuses on the 
acquisition of the “skills for excellence” identified 
for Florida schools. This document includes: (1) a 
a = vat bed yt mt Po 
w for grades four and five; and (3) teacher 
ee S Sa worksheets, including 

the skills of excellence for fifth grade. (TW) 
SE 048 579 


Missouri Univ., Columbia; Monsanto Fund, St. 
some Bes Parkway School District, St. Louis, 


y Sc District, Instruc- 
tional Service Center, 12657 Fee Fee Road, Creve 
Coeur, MO 63146 ($4. 00). 

Collected Works 


: (1) mathematics content; (2) geometry at 
middle school level; (3) probabili 
the middle school level; (4) the inc 
the mathematics 


po af pelle ap nee ap ee Te af 
for students moving from arithmetic to 
algebra. (TW) 
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Industrial Waste Treatment. A Field Study Train- 


ing Program. 
California State Univ., Sacramento. Dept. of Civil 
Engineering.; (California Water Pollution Control 


Association, to. 
Spons Agency—Environmental Protection Agency, 
Washington, D.C. Office of Water Programs. 
Date—87 
Grant—T900690010 


Note—645p.; For another manual in this series, see 
SE 048 582. For earlier manuals under the title 


Son WaPogens Cate 
be 
Available from—Office of Water Califor- 
nia State University, Sacramento, 
ramento, CA 95819-2694. 
Type— Guides 


J St., Sac- 
- Learner (051) — 


Advancement, V. 
tion, Waste Disposal, *Waste Water, 
Treatment 
This operations manual represents a continuation 


SE 048 582 
Advanced Waste Treatment. A Field Study Train- 


ing Program. 
California State Univ., Sacramento. Dept. of Civil 
; California Water Pollution Control 
Association, Sacramento. 
Spons Agency—Environmental Protection Agency, 
asta D.C. Office att Water ES 
Geant 7900690010 


Note—603p.; For another manual in this series, see 
SE 048 5 i. For earlier manuals, see ED 196 689. 


i College 
Education, Environmental hy *Environ- 


tion, Waste Disposal, *Waste Water, *Water 
Treatment 
This manual represents a continuation 
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ae pe pg bg he 
Models Used as Problem Representations in 
Science and Mathematics. 

Spons Agency—EXXON Education —— 
— York, yr National Science F. 


Pub Date—26 Mar 85 
Grant—SED80- 16567 
Note—26p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (Chicago, IL, April, 1985). 
ype— ao a4p — 


When one encounters a problem that one has no 
adequate way of representing, a new mental model 
for the problem may have to be found. When a 
possible model is found, an important next step is to 


that has been observed in solutions to both science 
and mathematics problems. In constructing a 
bridge, the subject creates an intermediate case that 


SE 048 584 
Analogical Reasoning to Deal with “Deep” 
in Physics. 


Washington, DC of Post- 





gies. It is suggested that analysis of such tutoring 
interviews could lead to a cognitive model for how 
deep misconceptions may be changed during learn- 
ing. Potential classroom applications tions are considered 
briefly. Several figures are provided. (TW) 
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Spons Agency—National Science Foundation, 

Ww , D.C. 

Pub Date—1 Nov 83 

Grant—SED80- 16567 

Note—43p.; Contains some light and broken type. 

Pub Type— Reports - Research (143) 

EDRS Price - MF01/PC02 Plus Postage. 

Descriptors—Cognitive Structures, *College Sci- 
ence, Concept Formation, Higher Education, 

Processes, *Models, * blem Solving, 


y 
lan eet ntaamedenen teed 
for generating analogies. Ten scientists (represent- 
ing physics, mathematics, and computer science), 
were asked to solve a problem involving a spring and 


ysis of the results indicates that 

generated by an associative process which triggers 
the new involvement of an old but separate idea, or 
they can be generated by a transformation process 
which modifies the current problem situation. Both 


which are included in the appendix). The major por- 
tions of this document summarize the discussions 

that dealt with: (1) odusiaistrative ' arrangements of 
the session; (2) the recent activities of the commis- 
sion; (3) ocean sciences (as they relate to living and 
non-living resources, ocean mapping, ocean ——- 
ics and climate, and marine pollution research and 
monitoring); (4) ocean services; (5) regional subsid- 
iary bodies; (6) cooperation with o rete 
tions of the United Nations system — wi 
bodies; (7) medium-term plan, program and budget; 
(8) enhancing the role of the ; and (9) 
elections of the officers and Executive Council of 
the Commission. The 20 resolutions adopted by the 
Commission are provided in the appendix, 

with the texts of the three general addresses. 
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Car- 


pentry. Curriculum Bulletin VE-36. 

Cincinnati Public Schools, OH. Div. of Student Ser- 
vices. 

Pub Date—86 

Note—160p. 

Available from—Cincinnati Public Schools, 230 E. 
Ninth St., Cincinnati, OH 45202. 

Pub Type— Guides - Classroom - Teacher (052) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 

Descriptors—Algebra, *Carpentry, *Course De- 


*Mathematics Curriculum, Ma’ 
i School Mathematica, Student 


pu i pplied 
ics Curriculum (Carpentry) for grades 11 and 12 for 
the Cincinnati (Ohio) Public Schools. The curricu- 
lum is part of a larger program (the Applied Aca- 
demics Program), which emphasizes the integration 
of mathematics and the arts with voca- 
tional content. Included in document is a de- 
scription of the Applied Academics Program 
(including its philosophy, goals, and evaluation pol- 
icy), the Applied Mathematics Program (including 
its philosophy, goals, program objectives, and sub- 
ject objectives) and the Applied Mathematics Cur- 
riculum for grades 11 and 12 (Carpentry I and II). 
The curriculum outlines include vocational student 
and student activities and related aca- 





generation processes are considered to be 
acts, and may be important sources of creative 
power in scientific thinking. In contrast to the com- 
mon view of analogous cases, this study indicates 
that the novelty of a number of the analogies gener- 
ated by a transformation suggests that they are 

recalled 


scientific models and the transfer of knowledge to 
new situations. Numerous figures are supplied. 


ED 286 747 SE 048 586 
Commission. 
and Major Subsidiary 
ourteenth Session of the Assembly 
(Paris, 17 March-1 April 1987). 

United Nations Educational, Scientific, and Cul- 
tural Paris (France). Intergovern- 
mental Commission. 

Report No.—SC-MD-86 

Pub Date—12 Jun 87 

Note—20Ip.; For the previous session report, see 
ED 267 958. 

Available from—-UNESCO, 7 place de Fontenoy, 
75700 Paris, France. 

Pub Type— Collected Works - a. (021) 


pa py ee A ee 
ture and resources of the oceans through the con- 
certed action of its members. This report 


the 
traditional Bruun Memorial Lectures (abstracts of 
RIE FEB 1988 


demic student objectives and student activities. The 
appendices contain evaluation instruments and 
forms. (RH) 
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munications Electronics. q 
Cincinnati Public Schools, OH. Div. of Student Ser- 
ices. 


SE 048 589 
Com- 


Available from—Cincinnati Public Schools, 230 E. 
Ninth St., Cincinnati, OH 45202. 

Pub Type— Guides - Classroom - Teacher (052) — 
Reports - See 6 (141) 

EDRS Price - Plus Postage. PC Not Avail- 
able from ig 

Descriptors—. Communications, *Course 
Descriptions, Educational Objectives, *Electron- 
ics, *Grade 11, *Grade 12, High Schools, Inte- 
grated Activities, *Mathematics Curriculum, 

Mathematics Instruction, Secondary School 

a Student Evaluation, Vocational Ed- 


Identifiers—*Ohio (Cincinnati) 

This publication contains the Applied Mathemat- 
ics Culiuion (Communications and Electronics) 
for 11 and 12 for the Cincinnati (Ohio) Pub- 
lic Schools. The curriculum is part of a larger pro- 
gram (the Applied Academics Program), which 
emphasizes the integration of mathematics and the 
language arts with vocational content. Included i in 


demics Program (i i 

and evaluation policy), the A 

Program-Junior Year Gactoding its philosophy, 

| and objectives) and the Applied Mathematics 
ior Year (including its philosophy, 

goals and objectives). The curriculum outlines in- 

clude vocational student objectives and student ac- 

tivities and related academic student objectives and 

student activities. The appendices contain evalua- 

tion instruments and forms. (RH) 
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Applied Academics. Applied Mathematics: Draft- 
ing. Bulletin VE-53. 

Cincinnati Public Schools, OH. Div. of Student Ser- 
vices. 


from—Cincinnati Pee, 200 S. 
Ninth St., Cincinnati, OH 4520 
Guides - 


Pub Type— een = (052) — 
Reports - we pa 
1 


Drafting, Educational Objecti ——— 
*Grade 11, *Grade 12, High Schools, In 
athematics Curriculum, * 


tional —— = Included in 
scription of the Applied 


Academics Program 
(including > Davey 17s So goals, and evaluation pol- 
thematics Program-Junior 


student objectives and student activities and related 
academic student objectives and student activities. 
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—* Sp.; For a related document, see SE 048 

Available from—NMr. Craig Kissock, Chair, Division 
of Education, University of Minnesota, Morris 
MN 56267 ($180.00 includes 12 videotape les- 
sons, 10 handbooks). 

Pub Type— Guides - Classroom - Teacher (052) 

EDRS Price - MFO01 Plus Postage. PC Not Avail- 
able from EDRS. 

Descriptors—Educational Objectives, Elementary 
Education, *Elementary School Science, *Inser- 
vice Teacher Education, *Preservice Teacher Ed- 
ucation, *Science Activities, *Science 
Instruction, *Scientific Concepts, Videotape Re- 


cordings 
Identifiers—*Project VITAL 

This handbook, and the VITAL Science Series 
videotapes, contain 12 lessons that are examples of 
some of the many ways of izing elemen 
school classrooms for science instruction. The vid- 
eotapes that are available separately demonstrate 
full class and small group activities, the use of learn- 
ing centers, cooperative | and outdoor activ- 
ities. Each lesson has the following organization: (1) 
introduction to the video tape; iby ny for con- 
sideration; and (3) teaching this (including 
focus, background to the lesson, challenge, materi- 
als and equipment, how-to-do-it, and further chal- 
lenges). Lessons 
thinking 


science ‘~y a text- 
be used in 


preservice 
grams through courses or individual study. (RH) 
SE 048 592 


Spons Agency— Minnesota Higher Education Co- 
ordinating d, St. Paul. 

Pub Date Sul 86 

—— For a related document, see SE 048 

91 

Available from—Mr. Craig Kissock, Chair, Division 
of Education, University of Minnesota, Morris, 
MN 56267 ($180.00 includes 12 videotape les- 
sons, 10 handbooks). 

Pub Type— Guides - Classroom - Teacher (052) 
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Available ‘from—SMEAC Information Reference 
Center, The Ohio State Univ., 1200 Chambers 
Rd., 3rd Floor, Columbus, OH 43212 ($1.00). 

Type— Information Analyses - ERIC Informa- 
tion Analysis Products (071) — Reports - Re- 
search (143) 

EDRS Price 


cific 
publication supplements, but doesnot replace, sup- 


SE 048 596 
F. 


Available from—SMEAC Information Reference 
Center, The Ohio State Univ., 1200 Cham! 
Rd., 3rd Floor, Columbus, OH 43212 ($1.00). 

Pub Type— Information Analyses - ERIC Informa- 
tion Products (071) — Reports - Re- 
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Well, Arnold D. And Others 

Probability Estimation and the Use and Neglect of 
Base-Rate Information. Technical Report. 





Pub Date—81 

Grant—NSF-NIE-SED-80- 16567 
Note—49p. 

Pub EDRS Price - Reports - Research (143) 


A number of studies have reported that there is a 
strong tendency to ignore base-rate information in 
favor of individuating information, except when the 





as. fat my Nyt pete 
per mag hey ha probability esti- 


SE 048 600 


ae. eee 


however, 
of asbestos fibers into the air, and exposure to high 
levels of the fibers have been found to cause such 


ay information on 
asbestos. It also contains citations of materials cate- 
St 


ee Materials, *Research Reports, Text- 
Identifiers—*Electromagnetic Field, Library of 

Congress 

So eenes ve Be ee Se > 


and it) 2 itional sources 
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information on acid rain. It also contains cita- 


meat "@) Coomating wk Wedesing 
a oa 5 
and (11) additional sources of information. 
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Griffin, Richard A. And Others 

Professor- Designed Inservice Science 
Education. 

Pub Date—25 Nov 85 

Note—20p.; ted at the Annual Meet- 


presen: 
of the National Council of States on Inservice 
— (10th, Denver, CO, November 25, 


Descriptive (141) — 


ae (3 ne 


(Texas) in which a group of scientists from 

—_— es to conduct a com- 
prehensive evaluation of the science education pro- 
of the district’s high schools. Specifically, the 

of visitors” reviewed: (1) the scope and se- 


quence of science science courses; (Q) 
ofenric enrichment activities; G3) the 
ity of 


equipment and supplies; 6) the suitability of vext 
books and t aids; ———— 
4 and counseling 


it 
Role in Stodent 
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background materials, outlines, teaching tips, activi- 
ties, and evaluation materials; materials provided in 
each section vary. (RH) 
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New Teachers Mathematics Staff 


Junior High School. 
New York City Board of Education, Brooklyn, N.Y. 
anh of Curriculum and Instruction. 
8 
Note—191p.; For related documents, see SE 048 
605-608. 


Available from—New York City Board of Educa- 
tion, Div. of Curriculum and Instruction, 131 Liv- 
ingpton St, Rm 613, Brooklyn, NY 11201 

00). 
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SE 048 606 
Development, 


nior High 
Pm ty *Mathematics Re my = Mathe- 
matics Teachers, Problem Solving, 
~— Secondary Education, * 
Staff Deve 
omen Teacher Education, 


Identifiers—*New York City Board of Education 
The New Teachers Mathematics Staff Develop- 


it, Student 
‘eacher Work- 
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Grades 3-6. 

New York City Board of Education, Brooklyn, N.Y. 
Div. of Curriculum and Instruction. 

Pub Date—(8 

a or related documents, see SE 048 


Available from—New York City Board of Educa- 
tion, Div. of Curriculum and Instruction, 131 Liv- 
Stoo. St, Rm 613, Brooklyn, NY 11201 

Pub Type— Guides - Classroom - Teacher (052) — 
Guides - Non-Classroom (055) 

EDRS Price - MF01 Plus Postage. PC Not Avail- 
able from EDRS. 


inki Mere Fame tary Edu- 
cation, School Mathematics, Grade 


3, Grade 4, Grad Grade , Grade 6, Homework, Mathe- 
Mathematics 


SE 048 607 
Development, 


“New ee Sy Beet Se 

The New Teachers Mathematics S 
gutianicodatiadbiveaaan 
tion of content and methodology. Teachers focus 
their attention on content, lesson 


-—yt-- gd te 
provided in each section vary. (RH) 
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Staff Development 

3 and 6, 1986-1987. Volume 2. 

New York City Board of Education, Brooklyn, N.Y. 
Div. of Curriculum and Instruction. 

Report No.—ISBN-88315-808-6 

Pub Date—86 

Note—193p.; For related documents, see SE 048 
605-607. Drawings may not reproduce well. 

Available from—New York City Board of Educa- 
tion, Div. of Curriculum and Instruction, 131 Liv- 
ingston St. Rm 613, Brooklyn, NY 11201 
($16.00). 

Pub Type— Guides - Classroom - Teacher (052) — 
Guides - Non-Classroom (055) 

EDRS Price - MFO1 Plus Postage. PC Not Avail- 
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Grades 


Identifiers—Graphing (Mathematics), *New York 
City Board of Education 
This publication contains reference materials and 
activities for teachers in a staff development pro- 
pape ee DP oy 
combines content and 
Sections i in Eebae publication include: (1) Student Ver- 





tion materials, et lists, duplication masters, 
and teaching tips. (RH) 
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Wolfe, Richard G. 

Second International Mathematics Study; Longi- 
tudinal, Classroom Process Surveys for Popula- 
tion A: Students, ae and Schools, 
1981-1982 [machine-readable data file). 

International Association for the Evaluation of Ed- 
ucational Achievement, Stockholm (Sweden).; 
Ontario Inst. for Studies in Education, Toronto. 

'y—Center for Education Statistics 


87 

Contract—OE-300-83-0212 

Note—File documentation is contained in the Cen- 
ter for Education Statistics publication CS-87-332 
“a g Manual for Use of the Databank of the 
Longi' Classroom Process Surveys for Pop- 
ulation A” (SE 047 846). 

Available from—Second International Mathemat- 
ics Study Group, ey Ay Illinois, —— 
Building, Room 341, 505 Armory A 
+ area . IL 61820. Telephone: @17) 333. 

4 

Pub Type— Machine-Readable Data Files (102) 

from EDRS. 





= Mathematics Study, Thailand, United 
tates 
The Second International Mathematics Study 


tions: Population A of 13-year-olds and 
mathematics in their final 
achieve- 


was measured with a 
jo (180 or 176 for the 13-year-olds, 136 for the 


older students) distributed across the curricular 


schools, ¢.g., behavior problems, enrollment (by 
, school days per year, 
begin- 


United States. The standard 
IEA-type survey design was a ted with two 
innovations: (1) a pretest (beginning of school year) 
measure based on the same mathematics item pool, 
and (2) rich documentation of classroom teaching 
practices. The resulting Pi A machine- 
readable data file (MRDF) is comprised of 39 sub- 
files. There are three response files corresponding to 
the schools, the teachers (or classrooms), and the 
students, for each of the eight geographic regions 
(3x8 =24). There are 9 documentation subfiles and 
6 control, working, and demonstration subfiles. The 
data include responses from 37,558 13-year-old stu- 
dents. Student backgrounds and attitudes were sur- 
veyed, along with their knowledge of algebra, 
geometry, ratio, propor- 
tion, and percent. Teacher backgrounds, attitudes, 
and teaching practices were surveyed. School prin- 
cipals were ied about school operations and or- 
ganization. SIMS file provides for the first time 
international mathematical achievement datasets 
gathered under common and rigorous survey condi- 
tions. The survey results for the United States are 
contained in “Second International Mathematics 
Study: Summary Report for the United States” (ED 
259 396). TYPE OF SURVEY: National —_ 
International Survey; Longitudinal 71 
SPONDENTS: 13-year-old students (37,5 ae > 

cluding their school principals and ma‘ 

teachers). YEAR OF DATA: 1981- 1982. oly 


SO 
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Global Learning, Inc., Montclair, NJ. 

Spons Agency—Danforth Foundation, St. Louis, 
Mo.; Longview Foundation for Education in 
World Affairs and International Understanding, 
Accokeek, Md. 

Pub Date—84 

Note—208p.; Portions contain small marginally 


Education, *Inservice Teacher Education, Profes- 
sional Continuing Education, Professional — 


Teschers, Social Studies, *Sommer 7 

Teachers, Studies, *Summer a. 

Teacher Education, Teacher Education Programs 
a Studies 

of a global perspective provide a 

broad framework around which a summer institute 
on eee es ee ee 
designed. The dimensions, which were selected to 
help transcend traditional political interpretations, 
include: () perspective consciousness; (2) state of 
the planet 


which contains sample daily classroom activities. 
Specific films, simulations, discussion 
questions, learning exercises, along with 31 
worksheets which can be used in conjunction with 





selected activities, are included. Journal articles and 
documents, both supporting and a the 
need for global education, are appended. (. 


SO 016 796 


ture. 
Oregon Law-Related Education Project, Portland. 
Pub Date—85 
Note—119p.; Illustrations are printed on colored 
Law-Related 


from—Oregon Education 
229 SE 102nd Ave., Portland, OR 97216. 
Classroom - Teacher (052) 


Instructional 

Reading Materials, Social Studies, *Teaching 

Methods 

Children’s literature is a rich source of informa- 
tion for teachers to use in helping elementary school 


- plete 
lesson plans are offered that creatively focus on the 
citizenship building potential of each book, and a 

of motivational teaching methods is sug- 





pear in each of the 74 selected books. A second table 
shows which of 35 


from—Oregon Related Ed 
220 SE 102 Ave., Portland, OR 97216. 
Guides - Classroom - Teacher (052) 


classroom discussion 
m= feng page 
winch can be wed to pa the it, i cde 
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Parker, Barbara 

Nonsexist Curriculum Development: Theory into 
Practice. The Handbook of the Curriculum De- 
ee ee ee 


Colorado Univ., Boulder. Women Studies 
Agency—Department of Education, 


ington, DC. 


Pub Date—84 

Grant—G008 102165 
Note—132p. 

Available Tecan Semen Studies 


classrooms. The course was desi 
pensate for the lack of information in the traditional 
curriculum pn ne pa ae ape (2) 
penpene bow dey we Fo misinformation generated 
eae ee ae ae eee 
and knowledge in the field 


focus on teaching units for elementary, middle, and 


a school students. Tests utilized to 


course lectures focus on: 
(1) assumptions about males and females, (2) the 
(3) videotaping, (4) sources of 


Vn 
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apanese 
Spons Agency—U.S.-Japan Education Group, San 
Francisco, CA. 
Pub Date—85 
Note—20p. 
Pub —— Oe he een f2 (120) 
Plus Postage. 


EDRS Price 
Objectives, Soecetened a Philosophy, Educational 
Theories, Education Work Relationship, Elemen- 
tary Secondary Education, Foreign Countries, 
*Human a, Job Performance, *Labor Edu- 
= *Labor Force, be yg Effective- 


Organizational ‘erformance, 
Performance Factors, *Productivity, MSchool Busi- 
identifiers 3 


japan 
If competitiors of the United States are making 
superior products and distributing them more effec- 





cators agree with businessmen 
as a model that the United States should strive to 


tion, higher 

Ces Sep on ae Se Se 

system will yy 

pe gee A of its population, local 
schools, and the tendency of U.S. citizens to focus 


Document Resumes 131 
on self-achievement. (JHP) 
SO 017 177 





Three indexes to the contents of the Lake Forest 
College (Illinois) Library’s special collection of 600 
issues of feminist alternative newspapers, generated 
sao guested Gemmpagiin: Stn, ent echoes Caines 

are provided. , title, and subject indexes 
source material on the 


enn ba 

Arranged alphabetically by t 

graphic index lists newspaper titles and 
volumes and issues archived in the 


in the title index. This 
a aa en 
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ptions, Program Guides, 
*Sex Fairness, Teacher Work- 
shops, Workshops 
Identifiers—*Project Equity 


Schools. 
Spons Agency—Department of Education and Cul- 
ture, Manila ). 


Pub Date—9 Apr 87 
Note—38p.; Paper presented at the Annual Meet- 
ing of the Indiana Council for the Social Studies 
(Terre Haute, IN, April 9, 1987). 
Reports Research (143) — Speeches /- 





Research, Social Studies, *Teaching Mothode 
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*United States History 
Identifiers—* Indiana 
A research study was undertaken to determine 
how U.S. history is taught and what is learned in 
Indiana public schools. The objectives of the 
study —\ 7° Ee CO gem Se status of U.S. 
history in Indiana public schools; (2) to compare 
results of data with national literature; (3) to iden- 
tify what is actually taught; (4) to ascertain the ex- 
tent of teacher reliance on U.S. his' textbooks; 
(5) to identify the level of teacher training; (6) to 
identify different teaching tec ues; and A to 


content is usually taught in chronological order with 
an emphasis on textbook usage. U.S. history teach- 
ers create about one-third of their own curriculum 
materials. Traditional lectures and class discussions 
are the most widely used teaching methods, but 
homework — Tl. 


alah coadintncmiioen attdeaoa 
— Tables and questionnaires are 
incl . GHP) 


ED SO 018 151 
Gore, Deborah, Ed. 
Art and Literature. 

lowa State Historical Dept., lowa City. 

Pub Date—Apr 87 

Note—25p. 

Available from—State Historical Society of lowa, 
402 lowa “er lowa City, LA 52240 (Annual 
subscription, $5.00-single copy rate, $25.00- 
classroom rate). 

Journal Cit—The Goldfinch: lowa History for 
Young People; v8 n4 Apr 87 

Pub Type— Collected Works - Serials (022) — 

Guides - thn 


High Schools, Fo ang de ol tke Literature, Lit- 
Identifiers “Depression (Eeo (Geooomie't 1929), *lowa, 
*Regionalism 
issue highlights a style of U.S. art and 
role in its development. 
student 


people lived in the Midwest during the 
1920s and 1930s, the depression years are featured 


cuaapelietnantie kanteaniodetinent 
cal development of New Deal Art Programs. (JHP) 


ED 286 779 P 018 152 
Philosophy and Objectives: Course 
Yeshiva of Flatbush, Brooklyn, NY. Tosi Braverman 


pus Dee 107] 


Note—24p. 
Pub Type— Reports - — (141) — Guides 


philosophy 

pot bg Pg LT Fb 
studies are taught in Hebrew and to encourage stu- 
dent commitment to a Torah-malakhic lifestyle. An 
outline of the general studies program includes the 
required courses and skills to be achieved during the 
four-year high school Enrichment pro- 
grams such as the advanced placement program, the 

Medrash Program, biomedical h 


arene atte e 
joals and requirements of the Judaic Studies Pro- 





seminars student p 
progren opportunities in Israel. Onpy’ 
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Elwan, Nour Eldin 
Education in Ancient and the Present Egypt: From 
4000 B.C. to A.D. 1983. 
Pub Date—Mar 87 
Note—26p. 
ype— Historical Materials (060) — Reports - 


Postage. 
History, College Role, 
oComperstive ‘Analysis, *Educational 


Since the 1952 oo caused in part by a drive 
for modernization, a number of educational reforms 
have occurred. The current higher educational sys- 
tem in Egypt is described in terms of admission 


ted at the Annual Meet- 

ing of American Educational Research Associa- 
tion (68th, Washington, DC, April 20-24, 1987). 
Pub Type— Speeches/Meeting Papers (150) — Re- 


not considered i 
classes and illustrates the importance of 
of historical perspectives and situational 
ethics in the teaching of complex contemporary so- 


ED 286 782 SO 018 175 
The Soviet Union and Eastern Europe: A Teachers’ 


Guide. 
Indiana oe Bloomington. Russian and East Eu- 
t. 


Topean 
Pub Date—87 
Note—36p.; Some pages contain small, light type. 
Available from—Russian and East European Insti- 


ern Europe, because U.S. textbooks frequently ig- 
nore this part of the world. These units about the 
Soviet Union include information on y, ed- 
ucation, lifestyles, government, the unist 
Party, economics, and religion. Suggestions for 
eS ee as eae 
are offered along with a brief chronology of 

ecrenbeniientamamsentaanmicciaae 
The section on Eastern Europe features units which: 
(1) wy yey yh - Perspec- 
tive; (2) discuss history of Yugoslavia since 
1948; and (3) describe the relationship of most East- 
ern European countries to the Soviet Union. Maps 
eS nee 
for obtaining additional instructional materials 
about the Soviet Union and Eastern European 


SO 018 189 


Note—17p.; Paper presented at the Literature and 
the Immigrant Experience Conference (Cranford, 
NJ, October, 1986). 

Pub Type— Opinion Papers (120) — Speeches/ 

Meeting ine Sunken (150) — Reports - Descriptive 





acar. Volunteer participants were asked to 
through which they 
were 


D.C. 
Report No.—ISBN-0-89062-147-0 
Pub Date—Mar 84 
Note—6lp.; For related document, see ED 206 


521- 523, and ED 221 435. 
Available from— Center for Cultural Re- 


Publishing 
sources, 625 Broadway, New York, NY 10012 


Center for Cultural Re- 
, New York, NY 10012 





a two-part study entitled, “The Conditions and 


poe 
emergence of truck and bus touring operations. Al- 
current nonprofit theaters have been 


ceive low salaries. The study concluded that in the 
future the theater may have to further control costs 
and raise revenues, become more it on con- 
tributions, or decrease its cong | of activity due to 


- Teacher (052) — 
(051) 


1/PCO2 Plus Postage. 

Descriptors—*Community Study, Elementary Ed- 
ucation, *Family History, Folk Culture, *Geneal- 
, Instructional Materials, Learning —— 
Modules, *Local History, Oral History, 

*Social Studies, Units of Study 
to help students gain a 

their hi 


i cellanasemiiaialn candied kground 
suc aig spy + , interviewing adult 
relatives, studying local folklore, and creating an 
ancestors gallery. Part II of the unit involves stu- 
dents in a study of their county. Ripley County, 
Indiana is the focus of this unit, but the activities 
could be easily transferred to any other county. Ac- 
tivities include drawing a county map, detailing the 
origins of the county, and studying the early families 
ee ee a oan S 
pioneer life. Topics studied are: homes, transporta- 
tion, education, food, crafts, medicine, towns, cloth- 
ing, and holidays. (SM) 


SO 018 253 


et See for International Develop- 
DC.; International 
pon Boe Health, Inc., Atlanta, GA. 

Pub o Dees? 


Note—S8p.; Designed to be used with accompany- 
ing 45-minute video training tape. Document is 
printed on five different colored papers and heavy 
stock for use in puppet construction. Photographs 
will not reproduce clearly. 

Available from—INSA Deve t Education 
Project, P.O. Box 15086, Atlanta, GA 30333 
($3.00). The videotape is available at no charge if 
the manual is purchased. 

Pub Type— Creative Works (030) — Guides - 
io" Teacher (052) — Non-Print Media 
a 

EDRS Price - MF01 Plus Postage. PC Not Avail- 

EDRS. 


able from 
Descriptors—Developing Nations, Disease Con- 
= wd = Water, *Health Education, Human 
lations Programs, Intercultural Programs, Liv- 


Health Inc, *Oral Rehydration Therapy 
Designed to help U.S. citizens become aware of 
the needs of people living in developing countries, 
Sores. eS 
the International Service 
. (INSA). The program's 
primary purpose is to inform citizens about global 


support to 
help eliminate world h con eal prea ind 
raise the quality of hanger and living standards 
throughout the world. INSA provides information 
and maps about India and stresses the need of many 


gop tp ee oe 
carried out by and photographs of 


or INSA-trained health workers to teach Indian 
people about ORT and other good health and nutri- 
tion practices. (JHP) 


so gh 275 
Craft —- Membership Organizations 1978. 
port 
National Endowment for the Arts, Washington, 
DC. Research Div. 
Report No. —ISBN-0-89062-089-X 
Pub Date—Jan 81 
Note—S4p. 
Available from—Publishing Center for Cultural Re- 
625 Broadway, New York, NY 10012 


ype— Reports - Research (143) 
EDRS Price - MF01/PC03 Plus 
Descriptors—Art Products, *Craft Workers, Cre- 
ative Activities, *Handicrafts, Nonprofit Organi- 
zations, “Organizations (Groups), Primary 
Sources, Voluntary 
To describe what has been learned about craft 
membership organizations is the goal of this re- 
search report, which utilizes data collected in @ ne- 
tionwide survey of craft organizations. Specific 
ne 6S 8 Se ee eee 
better understanding of U.S. craft artists and organi- 
zations. Findings indicated that a typical craft orga- 
nization has existed for 10 years, has 90 local 
members, is involved in exhibits, sales, and work- 
shops, is a nonprofit corporation, and has an annual 
budget of $3,500. Not all of its members work in the 
same medium, but a majority work with clay or fiber 
mediums. The 


central states, while the 
resides in New England 
tral states. Over 60 percent of the responding orga- 
nizations are involved in more than one craft 


prerequisi 

ship is imposed by 30 percent of craft 
pk he te fh! wep om ar avail- 
=. public, walle eportel Senstions 
tions tend to be oriented toward mem- 
Se Most of these or, tions perceive them- 
selves as having few serious ; there is also 
that accelerated formation of crafts orga- 





included. (JHP) 
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Howlett, Charles F., Ed. And Others 

Amityville: An Overview. 

Ami yy High School, NY. 

Not ~ +f 

Note—1 6p: ited by the 1986-87 advanced 

Sehool, Amityville US. ~~ class, Amityville High 
. Some photographs may 

not reproduce 


Journal me ee of Historical Inquiry; v7 1987 

Pub Type— Guides - Classroom - Learner (051) — 
Collected Works - Serials (022) — Historical Ma- 
terials (060) 

EDRS Price - MF01/PCOS Plus Postage. 

Descri Placement Programs, 
*Community Study, *Family History, High 
Schools, — on a a 
Learning trategies, *Local History, istory, 

Sources, Social Studies, Student Devel- 
Materials, Student Publications, Student Re- 
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records, newspapers, 
waren > die on cual aa oe, 
Amityville, New York. Students chose their own 





and to encourage the world’s people to 
I ne seintly by the United Ni 
tis jointly ni a- 

Agriculture Organization (FAO) 


as the teacher wants to continue the unit. It provides 
for the integration of all subjects one world 
issue—food and hunger. Instructions to students 
Foner dead Actin sucha ring and 
unger are detailed. Activities such as drawing and 

a three-dimensional imaginary world 
the characters which live in the 


Pub ar hy 86 
a ‘or related documents, see SO 018 
vailable from—Church World Service, P.O. Box 


ya they are not its root 
cause. The root cause of hunger is poverty. 


terized by vulnerability to disease, stunted physical 
and at J development, reduced energy and moti- 
vation, and low work productivity. This curriculum 


‘ 7 
duced to the concept of “North and South” in rela- 
tion to developed and dev i nations. A 
handout depicting 


the hunger cycle is used to dis- 
lesson 


dam be by He 
or soup kitchen in the community; eee 
hunger and poverty in the community; holding de- 
bates; organizing food drives; and arranging assem- 
blies. A list of additional resources is included. (SM) 
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Edwin Meese III, 
Attorney General of the United States, at the 
Studies Bicentennial 


American Center 
t of Justice, Washington, D.C. 
Pub Date—12 Jun 87 
"Sti eater presented before the American 


Kab: H a 
tional Law, *Court Role, Federal Courts, *Politi- 
cal Science, Social Studies, 
*United States Government (Course), *United 


States History 

Identifiers—*United States Constitution 

There has been a renaissance of scholarship dur- 
ing the bicentennial of the U.S. Constitution. Con- 
Sy a mag ag pen oy 
that its text, its structure, and its principles be 
widely known respectfully understood. U.S. cit- 
izens need to respect the Constitution as it was un- 
derstood by those who framed it. Underlying the 
Constitution is a “science of politics.” The princi- 
ples of this science of politics (federalism, separa- 
tion of powers, representation, an extended 
republic) decisively influenced the framers as they 





SO 018 392 
, Janet 
World Food Day Curriculum, Grades K-3. 


et - « ‘or related documents, see SO 018 
en Ene De eeote ake Seetn, P.O. Box 


lems 
Identifiers—*United Nations Food and Agriculture 
*World Food Day 


y 
Over one billion of the world’s people are chroni- 
cally hungry. For them, life is a hunger cycle charac- 


drafted the Constitution. The Constitution is a polit- 
ical document, but it cannot be identified with a 
political agenda, whether right, left, or center. The 


Piaget and Bandura: The Need for a Unified 
Theory of Learning. 
Pub Date—87 
Note—3lIp.; Pager qusngutes 2 Go Reaaee Rene 
ing of the Society for in Child Develop- 
ment (Baltimore, MD, April 23-26, 1987). 
Pub Type— Reports - a 
mk sng Papers (150 
PMPOL/PCa2 Plus Postage. 
Sealene-adiee Development, Cognitive 
lopmental Stages, Elementary 
S Theo- 
i , *Political Attitudes, *Po- 
luences, *Political Socialization, Social 
Sciences 
Identifiers—*Bandura (Albert), Piagetian Stages, 
Social Learning Theory 
_ A complete learning model will merge the Piage- 


ity. Thi 
Se repteliaensions itasteck 
tudinal study. The data from grades 5-12 are still in 





may ang ee oem 
. Also, both models vole gw 





i Opinion Research Center, Chicago, Ill 
Pub Date—22 Apr 87 
Note—35p.; Paper presented at the Annual Meet- 
ing of the American Educational Research Asso- 
ciation (Washington, DC, April 20-24, 1987). For 
related documents, see ED 268 016-017. 
Pub Type— Speeches/Meeting Papers (150) — Re- 
mt Research (143) 
EDRS Price - MF01/PC02 Plus Postage. 
Descriptors—Adolescents, Affective Behavior, 
*Affective Measures, *Attitude Change, Cogni 


High 
a *Student Attitudes 
A cognitively-oriented course of economics in- 
struction will affect student attitudes toward eco- 


pare te apts mage ag nee 
cognitively-oriented economics curriculum. The re- 
search was based on two hypotheses: (1) that eco- 
nomics instruction would have an impact on student 


direction as affective changes associated with devel- 
opmental trends. At the pretest, there were no sys- 


cant differences between the groups on five scales. 
The results also gave qualified 


apo 
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Parker, Franklin Parker, Betty 

Behind Textbook 

Pub Date—30 Jul 87 

Note—17p.; Speech given before the Northern Ari- 
zona University of Phi Delta Kappa 
eine. Oni July 30, 1987). 

Pub Ty Opinion Papers (120) — Speeches/ 
_ Meeting Papers (150) 

Price - MF01/PC01 Plus Postage. 

Descriptors—* *Course Content, 
Moral Issues, Moral Values, *Religious Conflict, 
| aes Content, *Textbooks, Textbook Selec- 


7 een Humanism, S: Court 
Textbook censorship cases from Tennessee and 
Alabama have been brought before the U.S. Su- 
preme Court. In Tennessee, fundamentalist 
families objected to 1983 Holt Rinehart, and Win- 


SO 018 417 


Darwin's “Origin of “Species” jes (1899). T Today it is 


- foot 

courses, specifying those requiring paren parental permis- 

sion; (3) a statement of the school’s curriculum, 

goals, and philosophy; and (4) procedures for mak- 
; ~~ $i —— ivi 


Mai 
ties, Learning Modules, *Local History, 
Sls, *Social Studies, *State History, Units of 


Identifers—*Indiana (Fort Wayne) 


Wayne, Indiana from the first Indian settlements to 

the present. It is written in narrative form and each 

p= eye ow any ag me me ne es myn 
lorce and enhance it. Learning activities in- 

— e: (1) using map skills; ( Indian 

wampum belts; (3) 

from corrugated 


is illustrated with original drawings 

Wayne area. The unit may be taught as a class activ- 

ede ben eee 
. Review questions and tests 

are included. (SM) _ 


ED 286 800 SO 018 437 
McClain, Janet And Others 
Elections: An Instructional Unit for Elementary 


University of Northern lowa, Cedar Falls. Malcolm 
Price Lab. School. 





Pub Date—84 
or mete For related document, see SO 018 


Available from—Unit III Products, Price Labora- 
tory School, Univ. of Northern Iowa, Cedar Falls, 


IA TA'50613 ($20.00). 
Type— Guides - Learner (051) — 
Avail- 


a (United States), Presidents of the United 
Education, Resource Units, Simu- 

a *Social Studies, Voting 
In order to increase students’ awareness of their 
place in the nation’s political life, this unit intro- 
duces young children to the electoral process. Each 


Pub Type— Collected Works - Serials (022) — 
torical Guides - 
Teacher (052) 

EDRS Price 


(060) — 


ary Education, 


ae NR, *United States History, 


Identifiers "Bil of 
—_-- Louis 


lieved that a government 


of ers woul ene hey by eventing 
the cotabtichanen ler 


times by the President 


acting 
chief of the military. Each lesson is accompanied 
historical 


an activity such as a debate or an 
SM) 
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McClain, Janet And Others 
the Constitution: 


SO 018 456 





Providing 
rials to enhance student awareness of black heritage 
is the goal of this unit. Each of the 10 lessons in- 
and 


cE 


5 
5 


Guides - Classroom - Teacher (052) 
- MFO1 Plus Postage. PC Not Avail- 


materials, 
plementation instructions for carrying out the activ- 


ities. The lessons may be taught as a class activity 
or completed individually by students. A 


tr 
: I 
F 


helping children learn from what they see, 
touch. The document concludes with a review, 


Arts. 
Journal Cit—Basic Education: Issues, Answers & 
my byt. ty 


impoverished place ee a 
ill for society. For the ats o gain «secure place 
the curriculum, three factors 


SO 018 467 


Thinking.” Current Policy No. 985. 

Department of State, Washington, DC. Bureau of 
Public Affairs. 

Pub Date—Jul 87 

. —*y Address presented at the University of 


wy yy 1, 1987). 
‘ee ce ~~ aly 


ikhail), Nuclear Weap- 
Fort p= Me a the 
orty years ago, advanced 
doctrine of containment against Soviet encroach- 
ment throughout the world. The Soviet Union has 
evolved from s Eurasian land power into a global 
superpower. In an effort to create an international 





tic missiles. Gorbachev is also attempting to im- 
prove relations in the Far East and to exploit the 
turmoil in the Persien Guif area. However, any sig- 
nificant change in the conduct of Soviet foreign pol- 
icy will only gradually emerge. The future 
U.S.- poem pe ey ee ay 
tain elements of conflict and cooperation. A firm, 
consistent, and patient policy can help the U.S. at- 

tain its foreign policy goals. (SM) 
SO 018 469 


School Children. 
Report No.—ISBN-0-942431-00-6 
Pub Date—Jan 87 


Note—167p. 

Available from—Teachers Publishing H P.O. 
Box 9358, Canton, OH 44711 ($7.00 an "si. 50 
shipping cost for each booklet). 

Guides - 


second booklet contains a script that 
describes the writing of the U.S. Constitution and is 
designed for use with children in grades 1 to 5. The 


i represen 2 
to the Constitution; (3) pictures of Washington, Lin- 
RIE FEB 1988 





wee Product of a two-phase project, 
1986-87. Printed on colored 
Pub Guides - Classroom - Teacher (052) 
- MF01/PC08 Plus Postage. 
a mel an Cultural Studies, *Cultural 
Background, *Cultural Differences, *Cultural In- 


Guides, Economic 
ag ics, *Economics Education, 
Educational Games, Elementary Secondary Edu- 
cation, Field Trips, Foreign Countries, Instruc- 
~~ © 
The twin goals sais of this guide are to provide a 
eS SS Co ae 
~p_ ture. Economic con- 
wel ly bee 1B a npn fing 
production (4) markets (3) ‘ 
: sources 


yo ete Pang xv pling 
planning field trips. The study of Japanese culture is 
also conducted through activities that involve stu- 


The 


SO 018 500 
oa * an Educator’s Guide. 
Elementary School Edition [Grades 6-8]. 

New York City Board of Education, Brooklyn, N.Y. 
Div. of Curriculum and Instruction.; Securities In- 
dustry Association, New York, NY. 

Pub Date—85 

Note—70p.; The Academy of Finance is a project of 
the New York City Board of Education. 
vailable from—Academy of Finance, New York 


treet, 
NY 11201; The Securities Industry Association, 
120 Broadway, New York, NY 10271. 
Pub Type— Guides - Classroom - Teacher (052) 
EDRS Price - MF01 Plus Postage. PC Not Avail- 


Schools, Learning yo Middle 
Money Management, Ownership, Simulation, So- 
cial Studies 
Identifiers—*New York Stock Exchange, *Stock 
Market 


Helping students learn about taking responsibility 


business i 
origins of the New York Stoc suas Ser 


-— = t are: (1) shares of stock; (2) the law 
ees ene eee es ma 

Soenk taecen (1) organiza 

(2) factors that have an tmpact on pric 





ee eye 
stock market simulation. To apply the information 
developed in these lessons, it is suggested that stu- 
dents be given some additional class time in prepa- 
ration for playing “The Stock Market Game,” 
developed in 
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Malament, Elizabeth E. 

Watergate: A Teaching Unit. Curriculum Project 

New York City Board of Education, Brooklyn, N.Y 
ew 
Div. of Educational Planning and Support. 

Pub Date—Jun 77 

Note—75p. 

Available from—New York City Board of Educa- 
tion, Div. of Curriculum 


the importance of 

en len eal os 

fined state guidelines, parental ten aad 
propriate materials would serve to improve the 
position of social studies in the curriculum. Teach- 
ers must agree on what content, concepts, attitudes, 
and skills should be taught and make a commitment 
of time to teach them. (SM) 
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Rebhorn, Marlette 


SO 018 506 





themes: (1) mobility and community; (2) religious- 
ness; (3) a nation of immigrants; and (4) changing 
of the character and make- 4 


each other. (SM) 
SO 018 516 


Type— ens Papers (120) — Speeches/ 
_ Meeting Papers (150) 
EDRS Price - MFPO1/PCO1 Plus Postage. 
*College Students, Com- 


i 
“rnin, Danrmanst, Forge otey. Gover 





*International Relations, *Political Attitudes, 
*Student Attitudes, Student Behav or 


; SO 018 523 
ee eee Se 
ERIC Clearinghouse for Social Studies /Social Sci- 

loomington, IN. 


ence Education, Bi 
Spons of Educational Research 


Agency—Office 
and Improvement (ED), Washington, DC. 
te—Sep 87 


from—cClearinghouse for Social Studies /- 
Social Science Education, 2805 East Tenth Street, 
Suite 120, Indiana University, Bloomington, IN 


47405. 

Pub Type— Guides - Classroom - Teacher (052) — 
Opiton F Papers (120) — Information Anal 
ERIC Information Anal a” Products (071) 

EDRS Price - MF01/PCO01 Plus 

Descriptors—Area Studies, *Course Content, Cur- 
riculum Design, Curriculum Development, *Cur- 
riculum Enrichment, Educational Strategies, 


Improvement, Political Science, *Social Studies, 

*Teaching Methods 

Identifiers—ERIC Digests, *Soviet Studies, *USSR 
global significance of 


cause of: (1) its emphasis in the U.S. —_—_ 
size and cultural diversity; (3) its abundance of natu- 





for Instructional Technol- 
A, IN 47402-0120 
B35 7 The accompanying video programs are 


mons each, ces 
25.00 per program per week. 
Pub Type— Guides - Classroom - Teacher (052) 
EDRS Price - MF01 Plus Postage. PC Not A 
able from EDRS. 
Descriptors—Artists, Audiovisual Aids, Authors, 
*Colonial History (United States), Cultural Back- 


that today’s society is the result of diverse historical 
events, ideas, and people. The guide provides pro- 
gram summaries, ideas for discussion, review review ques- 
tions, and extra credit projects. Spanish, French, 
and English cultural contributions and their impact 


nation and gave impetus to the westward movement 
and industrialization of the north. These events are 
presented in several programs. The many reform 
movements (abolition, women’s rights, utopian re- 
form) that changed the nation and gave it its charac- 
ter are all part of the series. The way in which artists 
and writers contributed to the culture and helped to 
preserve it is also explored. (SM) 


SO 018 528 
A Teacher’s Guide. Six 


Available from—Agency for Instructional Technol- 
en 


Rit Box A, IN 47402-0120 
1.60). The accompan 


pow Programs are 

available at $180.00 525.00 complete set, 
special prices for consortium states; rental, $35.00 
Per program per week. 

ype— Guides - Classroom - Teacher (052) 

EDRS Price - MF01 Plus Postage. PC Not A 
able from EDRS. 

Descriptors—Audiovisual Instruction, Civics, Civil 
Liberties, Civil Rights, *Constitutional History, 
*Constitutional Law, Instructional Materials, Ju- 
nior High Schools, Law Related Education, Mid- 


+ teem (Cours), *United States History, 
Identifiers "United States Constitution 


constitutional principles that form this nation’s 
foundation. Each lesson in the guide contains an 
introduction to the main ideas of the program, a 
program summary, and suggested activities to carry 
out before and after the program. The topics empha- 
sized in the series are: (1) limited 


principles of limited government and rule of law, 
government officials cannot behave —— 4 
enforcing law nor are they above the la’ na- 
tional and state ernments exercise powers sepa- 
rately and within constitutional limits under the 
principle of federalism. The system of checks and 

ensures a government with powers suffi- 
cient to act effectively and limitations sufficient to 
prevent tyranny. The U.S. constitutional guarantee 
of freedom of expression is an essential condition of 


The 
framework that was conducive to economic devel- 
opment and national prosperity because private 
property rights were protected and contracts were 
— 
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Re Se pa. Bee OD — Er 
tions/Theses - Masters Theses (042) — 


‘9p.; Catalogue 
nial Exhibition at the Please Touch Museum for 
Iphia, an ken Exhibition tion, Im i 
Attitudes, Student Interests, Teacher Attitudes 
This document —— on a physical education 
teacher’s attempts to design a physical ed 


Peacher Education in the United States: Challenge 


Speeches/ Meeting Papers (150) — 
oe oe (120) 





Opinion, School Organization, Student Recruit- 


ment 
Identifiers—* Excellence in Education 
For pa at five years, education in the United 


5 (2) 
irre aie Regceek 


ment in Nigeria: Professional Imperatives for the 
Future. 


Pub Date—Jul 87 
Note—23p.; Pages getantes 8 Gao ath Gute 
bly of the ‘International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 
Pub Type Speeches/M Papers (150) — Re- 
‘ 43) — > ian 
Oe, a aD a4) 
Six midwest institutions, consisting of two major 


fee tye meer Oy oa ee Bo 

directors in Colorado in 1973-74 and 1983-84 is 
summarized. The “Sport Needs You” promotion 
program is described, and results are highlighted. 
Suggestions to others who wish to address athletic 
equity issues in their own states are offered. (MT) 


ED 286 825 SP 029 039 
Lindsey, Ruth 


If I Knew Then What I Know Now-Exercise 


Cautions. 
Pub Date—13 Apr 87 
Note—10p.; ry presented at the National Con- 
vention of the American Alliance for Health, 
a cg Education, Recreation and Dance (Las 
NV, April ne 1987). 
Pty Speeches leeting Papers (150) — Re- 
- Descriptive ‘aap 
EDRS Price - MF01/PCO01 Plus Postage. 
i *Exercise Physiology, *In- 


s 
juries, *Older Adults, *Prevention, Risk 


professors at Obafemi Awolowo University re- 

vealed that many did not have any professional 

training and some felt that was not neces- 

to be effective. It is suggested that faculty at the 

education level must know not only about 

peor Bae are teaching but also about teaching 
approaches. (CB) 
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Cohn, Marilyn M. And Others 
Teatend emeaieee ob Ge Site of Rae 
Profession: Implications for Policymakers and 
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of Educational Research 
“Faed Improvement (E t (ED), Washington, DC. 
Pub Date—Apr 
Crete BRL-P-86-3090 
Note—67p. 
Information Analyses (070) — Reports 


Secondary jucation, 
sional Autonomy, *Public School Teachers, Stu- 
dent Attitudes, *Teacher Attitudes, *Teacher 
Effectiveness, Teacher Recruitment, Teacher 
Role, Teacher Salaries, Teacher Selection, 
*Teaching Conditions 
Identifiers—Dade County Public Schools FL 
of the teaching 


Schools. Among discouraging 

= affected teachers were: (1) changing student 
and it attitudes and values toward education; 
(2) nature of the teacher’s role; (3) loss of 
control in curriculum and evaluation; (4) changing 
status of the profession; and (5) teacher salaries. 
Data indicated that improvement of such situational 
factors as physical teaching conditions and quality 
of administrative leadership could increase job satis- 
faction. Recommendations for change are presented 

teacher recruitment, selection, retention, 
and further research. (CB) 
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Hofer, Manfred 
How Young People Interpret Teachers’ Sanctions. 
Pub Date—Apr 87 
Note—83p.; Paper presented at the Annual Meet- 
ing of the American Educational Research 
DC, April 20-24, 1987). 
/ Meeting Papers (150) — Re- 


Secondary ucation, 
School Students, *Student Attitudes, *Teacher 
Behavior, *Teacher Student Relationship 
Results of four experiments concerning the way 
young P People interpret an intended or expressed 
or blame) from a teacher are pres- 
cated. Tas iguaaien of the baw Gude wan te o> 
pose the flaws in Meyer's 
explanations of such interpretation, in which sanc- 
pe ge pe he nee hie ay eg 
evaluation of his or her talent versus effort (e.g., the 
pr nth mah mee my ap mee ey wl 
ented person for expending the greater effort). The 
experiments involved four groups of West German 
students (N= 180; N=86; N=225; N=177) be- 
tween the ages of 13 and 19 who interpreted 


SP 029 297 


Information Analyses (070) 

yo nn Plus Postage. 
Processes, Educational 

Research,  Epstemolry. ee Problem 


Depelip emmedald tee toe temnben 


SP 029 303 


Note—2I1p.; Paper presented at the Annual Meet- 
ing of ican Educational Research Asso- 

i DC, April 20-24, 1987). 
Reports - Research (143) — Speeches/- 
) 


y 
ility, *Test Validity, *Under- 


Note—19p.; Paper presented at the National Con- 
ie = Se Mae Seas ot Se 
ysical Education, Recreation and Dance (Las 

AS NY April 13-17, 1987). 
ee <Research (143) — Speeches/- 


serial schedule, and the third a random schedule of 
practice. Subjects were given skills tests with both 
subjective and objective criteria following comple- 
tion of the unit. Results indicated no differences 


pe ee ee 
sarily generalize to practical settings. (CB) 


SP 029 314 


7 
~ Opinion 120 
i Research, 


process and can clarify and analyze what has been 
learned to distinguish the know! base as a com- 
plex web, instead of a file cabinet with “real” 
research. (MT) 
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Beijaard, D. 
Ree on ant Reman Sf Weems by 
Instructors in the Dutch Training Centres 

Education. 


Practical 
Pub Date—Jul 87 
Note—18p.; Paper presented at the World Assem- 
bly of the International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 
Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Research (143) 
EDRS Price - MF01/PC01 Plus 
Descriptors—Action Research, * 
cation, Elementary 
Coun’ 


eign 

Teacher Education, *Teacher Characteristics, 

*Teacher Improvement 
Identifiers—* Netherlands 

Eleven training centers for practical agricultural 
education in the Netherlands provide practical 
courses for all levels of students or trainees. A sam- 
ple of 29 experienced instructors was selected at 
random from the centers to participate in the re- 
search project designed to identify the didactical 
qualities of the instructors and to develop an inser- 
vice training program based on the results. Data 
—— involved interviews, observations of prac- 

tical lessons, retrospective techniques, and log 
books. Discussed are several characteristics of prac- 
tical teaching of the instructors, including subjectiv- 
ity and intentionality, reflexivity, relation to the 
context, and limitation. Special attention is paid to 
aspects of the instructors’ task environment, its in- 
fluence on teaching, and issues regarding the teach- 
= oa = The quality of instructors’ 
tions on their own teaching process has impli- 

cations for a didactical inservice training program 
that would enable instructors to improve their 
teaching capabilities. (Author/ MT) 
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Walstad, William ‘. a. John C. 
Economic Literacy, Teacher Instruction, and Prep- 
aration for the World of Work. 
Pub Date—Jan 87 
Note—21p.; Paper presented at the World Assem- 
bly of the ‘Internati Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 
Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Research (143) 
EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—*Economics Education, Educational 
Needs, High Schools, *High School Students, 
*Knowledge Level, Relevance (Education), 
Teacher Education, Test Results 
Identifiers—*Test of Economic Literacy 
This paper analyzes the economic knowledge of 
rdnry students based on national data from 
8, students who took the revised “Test of Eco- 
nomic Literacy,” a nationally normed and standard- 
ized achievement test in economics. First, the 
validity and reliability features of the test are pres- 
ented and then the test scores are broken down 
across many student characteristics. Second, data 
from both forms of the test are combined and ana- 
lyzed to identify areas of the strongest and 
topics and economic con- 





and these results are compared to student findings. 
Finally, implications are drawn for improving class- 
room instruction and teacher training in economics. 
Deena 0 Si oleae 02 Sena 
because it provides an understanding of how eco- 
nomic systems work and aids in evaluating life’s 
choices in our roles as workers, consumers, and citi- 
zens. (Author) 
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Bloom, Darrell Jorde-Bloom, Paula 
The Role of Higher —p ema the 


Personal of T 

Pub Date—Jul 87 

Note—25p.; Paper presented at the World Assem- 
bly of the International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 

Pub Type— Speeches/Meeting Papers (150) — In- 
formation Analyses (070) 





Price - MF01/PCO01 Plus Postage. 
Descriptors—* Adult Development, *Career Devel- 
opment, *Developmental Stages, Hi Educa- 

tion, *Staff Development, *Teacher 

If the teaching profession is to attract the most 
promising teacher candidates and retain those who 
are exemplary in practice, it is imperative that 
be attended to throughout 


two important concepts i i i 
the developmental —J of adulthood and the 


for 
eee i oncle, Pai ccaammentinaiae 
of their professional 


Note—10p.; Paper presented at the World Assem- 
bly of the International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 

Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - Descriptive (141) 

EDRS Price - MF01/PC01 Plus 

Descriptors—*Delivery Systems, *Field Experi- 
ence Pr Education, Inservice 


Identifiers—* University of Portland OR 
The University of Portland ( ) School of 
Education has proposed a “Field Based Model for 
and ini 


teachers in 

include: (1) training of current regular classroom 
teachers in remote international locations; (2) de- 
velopment of an ongoing network of training in new 


skills and support needed for serving the diversity of 
student abilities and problems encountered; (3) im- 
plementation of an alternative teacher/consultant 


ys' 
ongoing information networks. (Author/CB) 
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Packard, Richard D. 

Teacher Development and Incentive Program: Re- 

search and Evaluation for Effective Policy 

Change and Reform. 

Pub Date—Jul 87 

Note—17p.; Paper presented at the World Assem- 
Council on Education for 


20-24, 1987). Appendit may nt reproduce well 
Meeting Papers (150) — Re- 


Identifiers—* Ari 
Incentive — 
The Arizona Career Ladder Teacher Incentive 

a pilot teacher incentive program, fea- 


evaluation systems totally salary 
scheddegendebe $-quargisemmschenboute 
RIE FEB 1988 


ation project to develop a workable and relevant 
model that recognizes individual capacities and en- 
hances appropriate role definitions and differentia- 
tion of work assignments for teacher leaders. 
Analysis of responses from over 4,000 participants 
revealed positive findings in relationships between 


interpersonal relationships, comm 
and personnel development. Tee 
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Treffers, Hans 

Ideas of Prospective Teachers in the USA and the 
Netherlands about Teaching and Teacher Educa- 


tion—A 

Pub Date—Jul 87 

Note—23p.; Paper presented at the World Assem- 
bly of the International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, Jul 
a 1987). Appended tables contain onal 


Pub _—- Speeches/Meeting Papers (150) — Re- 
—. Research (143) — Information Analyses 

EDRS Price - MF01/PCO01 Plus Postage. 

Descriptors—*Comparative Analysis, Comparative 
Education, Foreign Countries, Preservice 
Teacher Education, *Student Teacher Attitudes, 
Teacher Characteristics, *Teacher Education 
Programs, Teacher Educators, Teacher Effective- 


ness 
Identifiers—* Netherlands, *United States 
Analysis and comparison of aspects of teaching 
and teacher education in the United States and the 
Netherlands involved descriptions and classifica- 
tions of how students and teacher educators think 
about teaching and teacher education. A question- 
naire was developed and distributed = Prospective 


society, and foundations) of reasons and character- 
the prospective teachers. 


Note—17p.; Paper presented at the World Assem- 
bly of the International Council on Education for 
Teaching (34th, Eindhoven, Netherlands, July 
20-24, 1987). 

Pub Type— Speeches/Meeting Papers (150) — Re- 


project between the College 
int roonmology (CAST) in Jamaica and the Univer- 
sity of Minnesota College of Home Economics fo- 
cused on the improvement of vocational teacher 
education in Jamaica. CAST’s technical teacher ed- 
ay) ~~ of 


and 

educators from both institutions to study at the 
other’s program. Personnel involved in the partner- 
ship have been given ities to develop cur- 
riculum and teaching materials for cultures different 
from their own, improve services to international 
students at their own institution, and develop re- 
search projects. (CB) 
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Note—14p.; Paper presented at the Annual Meet- 
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(1984-85). A Analysis. 
Indiana State Univ., Terre Haute. School of Educa- 
tion. 
Pub Date—[85] 
Note—15p. 
Reports - Research (143) 
/PCO1 Plus 


-grade classes, plemen 
diana schools during the 1984-85 academic 
Subjects were first-graders in rural 
in western Indiana. Class sizes ranged from 15 to 22 
— aby the 1984-85 school year. Student 

the = te 
tan 





and i 
tion of Project PRIME TIME. Results indicated 
that, of 73 statistical test scores analyzed, 39 
showed significant positive ss of the pro dty - 
while 30 showed no significant diff 
positive positive difer 
t 


benefit student achievement and teacher efficiency 
in the primary grades. (CB) 
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New York State Teacher Resource and Computer 

Training Center Program. Report to the Gover- 

nor and Legislature. 

New York State Education Dept., Albany. 

Pub Date—Mar 87 

Note—6 Ip. 

Pub Type— Reports Descriptive (141) — Informa- 
tion Analyses (070) 

| me bai a tot 





report describes the Teacher Resource and 
puter Training Cen Sa it was en- 
acted in 1984 by the New York State Education 
Department to provide systematic, ongoing profes- 
sional development services for the state’s teachers. 





information as well as a directory of the training 
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search directions. A 69-citation bibliography is in- 
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Pub Type— Materials - Directories /Ca' 
EDRS Price (132) — Reports - Descriptive (141) 
- MFO1/PCO01 Plus Postage. 


Dictionaries, Drug Edu- 
cation, Resources, Health Education, 

SHealty Materiols. “Information Sources 

as See ae to a multitude of 
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tioas and Projected Reasons for Discontinuing 
Pub Date—17 Apr 87 
Papel of, the 


‘ ; 
aC ag tm April tt, 1987). 
ype— Speeches/Meeting Papers (150) — Re- 


Education 
This study sought to determine the multivariate 
relationship between sport participants’ achieve- 
ment goal orientations and pro reasons for 
dcopping out of sport. Pour bandeed and eiaty atte 


3-18, who attended the University of 
completed the Achiev 
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Secretary’s Program: Planning 

ae p> Sake Saee aa eee 

- Final Report. Support for Innovative Teacher 

Nassau County Board of Cooperative Educational 
es N.Y. 

Gea 008510185 


Note—32p. 
Type— Reports - Descriptive (141) 











project developed professional procedures 
plying for support and objective criteria for selec- 


teacher 
ble for the fi (I) acting os laioon between 
project staf staff and bul 


that results from this model makes it easier for 
teachers to design and effective Individ- 
ualized Education and reduce the use of 
labels and categories for students. (CB) 
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Two case studies illustrate the Fine-Tuning Effect 
and its benefit to participants in athletic competi- 
tion. The Fine-Tuning Effect is the of 
psychological processes that enable physical 
to be expressed in a maximum fashion. Such tech- 


the relationship be- 
tween the sports psychologist and the athlete. (CB) 
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provided, length of instructional sessions, session 
organization, and session attendance. (CB) 
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teaching should be viewed as problem 
solving and that professional development depends 
” with an unnecessarily re- 
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The media have an enormous impact on con- 


sumption and use of various foods and health and 


fitness More 

of-home and frozen ready-made meals 

before. The use of the words “light” , Beth 
questionned. The advertis- 


of getting 
accepting advertising claims, is stressed. (MT) 
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surrounding 
supplements to maintain good health and for pre- 
ventive health care. Several points are made in op- 
ane genaenny opinions that i 
Leverett me Anon . Con- teaching” model of cognitive instruction, a model 
ee eae include: “() faulty itions which makes clear the com inki 
of health; (2) validity of nutrition research; (3) role : ing is, highlights i 
of —— professionals; (4) gov- 
= Pronouncements; (5) propa- 
ganda and ; and (6) the notion of a 


of 
tional planning at a time when there is i 
concern for teacher accountability; (2) aes 6 
studies lesson that illus- 


Proficiency 
strument” (IPAI); and (3) present content relevant 
to a lesson in economics. Both the principles and the 
sample lesson plans illustrate the systematic 
zation of the unit plan components and the 








This brief considers ways that parents 
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ucation 
Report No.—N-2513-NIE/CSTP 
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Note—217p.; For the companion report to this doc- 
ument, see ED 282 840. 
Available from—The RAND Corporation, 1700 
Santa Monica, CA 90406-2138 
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Durham County School System (North 


search 
outcomes). Attention is given to the potential uses 
and abuses of such research, and limitations of the 
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Center for Education Statistics (OERI/ED), Wash- 


i school teachers from 1986 to 1987, with a 
decrease in the number of secondary school teach- 
ers. The 5-year outlook for 1987 to 1991 predicts 
the continued ine i of secondary 


to 
A yx 
986 and forecasts 
1970 to fall 1985 with projections for the 
Gorn tel ae GAC ee ee 
notes describe the 
sources of data, and discuss forecast accuracy. (MT) 
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North Dakota State Dept. of Public Instruction, Bis- 


Dakota 
In 1986, following the mandate of the North Da- 
kota i ¢, the Teachers’ Professional Prac- 
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Essential Concepts, Skills and Attitudes for Grade 
12. Draft. 
re Se, & Epaen, Edmonton. 


creative thinking, (4) communication; 


Definitions are presented for the follow- 
tial. (MT) 
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Association Conven tts- 
Pub Fype ane See Ln > 
— formation Analyses 


Education 
tions, Teaching Experience 
Numerous reports calling for reform in education 
cameo pound peupapen 


perience. 

about the inclusion of too many practical experi- 
ences in teacher education programs, objecting that 
the ive teacher may be unduly influenced 
by i they observe during these 
‘ i ive-page reference list is included. 
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Note—8p.; tao presented at the American Edu- 
cational S Convention (Pitts- 


tudies Association 
PA Oem October 27-November 1, 1986). 
Pub Speeches/Meeting Papers (150) — 
Opinion Papers ers (120) — Reports - Descriptive 


ucation, i 
*Teacher Role, *Teaching Conditions 
school teachers often work in “classroom 


ideas beyond te own background of experience a 
in coliberasie eee 
ve endeavors and spend little of 


are needed that can provide the 
i power to analyze policy and to effec- 
tively participate in policy debates, including those 
having to do with daily work in the schools. (CB) 


SP 029 453 


mate, and of high intollectuality. (CB) 
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Note—9p.; [eee ees 2 Ge Santen BS> 
cational Studies Association Convention (Pitts- 
PA, October 27-November 1, 1986). 


lum, Teaching Experience, 

Relationship 

Although theory is the backbone of foundations of 
education 


more 
expense of such courses. The imitative and experi- 
ential approach to teaching, as well as the social 
functionalist 


experience, stressing 
aah the atures of teaching (CB) 
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Descri Studies, Individualized Instruc- 
tion, Instructional Effectiveness, Intermediate 


Grades, Strategies, *Media Adapta- 
cre heading Dittcultien *Student Evaluation 


Ldentifier® —*lareractive Model 
A case study testing the hypothesis 
learning performance may be the result of a poor 
match between assigned material and student ability 
involved the use of the Interactive Model (Stetson, 
1981). A 10-year-old fifth-grader with reading prob- 
lems was studied in terms of intelligence, language 
skills, and instructional materials used in reading 
a A program was developed for two areas: 
terial modification and client learning strategies 
ipvaieinn oral language, reading, and writing. 
Post-testing showed improvements in most areas 
and additionally in the student’s self-concept. This 
suggests that the model provided the flexibility to 
assess both the student and the curriculum material, 
resulting in a two-pronged approach that not only 
boosted the student’s skills but also adapted the cur- 
riculum material. (CB) 
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Teachers willing to research available funding 
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proposal; and 


; (3) a sample grant 
teachers wishing to apply for 
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The Practice of Feminist Teaching: A Case Study 
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Wellesley Coll., Mass. Center for Research on 
Women. 
Spons Agency—Andrew W. Mellon Foundation, 
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course content, course pedagogy, and oe. 


among 
dent cognitive level. Results and comparisons 


results between the two courses are discussed in 
terms of several stages of cognitive processing: (1) 
dualism, and 


multiplism, and the discussion mode; and (3) multi- 
focal scholarship, contextualism, and the induc- 
tive/interactive mode. (CB) 
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Michigan State Univ., East Lansing. Inst. for Re- 
search on Teaching. 

Spons ~~ irae of Education, Wash- 


ington, - 
Pub Date—Oct 87 
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Available from—Institute for Research on Teach- 
of Education, Michigan State Univer- 
rickson Hall, East Lansing, MI 48824 
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EDRS Price - MF01/PC04 Plus 
Descriptors—*Aggression, *Classroom  Tech- 

niques, * Discipline Problems, Elementary Educa- 

tion, Teacher Behavior, Teacher Effectiveness, 

*Teacher Response 

Experienced elementary (K-6) teachers nomi- 
nated by their principals as either renay ome 
poy - at dealing with problem students descri 

their general strategies for coping with hostile-ag- 

gressive students aie told how they would handle 
incidents depicted in two vignettes portraying ag- 
gression at school. Transcripts of these responses 
were coded and — for general trends and 
group differences. The higher rated teachers were 
more confident of their abilities to improve the be- 
havior of — students, and they gave more 
organized and detailed descriptions of their strate- 
gies for doing so. Their responses combined firm- 
ness in putting a stop to aggression and requiring 
aggressive students to assume responsibility for 
their behavior and its uences with attempts 
to resocialize these students’ attitudes and beliefs or 
to instruct them in better ways of coping with frus- 
tration and conflict. (Author) 
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Michigan State Univ., East Lansing. Inst. for Re- 
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Spons ~~ irs of Education, Wash- 
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Available from—Institute for Research on Teach- 
ing, College of Education, Michigan State Univer- 
sity, 252 Erickson Hall, East Lansing, MI 48824 
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Pub ‘Type— Reports - Research (143) 
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Descriptors—Academic eens, Junior High 

Schools, *M *Motivation Techniques, Social Studies, 
*Student Motivation, ‘*Teacher Behavior, 
*Teaching Methods 
Teachers participating in an experiment were 

asked to teach their control sections of junior high 
social studies classes as they had been planning to to 
teach them anyway, but to adjust or enhance these 


two class ——¢ was variable but sufficient to 
produce —_ improvement (from the first half 
to the second half of the semester) in student 
achievement. The treatment did not produce the 
expected pre-post improvement in student motiva- 
tion questionnaire responses, however, and teachers 
who stressed strategies for capitalizing on students’ 
existing intrinsic motivation got better motivational 
results than teachers who stressed strategies for mo- 
tivating students to learn. These results suggest that 
student motivation to learn is even more different 
from (specifically, even more cognitive and less af- 
fective than) intrinsic motivation than previously 
suspected, so that systematic teacher implementa- 
tion of strategies for motivating students to learn 
may produce improvements primarily in measures 
of student achievement rather than in measures of 
student motivation (especially if these are conven- 





tional measures that stress affective rather than the 
cognitive aspects of motivation). (Author) 
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A public school district in Alabama uses the Otis 
School Ability Test (OLSAT) in place of 
telligence Scale for Children (Re- 


ferred for placement in 1985-86. Subj ages 
cant 283 were male, 148 female; 2 3 were white, 


prediction for race, but not for sex, for the group as 
a whole. een ate ee ce cee 


learning disabled and those not recom- 
mended for placement. oe MOD) 
T™ 870 153 


3p.; For in this series, see ED 
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curves remained constant despite the inclusion or 
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cially via newsletters. Other recommepdations for 
improvement indicated the need for: tO mon 


Twice-Retained Program 1985-1986. DRET Re- 
port No. 34, 
Newark Board of Education, NJ. Dept. of Curricu- 
lum Services. 
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eu, Adjust t, — Attinadon: *Teachin Teaching 
Models, on Task 

dentifiers—"lastrectionsl Theory Into Practice 
emery ny or System NJ, *Twice Re- 


The Newark (New Jersey) School District’s 
Twice-Retained Program 
1985-86. This alternative 


eceannanie 
expectations, degree of implementation of the cur- 
riculum model, and recency of retention. The pro- 


objective; (3) monitoring learn- 
the ; and (4) using the 
salssisios of tenting Results showed that classifi- 
cation into the Twice-Retained program benefited 


those 
verse effect of labeling retained satiees IOL) 
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Secondary School Profiles, 1985-1986. Rochester 
City School District. Includes New York State 
Comprehensive Assessment Report Data. 

Rochester City School District, N.Y. 

Pub Date—Nov 86 

— For a previous report, see ED 257 
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sions, or receiving free lunches; permits for open 
enrollment; the bilingual program; out-of-district, 
attendance; transf 
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Pub Date—Mar 86 
Note—27p.; Executive summary is printed on col- 
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, and a job d per. The program has 
——— adolescent students who have stayed 

a yp hp of opting 
pane 2). The 22 students currently in atten- 
— AL ~' 1985, completed a 





ment Tests, Attitude ¥. Curriculum De- 
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Png a Evaluation, *Second 
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referenced achievement tests are appended. (MGD) 
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Price - MFO 
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Inservice Teacher Education, *Instructional Ma- 
terial —~ Map Skills, Pretests Posttests, 
Program Evaluation 

Identifiers—* Dade County Public Schools FL, Ed- 
ucation Consolidati nt Act Chapter 


published by the George F. Cram Company were 
more effective in grades six and seven than the other 
publishers’ materials. tAuthor MDE) 
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Analysis of Curriculum Effectiveness: 


1986. 
Indiana Univ., Bloomington. Russian and East Eu- 
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Sone, School Districts, *Scores, Tables (Data), 
esting 

Identifiers—* Public Schools MA, Curricu- 
lum Based Assessment, *Curriculum Related 


Test Results, 1985-86. 
Independent School District, Tex. 
Pub Date—18 Jun 86 
Note—79p. 
Pub Type— Reports - Research (143) 
EDRS Price - MF01/PC04 Plus 


County), *Texas Educational Assessment of Min- 

imum Skills 

The results are presented of district-wide stan- 
dardized testing in the — oa Independent 
School District for the 1985-86 school year. This 
was the first year in which the Texas Educational 
Assessment of Minimum Skills (TEAMS) was im- 
plemented. It was administered to students in 

odd-numbered grades, whereas all other students 

took the California Achievement Tests (CAT), 
which was administered for the last time. Per- 
formance on TEAMS for grades three, five, seven, 
and nine was average in comparison to surr: 
area schools; results for grade one were not yet 
available. Since grade 11 students were to 
pass an exit level to graduate, the exam was adminis- 
tered twice; around 97% passed. Although the CAT 
results were down slightly from the prior year in all 
areas except tenth grade mathematics, the scores 
were well above national norms. Tables and bar 
charts, which comprise about half of this document: 
(1) provide data on TEAMS results; (2) compare 
TEAMS results among the grade levels tested; and 
(3) compare the Irving district with other school 
districts. School-by-school results for CAT are also 
tabulated. (MGD) 


TM 870 502 


Montgomery County Public Schools, Rockville, 
Md. Dept. of Educational Accountability. 

Pub Date—Dec 86 

Note—282p.; For prior reports, see ED 233 080 and 
ED 256 815. 

Pub Type— Numerical / Quantitative Data (110) — 
Reports - Evaluative (142) 

EDRS Price - MF01/PC12 Plus Postage. 

Descriptors—* Academic Achievement, *Achieve- 
ment Tests, County School Districts, Educational 

Secondary Education, Ethnic 


SS lie dae aum ae 
T 870 503 


Pub Type— Speeches/Meeting Papers (150) — Re- 
ports - General (140) 





EDRS Price - MF01/PC01 Plus Postage. 
Descriptors—Compensatory Education, *Cutting 
Scores, Effect Size, Elementary Education, Eval- 
uation Criteria, *Evaluation Methods, *Evalua- 
tion Utilization, Mathemati 








efficienc can't 41 tended elielaney. If the 
observed posttest mean falls at the lower confidence 

the index value is zero (minimal effi- 
ciency). Data from a remedial mathematics pro- 
—a 3, 7, and 8) illustrate the possibilities 
for: (1) net growth (index above 1); (2) breakdown 
(index below 0); and (3) gradations of maintenance 
(index between 0 and 1). As conceived, the effi- 
ciency index is comparable to eta-square, the corre- 
lation ratio. Thus, its anal context differs from 
that of the effect size t associ- 
pone apt non iw poet ogee = 
presented showing how variations in the size of the 
efficiency index may lead to different decision mak- 
ing options. (Author/LPG) 
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Designs. 
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ty hi 
tion were each studied for their effect on response 
shift as seen in retrospective pretest-posttest re- 


i reporting 
could later be validated) before the self-report pre- 
test. After experimental or control treatment 
completed a 16-scale self-reporting instrument. The 
treatment was found to be effective, with bogus 


Samaismntoce 
Siecennenie eaeeaanten 
administered. The 


edge test were treatment was 
found to be effective and a mean pre-retrospective 


effort justification is controlled for and social desir- 
eee 
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tion form, and evaluated the current testing 
gram. The two-page test form is included in the text 


recommended 
and the schedule to be followed. It was assumed that 
the extensive involvement of faculty increased re- 


school districts, in Spring, 1986. Re- 
sults were compared to national norms and to state 
and district scores from i i 


above the 50th national percentile in most skill areas 


mat kee tae Cake 1983, aes 
every year; the fourth-grade total battery median 
has climbed from 43.6 percentile in 1983 to 57 per- 
centile in 1986. The achievement scores for 


eer me presented at ~, Annual =e 
ational Council on Measurement 

Son (Washington DC, April 21-23, 1987). 
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mt Research (143) 
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tion, Elementary Education, Longitudinal 
Studies, Mathematics Achievement, Multiple Re- 
of Education, Pre- 
icti eading Achievement, 
*Reliability, School” Effectiveness, Socioeco- 


*South Carolina Basic Skills 
ee ee ee eee 
hool effectiveness indices (SEIs) based on re- 
siduals from regressing test performance in reading 
and mathematics onto prior-year test performance 
and a socioeconomic status measure (percentage eli- 
ible for a subsidized lunch program) were obtained 
Ss 431 South Carolina 
analysis involved school 


i taining 
The resulting SEIs were found to be reasonably sta- 
eee aah Coe .34 to 
66 depending on grade level and subject area. 
i and cross-grade 


weighed a 
Els, which b.. of ere equal =. 
where the outcomes 





erate in pcre schools. (Author/LPG) 
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Self Evaluation (Individuals), *Social Behavior, 
Test Construction, *Test Reliability, *Test Valid- 
ity 

Identifiers—*Touching 
Because touching is an important and often stud- 

ied construct, and there is need for a valid self-re- 

port measure of touching behavior, a measure of 
touching behaviors was developed. Touching be- 
haviors to be reported were: brief touch on the arm 
or shoulder, handshake, hug, hand holding, kiss on 
the cheek, and kiss on the lips. ope 
targets of ae behavior were: close 

er, spouse, fiance(e), 


ment italien behaviors; (2) family touching his- 
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; (3) scores on Heslin’s attitude-toward- touch 
and ( of sub- 
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Requiring Rater Judgment: A Generalizability 


Spons y—National Heart, Lung, and Blood 

Inst. (DHHS/ NIH), Bethesda, MD. 

Pub Date—19 Nov 86 
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ee Paper presented at the Annual Meet- 
ing of the Mid-South Educational Research Asso- 
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*Behavior Rating Scales, Cardiovas- 

cular Cala Sytem, *Error of Measurement, *General- 
, Health Education, Interrater 

Relability, Ma Models, * Measurement 
Technigues,* *Observation, a Research 


the “Heart Smart” health intervention pro- 
ah. DAR bt 
pressure readings for sire Differentiating the 


called a “G” study, which cao the GENOVA moe. 
gram to estimate the variance of measurement fac- 
ets. As expected, the variance of individuals’ blood 
pressure was large relative to pairs of nurse observ- 


ducted to pinpoint sources of measurement error, so 
that observations could be increased on a particular 
facet to reduce error. Many levels for each protocol 
facet are needed to estimate this properly. (LPG) 
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the Degrees 2 pope bm 
the ‘ower Test, 

ive Tests of Basic Skills (the latter for grade 
10 only). Time of test administration determined 
which served as pretest or posttest. In mathematics, 
anmens aes ee 
equate ew tate ts Competency 
Test to the New York Gay Mathematics Test 


wore gunessted by the Rasch model from 1985 pilot 
data sampling nine elementary and eight junior high 


tematic, cumulative record of performance is essen- 
tial to this approach. The writing folder, a dossier 
kept by the student of diverse samples of his or her 
po pes era wpe we ay se ny pe 
connects the monitoring function of as- 
ees © Ge Sees Se Cane 
level. It uses comprehensive item pools adminis- 
nudes SO eee comm Sue 


, - rs . 
acon eb. a be, 10, as 13 dageeen, erty 


two targets which appeared symmetrically at those 
same eccentricities. All subjects showed a direc- 
tional preference (av about 80%) in the 
two-target condition, and it was found that this pref- 
erence could be eliminated by delaying by about 40 
milliseconds the onset of the target presented in the 
preferred direction. This indicated that a 40-milli- 

second “window” of time was allocated for deciding 
response direction. It was also found that the sac- 
cadic latency of responses in the nonpreferred direc- 

tion was affected more by a second target presented 
in the preferred direction than vice versa. This 
asymmetry in the system which controls saccadic 
da ae has not previously been described. 
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Speaking, “Oral English, Student Re. 

action, Teacher Attitudes 
Identifiers—* Basic English Skills Test Plus Supple- 
ment, Dade County Public Schools FL, Florida 

(Dade County) 

The Basic English Skills Test and its supplement 
(Best Plus Supplement), a structured oral interview, 
were administered to 72 of 119 limited English pro- 
ficient 12th grade students in the Dade County 
(Florida) Public Schools, to determine their oral 
proficiency. The students were native speakers of 
Haitian-Creole, Spanish, and Vietramese. Oral pro- 
ficiency was also rated by teachers from their En- 
glish for Speakers of Other Languages classes. The 
teachers also rated a comparison group of 29 stu- 
dents who had already completed the course. Thir- 
teen students were retested to determine interrater 

reliability and test validity. Of the 72 tested stu- 
dents, 62% had good to excellent oral y; 
76% of the students who had completed classes in 
English for Speakers of Other Languages were rated 
! to excellent. However, the latter group re- 

uired an average of only 4.5 semester credits to exit 
lasses; the 12th graders being tested had al- 
ready completed an average of 6 semester credits. 
of residence in the United States was not 


lucational Research 
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who did not receive disclosure. Ten groups varied in 
number of items disclosed, number of examinees 
receiving disclosure, ability level of the subgroup 
receiving disclosure, and whether the items dis- 
closed were anchor test or nonanchor test items. 

RIE FEB 1988 





Results depended on the degree of exposure to test 
items; the greatest score differences were found in 
Oe Guy S See Go ges cane Spee 
received disclosure on greatest number of test 
items. The effect of item disclosure on passing 
scores and passing rates was also examined. Results 


that there is currently no perfect equating method 
for test disclosure and that test fairness is more com- 


licensing 
against the need to protect the public. 
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The PUS801000 (Public Use Samples) database 
was created as a subsample of the Census Bureau's 
1980 Public Use Microdata 7 (PUMS) for & 


ple 
226,458 persons), i in which each household is coded 
uniquely (by state/number) and each person in the 
household 


Note—27p.; Paper ted at the Joint Mi 
of the Evaluation — Society and the Eve 
ation Network (Chicago, IL, LL Ocwben 1983). 
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structional 
Needs, Formative Evaluation, 
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prehension 
gram Docieation *Second ae Programs, 
Spanish, Summative Evaluation, *Videodisks 

The potential use of interactive videodiscs for 
teaching foreign and factors to be consid- 
ered in evaluating suc programs, are discussed. 
Two types of existing programs, developed and used 
at Brigham Young University, are described: adap- 
tations of existing video material, such as the classic 
Mexican film “Macario,” and free branching simu- 
lations of real life situations, such as the videodisc 
“Montevidisco.” Evaluation of videodisc programs 
must consider three kinds of empirical activities: (1) 
development, content and presentation of the 


<oue itself (formative evaluation); (2) learning 
(summative evaluation); and 
G3) interes interaction of the technology with student con- 
trol of the Furthermore, evaluation of stu- 
dent learning from the videodisc programs must 
consider both system-generated data (e.g. length of 
session, choices made by student, responses to ques- 
tions, etc.) and non-system 
tual variables, students’ self-reports, and students’ 
SS a 


ing comprehension than students in traditional 
programs. Finally, questions and issues to be consid- 
ered in future evaluations of videodisc instruction 
are discussed. (JGL) 
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Education, Summer Programs, V. 

Identifiers—*Talent Identification Program Nc 
This study evaluated a college level Introductory 

Psychology course taken by 23 precocious adoles- 

cents during a three-week summer residential pro- 


and value orientation were compared to similar 
measures from two same-age gifted comparison 
groups. R te post es, including a survey 
on level and type of applications of material, were 





y 
much more ““pehavioral /empirical” In addition, 
large proportions of students reported that the 
course had affected 


educational (50.0%) and 
career plans (36.7%). (Author/JGL) 
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tive ‘Analysis, *Effect Size, Higher Education, 

High Schools, *Hypothesis Testing, *Meta Anal- 

ysis, Natural Sciences, Research Design, Sex Dif- 

ferences, Statistical Analysis, *Statistical Bias, 

Statistical Significance, Statistical Studies 
Identifiers—*Science Achievement 

Data drawn from 30 journal articles and ERIC 
documents reporting on gender differences in natu- 
ral science achievement were re-examined. Three 
meta-analysis methods were used: (1) vote counts 
and vote-counting estimation procedures; (2) tests 
of combined significance; and (3) analyses of effect 
sizes. The three methods produced seemingly con- 
tradictory conclusions which were explained in 


constructs, w combined i tests 
with or without effect-size analyses did not provide 
more information. Sex differences were not evident 
in many subject areas. However, males had 
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tion, Testing Problems, *Test Reliability, *Test 


Validity 
Identifiers—*Answer Changing (Tests), yz 


Manlig amy 7 Need ‘Test Retest Reliability, Type I 
Errors, Type II Errors 
Two types of classification error are possible in 
competency tests: erroneous classification of an in- 
a “master” of the subject (Type II error), 
and erroneous classification 


Note—16p.; hen presented at the Annual Meet- 

ing of the American Educational Research Asso- 
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*Effect “y? Equivalency Tests, Higher Educa- 
tion, High Schools, Intellectual Disciplines, *Sex 


Differences 
Identifiers—*Advanced Placement Examinations 

(CEEB), *College Board Achievement Tests 

Gender differences were determined for scores on 
the 14 College Entrance Examination Board 
achievement tests taken between 1982 and 1985. 
Effect sizes showed a vege yd males to score 
higher relative to females, while the percen of 
male examinees increased. Based on Cohen’s c’ 
fication of effect sizes, differences in six of the 14 
tests were small and two were moderate. All favored 

“ i983 Phowed , ay I eff 
in 1 it effect size, 

$1060, Classified as moderate by Cohen, this effect 
to almost 14 males to each female 


. . ‘ . 
clude scores for European history, Latin, bcogy, 
English composition, and English literature. For 
Advanced Placement examination scores between 
1984 and 1986, the largest mean effect size was for 
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eraged regression coefficients 

~ Fo, ~ Bp ROR. 
(3) slopes were equal in 78% of the black/white 
comparisons and 81% of the male/female compari- 
sons. In 41% of these black/white com; 
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“fh within shook mage tena means showed 
Se ee ean eee, 
yses showed more similarity in mean achievemen: 
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. Furthermore, 
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single component, that 
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acquiring 
lacking in adolescents. The description of the evalu- 
ation design which emerged from this research 
starts with an outline of sampling 
Evaluation activities that take place in the class are 


: (1) a questionnaire 
ers; (2) forms for teachers’ evaluation of student 
performance (different instruments for different 
grade levels); (3) an art event surv ; (4) a question- 
teachers; (5) a form for col- 
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Assessment. 


— } 
; (3) dividing 
of four or five, balancing verbal and non-ver- 
participants in each group; (4) giving the group 
assignment, networking instructions and assess- 
ment to students at the time of the evalua- 


relevant learning experience. (JGL) 
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so eat 
This book discusses tricks for answ i 
on the Law School Admission Test T). The 
tricks are based on an analysis of 12 editions of the 
LSAT which have been made public pursuant to 
New York’s Truth in Testing Law. 
published by the 


cach een ch an that Chen tained 

options; (4) a description of tricks for penn a 

specific types of items; and (5) examples of the 
materials commentary on 


trick’s effective on 12 
tions of the LSAT. evttoqudd cugteonent 
bias which focuses on bias 
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items. Topics in this book include: (1) a description 
of the test development process that is involved in 
compiling an actual GMAT: (2) a detailed analysis 
of the structure of each section of the GMAT; @ 
an analysis of answer options; (4) a description of 
a een 
published material and 





chapter on test bias which focuses on bias against 
minorities, women, and low income applicants. Sug- 
pe omy sae for avoiding test bias are offered, with ex- 
amples from published materials. (KA) 
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(1) individualize the difficulty level of 
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also reasonably valid despite low reliability. Combi- 


and i considered. 
The final section of this guide offers a procedure for 
reporting test results to different user groups. (LPG) 
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erage achievement is low for the district. The School 
valuation Guide 


of this technique in a teacher center show the vivid- 
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fective intervention. In the 


aa 
data, when collected, are entered ‘ttocdy ~~ 


td fda ‘conclusions too soon. Suggested ap- 
is method include evaluation studies 
for pene rt theoretical models. It is also sug- 
pate te my meee me oe | 
sible bias and “tunnel vision”; and that 

rather than coded, field notes, be entered. (JGL) 
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toring 

This paper examines the concepts of program 
monitoring and program evaluation in the literature, 
and offers working definitions based on two dimen- 
sions of measurement: focus (what questions are 
addressed) and timing (how often the measures are 
taken). Focus can be on inputs to the program or 
outcomes from it; timing can be one-shot or contin- 
uous. Continuous measures are here considered to 
be monitoring—"input monitoring” if the measures 
are on inputs, “impact monitoring” if they are on 

One-shot to 


eet eet toe by the World 


by J. Wholey, and by the International Statistical 
7 Center are considered and compared. 
(GGL) 
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productivity were found to be more important than 
oo of the program graduates. (Author/ 
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ation in stems (for fractions). The mental 


mixed numeral; (3) other rounding, including all 
numbers up or some numbers up and others down; 
(4) using compatible numbers or numbers relatively 
close to the given numbers; and (5) compensating, 

justi i to reflect variations that 
might result from rounding or the use of some other 
adjustment process. Students had a strong mental 
Feunta Ses 


students. 
some test items). (Author/JGL) 
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preference for a verbal for- 
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*Computer Assisted Instruction, 


inner city high 
hool seniors. They on the SAT in No- 
vember, 1985 and posttested in January, 1986. Dur- 
ing the instructional program, supervisors 
recognized the subjects’ frustration with the diffi- 
culty of the vocabulary and their repeated hae 
answers on the computer tests, as we!l as their 
of motivation to attend the program. Results for the 


aes os peeters Gens Sees 
verbal and 40 points in math. Results of the second 
study are encouraging for use of computers in train- 
ing inner city students in test-wiseness and SAT 
content. (JGL) 
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mathematics 
higher foreach grade level than English gin sores. 
The most important reason for this discrepancy is 
that time spent on instruction in mathematics 
classes (68%) is much higher than that spent in En- 
glish classes (36%). Other influential factors are at- 
tendance, variations from site to site, and the fact 
that mathematics course objectives are correlated 
more closely with program objectives. Chapter | 
teachers were found to have accepted mastery 
learning as an effective instructional 5 
ommendations include the f 
English curriculum more closely wi 

a oe = and objectives; (2) increase the 

tional supervision in the class- 

——— (3) improve communication between the 
building level staff who place Chapter 1 students 
© See | an oe SS 2 a 
ones Saae aae conduct monthly obser- 
vations, with anecdotal records kept on specific 
teacher and student behaviors that are ‘ntertoring 
with effective instruction. Appendices include a list 
of documents used in the study, sample surve 
forms, and the program evaluation proposal. (KH) 
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County (Kentucky) Public Schools for the 1986-87 
school year. It is based on counts of students and 
professional personnel made in September 1986. 
Findings show that racial polarization is intensifying 
in the Fayette County schools. More blacks and 
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This book analyzes the ways in which majority 
and minority interests interact in the educational 
oan SS Seen ee 
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ED 285 969 

The College Cost Book, 1986-87. Seventh Edi- 
tion. 


ED 286 385 
College to Career. The Guide to Job Opportuni- 
ties. 


ED 286 386// 


re raga | Underachievers: A Counselor's 
Guide to Helping Students Improve Their Aca- 
demic Performance. 


Course Standards Handbook. 


ED 286 112 





_ED 286 567 
Envi 


lor Mainstreaming. 
Bulletin, sree ‘aes, No. 10. 
ED 286 336 
Day Care Infection Control Protocol. 
Devetaping and ingosving Y. Your Total Special 
proving Your 
Education System. Volume 1 
ED 286 334 


Distance Learning Proposal. 
ED 286 469 
Drpatte Wy Stes ee ae A Hand- 
book for Teachers and 
ED 286 339 
Essential Concepts, Skills and Attitudes for 
Grade 12. Second Draft. 
ED 286 869 


Essentials of College and University Education 
for Professional Nursing. Final R 
ED 286 391 
Establishing an Outdoor Education Organiza- 
tion. ERIC Digest. 

ED 286 701 
Facilitator's Guide to Staff T: 


No. 149K. 

ED 286 682 
Facilitator’s Guide to Staff T: for the Rural 
America Series. Appendix A: Evaluation Proce- 


t Series No. 


ED 286 687 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Introduction. Research and De- 
velopment Series No. 149A. 

ED 286 672 


Facilitator’s Guide to Staff Training for the Rural 
America Series. Module III: Needs Assessment. 
Research and Development Series No. 149D. 

ED 286 675 
Facilitator's Guide to Staff Training for the Rural 
America Series. Module II: Initial Planning. Re- 
search and Development Series No. 149C. 

ED 286 674 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Module IV: Behavioral and Pro- 
gram Objectives. Research and Development Se- 
ries No. 149E. 
ED 286 676 


Facilitator’s Guide to Staff Training for the Rural 
America Series. Module IX: Staff elopment. 
Research and Development Series No. 149J. 
ED 286 681 
Facilitator’s Guide to ee for the Rural 
America Series. Module VI Guidance 
Practices. Research and Development Series No. 


149G. 

ED 286 678 
Facilitator's Guide to Staff Training for the Rural 
America Series. Module VII. 


Facilitator’s Guide to Staff Traini 
America Series. Module VIII: Placemen 
search and Development Series No. 1491. 

ED 286 680 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Module V: Resources. Research 
and Development Series No. 149F. 

ED 286 677 
Facilitator's Guide to Staff Training for the Rural 


ED 286 683 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Module XII: Evaluation. Re- 
search and Development Series No. 149M. 

ED 286 684 
Facilitator's Guide to Staff Training for the Rural 
America Series. " 


'o. 149N. 

ED 286 685 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Module XIV: Case Studies. Re- 
search and Development Series No. 1490. 

ED 286 686 
Facilitator’s Guide to Staff Training te 
America Series. Module 1: es = 
Need. Research and Development Series No. 
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149B. 

ED 286 673 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Participant Materials, Modules 
ia. Research and Development Series No. 


ED 286 688 
Facilitator’s Guide to Staff Training for the Rural 
America Series. Transparency Masters, Modules 
I- + Research and Development Series No. 
149R. 

ED 286 689 
Family Day Care: An Option for Rural Commu- 
nities. 
ED 286 631 
aly Theough 1s. Third ew a: Education: Grades 


ED 286 127 
Family Living Including Sex Education: Supple- 
mentary Material Related to AIDS. 

ED 286 128 
Family Living Including Sex Education: Supple- 
mentary Material Related to Helping Children 
Protect Themselves from Sexual Abuse. 

ED 286 129 
Farm Crisis Response: Extension and Research 
Activities in the North Central Region. 

ED 286 706 
Feminist Newspapers 1970-1980: An Index to 
Holdings in the Lake Forest College Library. 

ED 286 775 
Future Perfect: A Guide for Professional Devel- 
opment and Competence. 

ED 286 432// 


Going beyond Word Processing: A Survey of 
Computer-Based Approaches for Writing In- 
struction. 

ED 286 186 
Grade 6 English Language Arts Curriculum 
Specifications. 

ED 286 197 


Grade 6 English Language Arts Student 
Achievement Testing Program Bulletin. 1987-88 
School Year. 

ED 286 196 
Grants for Teachers: A Way to Finance Innova- 


ED 286 879 
nglish 


ED 286 303 
Handbook on Mainstreaming Handicapped Stu- 
dents in Vocational Education. Second Edition. 

ED 286 079 
Handbook on the Implementation of Anti-Vic- 
timization Programs for School Children. 

ED 286 621 
Have a Bearable Summer-Read: An Activity 
Guide. 


ED 286 146 
Have a Bearable Summer: ’86 Summer Reading 
Program Planning Manual. 


ED 286 147 
Health Services for Children with Special Needs: 
Report of the Division of Services to Crippled 
Children for the Fiscal Years, 1984-1985, 
1985-1986. 

ED 286 292 
Interest Inventory Interpretation: Some Sugges- 
tions and Cautions. 

ED 286 925 
lowa Family Day Care Handbook. 3rd Edition. 

ED 286 603 
Job-Related Basic Skills. a o> for Planners of 
Employee Programs. BCEL Bulletin Issue No. 2. 

ED 285 974 
peg Healthy During Stressful Times. A 
Guide for 4-H Community Club Leaders. 

ED 286 095 
Libraries & Tec! . A Strategic Plan for the 
Use of Advanced Ti ies for Library Re- 
source Sharing in New York State. 

ED 286 523 
Literacy Action. A Resource Book for Colleges 
and Universities. First Edition. 

ED 286 040 


Literacy Needs Assessment or LNA. A Tool for 
Assessing the Literacy Needs of a Local Commu- 


nity. 

ED 285 973 
Literacy: The Challenge for Business. 

ED 286 153 
A Manual for Implementing Project Equity: A 


Sex Equity Law-Related Education Program. 
ED 286 776 
t Program, 


Mathematics Staff Deve’ 
Grades 3 and 6, 1986-1987. 
Medicine Handbook. 
ED 286 418 
A Model Code of Ethics for the Use of Comput- 
jucation. 


ers in 
ED 286 461 
Development, 


ED 286 768 


New Teachers Mathematics Staff 
Grades 3-6. 


ED 286 767 
New Teachers Mathematics Staff Development, 
High School. 

ED 286 765 
New Teachers Mathematics Staff Development, 
Junior High School. 

ED 286 766 
Only the Best: Se een Software 
Guide for Preschool-Grade 12. 1987-88 Edition. 
—— ‘ ED 7 471// 
Organizing Leading Caregiver Support 
Groups. 
ED 286 088 
Parenting on Your Own. Circulars 1245-1258. 
ED 286 629 
Parents’ Roles and Responsibilities in Indian Ed- 
ucation. Fact Sheet. 
ED 286 704 
Philosophy and Objectives: Course of Study. 
ED 286 779 
ray & U: . ea Information and 


ED 286 154 
Resource Guide for Teachers and Health Provid- 
ers. 


Project Literac 
Resources for 


ED 286 694 
Riding the Rasch Tiger. Part 2: Implications for 
District Seng pas Cones Ge Rubber 


ED 286 922 
School Library Media ; A Resource and 
Planning Guide. Bulletin No. 7368. 

ED 286 529 
Self-Advocacy and Assertiveness for the Learn- 
ing ieaees os and How To Use 


Self-Advocac 
Son Model fat Learning Dieebil 
oe pa and Bendy Meee as Part II. 

ED 286 311 
Staff Development Project-Mathematics. 
Grades K-6. Revision. 

ED 286 725 
Steps to Independence: A Resource Guide for 
Parents of Young Children. 
ED 286 651 


ery about Teaching: Selected Resources 
and Classroom Activities. 


Teaching in a TAFE College. 


Teaching Mathematics 5 to 11. 

ED 286 726// 
Teaching Piano Students with Learning Disabili- 
ties. 


ED 286 298 
Test Preparation and Test Taking Techniques. 
P Intervention Model for Learning 
Disabilities. Study Manual #1. 

ED 286 308 


Using Multiple Databases in Rehabilitation Op- 
oul 


ED 286 329 
Using Pesticides Safely. Special Circular 296. 

ED 286 671 
Video Vision. A Publication on Instructional Tel- 
evision, Video Production, and Distance Learn- 


ing. 
ED 286 468 
Vietnamese Cross-Cultural Adjustment. 
ED 286 977 
Word Study: A Problem-Solving my SY 
Com 


Reading prehension. Postsecondary 
vention Model for Learning Disabilities. Study 


Manual #2. 

ED 286 309 
Writing: The Research Paper. Postsecondary In- 
tervention Model for Learning Disabilities. Study 
Manual #3. 

ED 286 310 
ED 286 508 


ED 286 872 
ED 286 056 


Young Adult Services Manual. 
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Your Library—Greatest Show of All! A Planning 
Manual. 


ED 286 148 


(060) Historical Materials 
Amityville: An Overview. 
ED 286 790 


The Asian American Experience: A Special Re- 
 ——_——ar es Ethnic Perspectives Se- 


ED 286 971 
The Black American Experience: A Special Re- 
—. Project R.E.A.C.H. Pethnic | Perspectives Se- 


ED 286 972 
Sone Institutions that Delayed the 
Growth of Common Schools in the Antebellum 
South, 1700-1860. 


ED 286 983 
Education in Ancient and the Present Egypt: 
From 4000 B.C. to A.D. 1983. 

ED 286 780 
Regionalist Art and Literature. 

ED 286 778 
Revisiting Hutchins and “The Higher Learning in 
America. 


ED 286 394 
Separation of Powers. 
ED 286 801 


Six School Complex: A Successful Innovation in 
Washington, D.C.’s Public Schools. 

ED 286 984// 
The White Presence at Traditionally Black Public 
Colleges and Universities: A Synopsis, 1837- 
1980. 


ED 286 403 


(070) Information Analyses - General 


The Adult Learner: Implications and Activities 
for Implementation. 
ED 286 041 
An Analysis of Contemporary Trends in Practi- 
cal Preparation Experiences in Teacher Educa- 
tion. 
ED 286 874 
Analysis of 1985-1986 Cleveland School District 
Data with Policy and Planning Implications: At- 
tendance Issues. 
ED 286 956 
Applications of Microcomputers in Early Child- 
hood Special Education. 
- _— my ey. 305 
i jucational c! in Class- 
ED 286 854// 


E 
Assertive Discipline: What Do We Really Know? 
ED 286 618 
Children and Television: A Study of New TV 


Programs for Children Based on the Pilot of an 
Animated ’ 


ED 286 480 
Consumer Issues: Credit Usage, Money Manage- 
Bankruptcy. 


ment, and 

ED 286 075 
Control and Communication in Provider-Patient 
Relationshi 


ED 286 242 
Curriculum Studies & ELT. 
‘ough 
it. WBGH Worksite Well- 
ED 286 012 


Resources 
ness Series. 
Drugs in Sport: An Overview. 

ED 286 849 


Educational Accountability and the Need for 
as Evaluation in TAFE. 
ED 286 053 


ieee Baveation A Minas Pete Perspec- 
ioe. Sugesetens to Ge Staty of lucation, 
Number 20 
ED 286 964// 
The Effect of Typing Skill on Using a Word Pro- 
cessor for Composition. 
ED 286 465 
Employees as Leaders/Decision-Makers in 
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Worksite Wellness Programs. WBGH Worksite 
Wellness Series. 

ED 286 011 
An Examination of Expressive Functions in a 
Constructivist Model of Written Composing. 

ED 286 172 
An Examination of the Concept and Role of Pro- 
gram Monitoring and Evaluation. 

ED 286 927 
Fact and Fancy in Relationship Evolution Re- 
search: Commentaries and Suggestions for Fu- 
ture Research. 

ED 286 218 
Gender and Race Effects on Standardized Tests 
Predictive Validity: A Meta-analytical Study. 

ED 286 914 
Health Promotion and the Labor Union Move- 
ment. WBGH Worksite Wellness Series. 

ED 286 022 
Ideas of Prospective Teachers in the USA and the 
Netherlands about Teaching and Teacher Educa- 

tion-A Classification. 

ED 286 839 
Learning Style Theory and Practice. 
ED 286 873 
Let the Computer Introduce Itself to Education 
Majors. 

ED 286 466 
A Look at the Rationale for Practicality in 
Teacher Education. 

ED 286 876 
Lowering the Dropout Rate: The Experiences of 
Urban Superintendents. 

ED 286 966 

Computer Literacy in Colleges of Ag- 

a esults, Conclusions and Implications. 

ED 286 474 


Meeting the Challenge: Computers and Higher 
Order Thinking, A Research Agenda, Program 
Report 86- eport of a Research Conference 


Held at the National Academy of Sciences 
Sen DC, October Se etecenter 1, 


ED 286 467 
Meeting the Independent Learner Half Way. 

ED 286 007 
The Methodology and Outcomes of Research on 
Modifying Attitudes Toward Persons with Dis- 
abilities: A Comprehensive, Systematic Review. 

ED 286 335 
New York State Teacher Resource and Com- 
puter Training Center Program. Report to the 
Governor and Legislature. 

ED 286 843 


Nutrition Programs in the Workplace. WBGH 
Worksite Wellness Series. 

ED 286 014 
Occupational Literacy and/or Literacy in the 
Workplace. 


ED 286 044 
Parental Influence and Involvement on Reading 
Achievement. 

ED 286 150 
Preventing Alcohol and Abuse through 
Programs at the Workplace. H Worksite 
Wellness Series. 

ED 286 010 
Problems in Defending the Theoretical Dimen- 
sion in Teacher Education. 

ED 286 877 
Pr Prenatal Health in the Workplace. 
WBGH Worksite Wellness Series. 


Reading on Television? 
ED 286 490 


The Recognition of Melodies by Humans and by 
Machine. 


ED 286 017 


ED 286 476 
Reducing Smoking at the Workplace. WBGH 
Worksite Wellness Series. 

ED 286 020 
The Relationship between Method and Validity 
in Social Science Research. 

ED 286 934 
Research on Teacher Effects: Uses and Abuses. 
Occasional Paper No. 116. 

ED 286 860 
The Role of Higher Education in Fostering the 
Personal Development of Teachers. 
The Role of Prior E i i saan 

Xperience in 

Instruction. 


ED 286 931 


Publication Type Index 
Rowing Physiology. 
ED 286 844 


Safety Belt Programs at the Workplace. WBGH 
Worksite Wellness Series. 
ED 286 018 
Science Education. Oryx Science Bibliographies, 
Volume 6. 
ED 286 754// 
A Selective Review of the Professional Literature 
Concerning the Transition Process of Learning 
Disabled Adolescents and Adults. 
ED 286 299 
Social Studies in Kindergartens: A Status Report. 
ED 286 814 
Sociology, Education and Schools: An Introduc- 
tion to the Sociology of Education. 
ED 286 963// 
Staff Development. 
ED 286 258 
A Student Activity Fee Primer: Current Re- 
search on Collection, Control and Allocation. 
ED 286 431// 
Teachers’ Perspectives on the Problems of Their 
Profession: Implications for Policymakers and 
Practitioners. 


Thinking Skills & Intelligence. 
ED 286 830 


Toward a Qualitative Analysis of Standardized 
Tests Using an Information Processing Model. 

ED 286 933 
Training Concerns for an Online Public Access 
Catalog. 


ED 286 828 


ED 286 537 
Trends in Student Misconduct: The 70s and 80s. 

ED 286 954 
Understanding the Operational Model of 
Self-Concept: An Educational Approach. 

ED 286 848 
Using Incentives To Promote Employee Health. 
WBGH Worksite Wellness Series. 

ED 286 013 
Using Nutrition Against Aging and Degenerative 
Disease. 


ED 286 855 
Using Word Processors in High School and Col- 
lege Writing Instruction: A Critical Review of 
Current Literature. 

ED 286 203 
Wellness for Older Workers and Retirees. 
WBGH Worksite Wellness Series. 

ED 286 015 
Wellness in Small Businesses. WBGH Worksite 
Wellness Series. 

ED 286 019 
Wyatt v. Stickney: A Consent Decree. 

ED 286 314 


(071) Information Analyses - ERIC IAPS 


Alternatives to Standardized Tests. ERIC Digest. 

ED 286 938 
Coaching for Tests. ERIC Digest. 

ED 286 939 
Cognitive in the Environment: Second- 
ary Students. ERIC/SMEAC Environmental 
Education Digest No. 1, 1987. 

ED 286 756 


Computerized Adaptive Testing. ERIC Digest. 
ED 286 940 

Controversies Surrounding Developmental Edu- 
cation in the Community College. ERIC Digest. 
ED 286 557 

Gude tf Underachievers: A Counselor’s 
pane S Students Improve Their Aca- 


ED 286 112 
Educational Accountability. ERIC 

ED 286 551 
Enrollment Management. ERIC Digest. 

ED 286 558 
Establishing an Outdoor Education Organiza- 
tion. ERIC Digest. 

ED 286 701 


Finding Information about Tests. ERIC Digest. 

ED 286 941 
Formal yo My of wom gy: In- 
struction: and 7. Post- 
secondary Béucntion. ASHE-ERIC Higher 
Education Report No. 3, 1987. 


High School-Community College 
ERIC Digest. 


ED 286 437 
Collaboration. 


ED 286 559 
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Publication Type Index 


Interactive Distance Learning Technologies for 
Rural and Small Schools: A Resource Guide. 
ERIC Mini-Review. 

ED 286 698 
Issues in Student Assessment. New Directions 
for Community Colleges, Number 59. 

ED 286 547 
Legal Issues in Minimum Competency Testing. 
ERIC Digest. 
ED 286 942 


Measurement Implications of “A Nation at 
Risk.” ERIC Digest. 
ED 286 943 
Methods of Securing Alternative Funding for 
Community Colleges. ERIC Digest. 
ED 286 552 
Migrant Student Record Transfer System: What 
Is It and Who Uses It? ERIC Digest. 
ED 286 700 
Motivating American Indians into Graduate 
Studies. ERIC Digest. 
ED 286 703 
Parents’ Roles and Responsibilities in Indian Ed- 
ucation. Fact Sheet. 
ED 286 704 
Sates Skills Development of Hispanic Stu- 
in American Public Schools: Some Specific 
aah ERIC Digest. 
ED 286 705 


Recommended English Language Arts Curricu- 
lum Guides, K-12, 1987. 
ED 286 204 


: Some Findings Miscon 
ceptions Research. ERIC/ SMEAC Science Edu- 
cation Digest No. 2, 1987. 

ED 286 757 
The Status of the Transfer Function. ERIC Di- 


gest. 
ED 286 550 
Student Assessment: Humanities. ERIC Digest. 
ED 286 553 
Student Assessment: Literacy. ERIC Digest. 
ED 286 554 
Student Assessment: Science. ERIC Digest. 
ED 286 555 
Student Assessment: Social Science. ERIC Di- 


gest. 

ED 286 556 
Talking into Writing: Exercises for Basic Writers. 

ED 286 200 
Teacher Competency Testing. ERIC Digest. 

ED 286 944 
aaa about the Soviet Union. ERIC Digest 

‘0. 42. 

ED 286 818 
Utilizing Available Resources at the Local Level. 
Fact Sheet. 

ED 286 702 


(072) Book/Product Reviews 


Only the Best: The Discriminating Software 
Guide for Preschool-Grade 12. 1987-88 Edition. 
ED 286 471// 


(080) Journal Articles 


Job-Related Basic Skills. A Guide for Planners of 
Employee Programs. BCEL Bulletin Issue No. 2. 

ED 285 974 
Literacy and Locality. 

ED 286 193 
Revelation in a Public Library: Reflections on 
Ethnicity and Teaching. 

ED 286 505 


(090) Legal/Legislative/Regulatory Mate- 
rials 


Agreement between Association of Pennsylvania 

State College and University Faculties (AP- 

and State System of Education 

(SSHE), July 1, 1985-June 30, 1987. 

ED 286 455 

Agreement between Board of Trustees of Ne- 

braska State Colleges and the State College Edu- 

cation Association, July 1, 1986-June 30, 1989. 

betw the Board of Re ee a 

t een egents 

Higher jucation and the Massachusetts Teach- 

ers sa conciation NEA, State Colleges of Massa- 
chusetts, April 23, 1977-June 30, 1989. 

ED 286 438 

Agreement between the Board of Trustees of the 

California State University and the California 
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Faculty Association, Unit 3, Faculty, July 1, 
1987-June 30, 1991. 

ED 286 443 
Agreement between the Board of Trustees of the 
University of Massachusetts on Behalf of the 
Board of Regents of 3 Education and the 
Massachusetts ee ae Professors Faculty 
Staff Union/MTA A. 

ED 286 442 


Agreement between the Rhode Island Board of 
Governors and Rhode Island College Chapter of 
the American Federation of Teachers AFL/CIO 
Local #1819, 1985-87. 


ED 286 441 
Agreement between The State of New Jersey and 
the Council of _ Jersey State College Locals 
(New Jersey ike System), NJSFT, 

CFT, AFLLEIO. July 1, 1986-June 30, 1989. 

ED 286 446 
Agreement between The State of New York and 
United University Professions, 1985-1988. 

ED 286 445 
Agreement between University of Hawaii Profes- 
sional Assembly and the Board of Regents of the 
University of Hawaii, 1987-1989. 

ED 286 449 
Agreement between Wayne State University and 
the Wayne State University Chapter of the 
American Association of University Professors, 
August 1, 1986-July 31, 1988. 

ED 286 440 
Agreement between Western Oregon State Col- 
lege Federation of Teachers and Western Oregon 
State College, July 1, 1985-June 30, 1987. 

ED 286 451 
Agreement between Y wn State Univer- 
sity and Youngstown State University Chapter 
the Ohio Education Association, 1986-1989. 

ED 286 447 
An Assessment of the Federal Initiative in the 
Area of Adult Literacy. Staff Report of the Sub- 


ED 286 072 
Certification Manual. North Carolina Public 
School Professional Personnel. 

ED 286 866 
Child Abuse and Neglect in America: The Prob- 
lem and the Response. Hearing before the Select 
Committee on Children, Youth, and Families. 
House of Representatives, One Hundredth Con- 
gress, First Session. 

ED 286 122 


Collective Bargaining Agreement between Asso- 
ciation of Professors, Southern Oregon State Col- 
lege, and Southern Oregon State College, 
November 27, 1985-June 30, 1987. 


necticut State University American Association 
iversity Professors and the Board of Trust- 
Connecticut State University, 


ED 286 452 


Bargaining Agreemen 

tana University System and the Northern Mon- 
tana College Federation of Teachers, July 1, 
1985-June 30, 1987. 

ED 286 439 
Collective Bargaining t between 
Portland State University Faculty Association, 
Local 3571, American Federation of Teachers, 
AFL-CIO, and Portland State University, Octo- 
ber 18, 1985-June 30, 1987. 

ED 286 456 
Collective yy Agreement between West- 
ern Montana Faculty Association (Local 
4323, MFT, AFT, AFL-CIO) and the Board of 
Regents of Higher Education, Montana Univer- 
sity System, July 1, 1985-June 30, 1987. 

ED 286 454 
The Comprehensive Child Development Centers 


ED 286 985 
ED 286 567 


Children, 
Representatives, One Hundredth Congress, First 


Session. 

ED 286 116 
Education and the Law. 

ED 286 255// 

Higher Education Amendments of 1986. Confer- 
ence Report to Accompany S. 1965. House of 
Representatives, 99th Congress, 2nd Session. 

ED 286 421 
Improving the Education Status of Native Ha- 
waiians, and For Other Purposes. Report from 
the Select Committee on Indian Affairs (To Ac- 
company S. 360). 100th Congress, Ist Session. 

ED 286 955 
A Master Agreement between the State of lowa 
Board of Regents and the Uni-United F; of 
University of Northern Iowa, July 1, 1987-June 
30, 1989. 

ED 286 448 
Medicine Handbook. 

ED 286 418 
Memorandum of Understanding between Uni- 
versity of California and University Council, 
American Federation of Teachers, Non-Senate 
Instructional Unit, July 1 1986-June 30, 1988. 

ED 286 453 
Nursing S! Reduction Act of 1987. Report 
to Accompany S. 1402. Senate, 100th Congress, 
lst Session. 


ED 286 422 
OTA Study on indian Health Care. H be- 
fore the Subcommittee on Health and the Envi- 
ae ¢ of ~ A on Energy and 


of Representatives, 
Niney-Nind Congres, Second Senon Feb 


1986) 
ED 286 699 
Plan for Minority and Women Business Enter- 


ED 286 947 
Family and 


mittee, Congress of the United States, 99th Con- 
gress, 2nd Session. 

ED 286 988 
Race Relations and Adolescents: Coping with 
New Realities. Hearing before the Select Com- 
mittee on Children, Youth, and Families. House 
of Representatives, One Hundredth Congress, 
First Session. 


ED 286 957 
Stewart B. McKinney Homeless Assistance Act. 
Conference Report To Accompany H.R. 558. 
House of Representatives, 100th Ist 
Session. 


ED 286 117 
Teacher Tenure in Montana: An Investigation of 
the Laws and Issues. A Report to the 49th Legis- 
lature Joint Interim Subcommittee No. 4. 

ED 286 288 


(100) Non-Print Media 


INSA Hand Puppet Training Manual: Involving 
U.S. Citizens in a Puppetmaking Project To En- 
hance the Use of Educational Puppet Theater in 
Developing Nations. 

ED 286 788 


(101) Computer Programs 


Introduction to the Atari Computer. A Program 
Written in the Pilot Programming 

ED 286 486 
Quincy Market. [A Product of] the 
Math Network: A Teacher Invigoration Cur- 
riculum Development Project. 
ED 286 721 
The Teaching of Grade 7 ic Concepts 
Using LOGO. 

ED 286 715 


(102) Machine-Readable Data Files 


+ Trustee Study [machine-readable data 


ED 286 457// 
Crime on Campus, 1978-1979: A Survey of 150 
Campuses and Cities [machine-readable 


]. 
ED 286 459// 
National Longitudinal Study (NLS) of the High 
School Class of 1972. Basic Institutional Source 
File [machine-readable data file]. 
ED 286 458// 





Second International Mathematics Study; 
— Classroom Process —~@~* for P 
A: Students, Teachers, 
1981- 1982 [machine-readable data wake) 
ED 286 769// 
Student Achievement ag 1970-1974. The 
IEA Six-Subject Data Bank [machine-readable 


file). 
ED 286 945// 


(110) Numerical/Quantitative Data 
mony Literacy 


Education New York 
Sete. Pastialpent Data 1985-1986. 


Tests Results, 1985-86. 
ED 286 894 
Annual Statistical Report Program Operations 
1985. New York State Division for Youth. 
ED 286 961 


Annual Statistical Report, Program 
1986. New York State Division for Youth. 


ED 286 282 
The College Cost Book, 1986-87. Seventh Edi- 
tion. 


ED 286 385 
College aney bo — 1976-1986. OERI Bul- 
letin, August 198 

ED 286 ~ 


Comprehensive Multi-Year Education Plan. S 
1988-1992. 
ED 286 987 
Equating of 1985 to 1986 Citywide Reading and 
Mathematics Tests. 


ED 286 903 


Higher Education Today: Facts in Brief. 
ED 286 390 
The Hispanic Population in the United States: 
March 1986 and 1987 (Advance Report). 
ED ve 696 
Indicators of Future School 
ED 286 285// 
Kentucky College and University Enrollments, 
Fall 1986. 
ED 286 423 


Less-Than-4-Year Awards in Institutions of 
Higher Education: 1983-85. 
ED 286 540 


Male-Female Differences in Work Experience, 
Occupation, and Earnings: 1984. Data from the 
Survey of Income and Program Participation. 
ED 286 070 
een handnGes Sols COR fee OS 
School Class of 1972. Basic Insti 
hahaa 
ED 286 458// 
Activities July 1, 1986 


ED 286 412 
Pensions: Worker Coverage and Retirement In- 
come, 1984. Data from the Survey of Income and 
Program Participation. 


ED 286 071 
Preschool Evaluation Report: Year 1 Report. 
ED 286 337 


ED 286 976 
Quantitative Analysis of Curriculum Effective- 
ness: 1986. 

ED 286 892 
Report on Salaries of Administrative Nursing 
Faculty, Excluding Deans, in Colleges and Uni- 
versities. Institutional Data Series 86-4. 

ED 286 392 
Secondary School Profiles, 1985-1986. Roches- 
ter City School District. Includes New York 
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State Comprehensive Assessment Report Data. 
ED 286 om 
Secondary Student and Em oe Follow: 
1986 Sample Survey Report. 
tion Research. 
ED 286 006 
Second IEA Mathematics Study. Sampling Re- 


port. 
ED 286 708 
Second International Mathematics —_- Train- 
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THESAURUS ADDITIONS AND 
CHANGES 


All new Descriptors and other Thesaurus changes previously listed here are now included in the new 1987 Thesaurus of ERIC 
Descriptors (11th edition). The 1987 edition reflects all updates to the Thesaurus file through August 1986, including 224 new 
Descriptors and many other changes since the 1984 (10th) edition was published. New Descriptors, deleted Descriptors, scope 
note modifications, etc., implemented in the Thesaurus beyond August 1986 will continue to be listed in this Thesaurus 
Additions and Changes section in order to bring them to the attention of users. 


Significant features of the new edition are: 
e Sturdy cloth, reinforced binding, designed to withstand continuous, heavy use. 


e@ 224 new Descriptors and 190 new USE references. 
e An extensively revised Introduction entitled “Indexing and Retrieval in ERIC: The 20th Year.” 


ORDERING INFORMATION FOR THE 1987 THESAURUS 


Title: Thesaurus of ERIC Descriptors, 1\th edition 
ISBN: ISBN 0-89774-1[59-5 
Publisher: The Oryx Press 
2214 North Central at Encanto 
Phoenix, AZ 85004-1483 
Price: $65.00 plus postage. Publisher pays postage if payment is sent with order. 


Order Toll-Free: 1-800-457-6799 
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ONLY 
$0.39 


























1b 2 Ibs 3 Ibs 4 Ibs 5 lbs 6 lbs 7 Ibs 


81-160 MF 
or 1-75 PC 
PAGES 
Not to Exceed 
$1.91 





161-330 MF 
or 76-150 PC 
PAGES 
Not to Exceed 
$2.37 








331-500 MF 
or 151-225 PC 
PAGES 
Not to Exceed 
$2.78 


501-670 MF 
or 226-300 PC 
PAGES 
Not to Exceed 
$3.20 








671-840 MF 
or 301-375 PC 
PAGES 
Not to Exceed 
$3.54 





841-1010 MF 
or 376-450 PC 
PAGES 
Not to Exceed 
$3.88 





1011-1180 MF 
or 451-525 PC 
PAGES 
Not to Exceed 
$4.28 





1181-1690 MF 
526-750 PC 
PAGES 
Not to Exceed 
$4.70-$5.53 








NOTE—Orders for 81 of more microfiche and all orders for paper copies (PC) will be shipped via United Parcel Service unless otherwise instructed 


PAYMENTS: You may pay by 

1. Enclosing CHECK or MONEY ORDER with your order. Foreign customer checks must be drawn on a U.S. bank 

2. Charge to a MASTERCARD or VISA account. Enter acccount number, card exp date and signat (EDRS also accepts telephone orders when charged to a Master- 
Card or VISA account.) 

3. PURCHASE ORDERS: US customers may enciose an authorized onginal purchase order. No purchase orders are accepted from foreign customers 

4. Charge to a DEPOSIT ACCOUNT. Enter deposit account number and sign order form 


PLEASE INDICATE METHOD OF PAYMENT AND ENTER REQUIRED INFORMATION. 
wie 1 Check or Money Order © Purchase Order (ATTACH ORIGINAL PURCHASE ORDER) 
O) MasterCard O VISA 


Account Number 
{ 
VISA 
a Signature 


Signature 
ENTER “SHIP TO’’ ADDRESS 





Expiration Date 








() Deposit Account Number 




















CALL TOLL FREE 1-800-227-ERIC (3742) TO PLACE PHONE ORDERS OR FOR CUSTOMER ASSISTANCE 
EFFECTIVE FEB. 1, 1968 


PLEASE DO NOT REMOVE. 
THIS FORM MAY BE PHOTOCOPIED OR ADDITIONAL COPIES OBTAINED FROM EDRS. 





GENERAL INFORMATION 


1. PRICE LIST 

The prices set forth herein may be changed without notice; however, any price change is subject to the approval of the C g Officer/USED/Office of Educational Research 
& Improvement/Contracts and Grants Management Division 

2. PAYMENT 

The prices set forth herein do not include any sales, use, excise, or similar taxes that may apply to the sale of microfiche or paper copy to the Customer. The cost of such 
taxes, if any shall be borne by the Customer 

Payment shall be made net thirty (30) days from date of invoice. Payment shail be without expense to CMC. 


3. REPRODUCTION 
Express permission to reproduce a copyrighted di Provided h der must be obtained from the copyright holder noted on the title page of such copyrighted document. 


4. CONTINGENCIES 
CMC shail not be liable to Customer or any other person for any failure or delay in the performance of any obligation if such failure or delay (a) is due to events beyond 
the contro! of CMC including, but not limited to, fire, storm, flood, earthquake, explosion, accident, cuataneuibensinn strikes, lockouts, labor disputes, labor shortage, 
or delays, failure or shortage of materials, supplies or machinery, acts of God, or acts or regulations or priorities of the federal, 
performances of subcontractors beyond CMC's contro! and without negligence on the part of CMC; or (c) is due to er- 











CMC's liability, if any, arising hereunder shail not exceed restitution of charges. 
in no event shall CMC be liable for special, consequential, or liquidated damages arising from the provision of services hereunder. 
6. WARRANTY 
CMC MAKES NO WARRANTY, EXPRESS OR IMPLIED, AS TO ANY MATTER WHATSOEVER, INCLUDING ANY WARRANTY OR MERCHANTABILITY OR FITNESS FOR 
ANY PARTICULAR PURPOSE 
7. QUALITY 
CMC will replace products returned because of reproduction defects or incompleteness. The quality of the input document is not the responsibility of CMC. Best available 
copy will be supplied 
8. CHANGES 
No waiver, alteration, or modification of any of the provisions hereof shall be binding unless in writing and signed by an officer of CMC. 
9. DEFAULT AND WAIVER 
a SS SD aN RD OS ae a OD CED Oy aay EAS DE Sy Aaa, CMC, may without 
prejudice to other remedies, defer any further shipments until the default is corrected, or may cancel the order 


b sto cuusen of contest ear ony Giiny of CAC tn qnerataing any tape hereunder chal ween any tafte of CME o madly Gin Aquaman. 








h Any questi g its validity, ion, or pert shall be governed by the laws of the State 


Customers who have a continuing need for ERIC documents may open a Deposit account by depositing a minimum of $250.00. Once a deposit account is opened, ERIC 
documents will be sent upon request, and the account charged for the actuai cost and postage. A monthly statement of the account will be furnished. 


12. PAPER COPY (PC) 
A paper copy (PC) is a graph Prods on paper, of the original document. Each paper copy has a Vellum Bristol cover to identify and protect the document. 





13. FOREIGN POSTAGE 

Postage for all countries other than the United States is based on the international Postage Rates in effect at the time the order is shipped. To determine postage allow 
160 microfiche or 75 (PC) pages per pound. Customers must specify the exact classification of mail desired, and include the postage for that classification with their order. 
Payment must be in United States funds. 


STANDING ORDERS SUBSCRIPTION ACCOUNTS 


Subscription orders for documents in the monthly issue of Resources in Education (RIE) are available on microfiche from EDRS. The microfiche are furnished on a diazo 
film base and without envelopes at $0.084 per microfiche. If you prefer a silver halide film base the cost is $0.176 per microfiche and each microfiche is inserted into a 
protective envelope. SHIPPING CHARGES ARE EXTRA. A Standing Order Account may be opened by depositing $1,600.00 or submitting an executed purchase order 
The cost of each issue and shipping will be charged against the account. A monthly statement of the account will be furnished 


BACK COLLECTIONS 
Back collections of documents in all issues of Resources in Education (RIE) since 1966 are available on microtiche at a unit price of $0.82 per microfiche. The collections 
from 1966 through 1985 are furnished on a vesicular film base and without envelopes. Since 1986 collections are furnished on a Diazo film base without envelopes. SHIPPING 
CHARGES ARE EXTRA. For pricing information write or call Toll Free 1-800-227-ERIC (3742). 
SPECIAL COLLECTIONS 
collections of early (1956 to 1969) Office of Education Reports are also available from EDRS. These are: Office of Education Research Reports 1956-65; Pacesetters 
: ; Pacesetters in innovation, Fiscal Year 1968; Selected Documents on the Disadvantaged; Selected 
, Manpower Research, Inventory for Fiscal Year 1966 and 1967: Manpower Research, inventory for Fiscal Year 1968; Manpower Research, 
inventory for Fiscal Year 1969. Please write or call for prices and shipping charges. 
AIM/ARM MICROFICHE COLLECTIONS 


Please write or call for prices and shipping charges. 

ERIC CLEARINGHOUSE COLLECTIONS 

Back collections of, or g order subscrip’ for current collections of, microfiche of individual ERIC Clearinghouses are available. Please write or call for prices and 
shipping charges 

ERIC CLEARINGHOUSE PUBLICATIONS 


The ERIC Clearinghouses analyze and synthesize the literature of educati reviews, bibliographies, state-of-the-art studies, interpretive studies on topics of 
high current interest and many similar documents ced 9 aah ao eaten eae Prices include shipping (except for foreign shipment). 


1980 $ 47.25 1983 $ 31.50 
1981 $ 47.25 1984 $ 36.75 
1982 $ 47.25 1985 $ 36.75 











Dialog Information Services, Inc. 


DIALORDER™ SERVICE 


SCOPE OF SERVICE 


EDRS supplies only the ED-numbered items in the ERIC database. ERIC ED-numbered documents 
have three levels of availability: 1) Document available in both microfiche (MF) and paper copy (PC) 
form, 2) Document available only in MF form, or 3) Document not available from EDRS. The prices 
and level are shown with each ED record in the ERIC database. 


ORDER ERIC must include document form desired (MF or PC) as special instructions. 


The “‘ship to”’ and ‘‘bill to’’ address will be supplied by DIALOG. Requests for an address other than 
those with your DIALOG account must be supplied as special instructions. EDRS service is 
worldwide. 


OPTIONS AVAILABLE 
Order is shipped 48 hours after receipt of order. Type of delivery should be requested, e.g., airmail, 


United Parcel Service, Federal Express, etc. All shipments are F.O.B. Alexandria, Virginia. 


CHARGES AND TERMS 


Cost of document either in MF or PC is contained in ED record abstract data. Add $1.00 per document 
ordered plus postage. Payment upon receipt of invoice in U.S. funds only. 


Deposit accounts desired. 


All postage charges are F.O.B. Alexandria, Virginia, and will be billed on invoice. 


MISCELLANEOUS 
Supplier will retrieve orders daily from the DIALOG DIALORDER Service. No payments necessary to 
CCC. 


CONTACT 


Once an order has been retrieved by EDRS and a date and time appear in the .LIST TRANSMITTED 
column, all questions concerning the order should be directed to: 


EDRS Telephone: 1-800-227-3742 


3900 Wheeler Avenue 703-823-0500 (in Virginia) 
Alexandria, VA 22304 


— see ordering procedures on verso — 
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Only ERIC report documents (i.e., ED numbered items only) are supplied by the ERIC Document 
Reproduction Service. To be sure that you are requesting only publications that are available from 
EDRS, the following procedures are recommended: 


—* 7? BEGIN 1 

1Inov79 20:12:12 User3476 
$0.13 0.005 Hrs File1* 
File1*:ERIC 66-79/SEPT 

Set Items Description (+ =OR;*=AND; — =NOT) 

* ? KED156700; KED148885; KED148884; KED148880 
KEEP ED156700 
KEEP ED148885 
KEEP ED148884 
KEEP ED148880 


—> ? TYPE 99/6/1-4 
99/6/1 


ED156700 
Declining Test Scores: a State Study. 


99/6/2 
ED148885 
List of Hypotheses Advanced to Explain the SAT Score Decline. 


99/6/3 
ED148884 
Motivational Factors in the SAT Score Decline. 


99/6/4 

ED148880 
Distribution of SAT Scores to Colleges as an Indicator of 
Changes in the SAT Candidate Population. 














-> ?7.Order ERIC (MF, 1 COPY EACH) 
0004 ITEMS ORDERED 
ORDER SERIAL #00038 
? LOGOFF 


1nov79 20:16:17 User3476 
$1.75 0.070 Hrs File1* 


LOGOFF 20:16:21 


. BEGIN | in the ERIC file. 


- Enter accession numbers for which full document copies are requested; or perform search according to 
normal DIALOG procedures, KEEPing records in set 99 (DIALOG 1) or set 0 (DIALOG 2) for order. Be sure 
to check first whether the document is available from EDRS. (This information is given in each ERIC ED- 
numbered record.) 


. TYPE set 99 in a short format to view for accuracy. Delete unwanted items using KEEP-EDnnnnnn if 
necessary. (When using DIALOG Version 2, the KEEP set is 0. TYPE 0/611-4.) 


- Enter. ORDER ERIC (MF or PC) (number of copies) (special shipping instructions, if any). All ERIC orders 
must include an indication of MF or PC. The period (.) preceding the ORDER command is optional on 
DIALOG Version 2.) 





System Development Corporation (SDC) 


ORDER ERIC 


Reports from the Resources in Education (RIE) portion of the ERIC database, available from 
the ERIC Document Reproduction Service (EDRS), are available through the ORBDOC'™ 
Online Ordering Service. The ONLINE ERIC Command can be used to order these 
documents. (Documents indexed in Current Index to Journals in Education (CIJE) can be 
ordered through University Microfilms. See ORDER UMI.) 


Here are important details for using ORDER ERIC: 


e@ Deposit Account. A deposit account is not required but users may establish one through 
EDRS at the address given below. 


Ordering and Shipping Information. Include the following: 

- Deposit Account Number (if established) or 

- Billing information (if deposit account is not used): name, organization and complete 
address. 

- Ship to: same as billing information, or name, organization, and complete address. 
ERIC EDRS ships microfiche documents via airmail. Paper copies are shipped via 
United Parcel Service. If special shipping is required, indicate on one line, e.g. SHIP 
VIA: UPS BLUE LABEL. 

- Purchase Order Number (optional). Enter MY P.O. NUMBER IS: and the number. 


Document Information. Include the following on one line: 

- Accession Number (ED Number) (See Order UMI for articles [EJ Number] from CIJE). 
- Document form, i.e. MF for microfiche, HC for hard copy. 

- Number of copies. 


Rates. Prices of documents are indicated in the Availability (AV) field of ERIC 
citations or unit records. 


EDRS checks its ORBDOC Online Ordering Service for ORDER ERIC each day and most 
orders are filled within 48 hours of receipt. 


The key contact for this service at ERIC is: 


ERIC Document Reproduction Service (EDRS) 
3900 Wheeler Avenue 
Alexandria, VA 22304 
800/227-3742 
703/823-0500 (in Virginia) 


Procedure for Using ORDER ERIC 





USER: 
ORDER ERIC 


PROG: 
ENTER ORDER OR TYPE DONE 

















-— 


USER: 
BILL AND SHIP TO: S. BENNETT 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
1234 SPRING STREET 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
LOS ANGELES, CA 90010 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
ED045798 1 COPY MF 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
ED045972 1 COPY HC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
DONE 


PROG: 
YOUR ORDER IS ACCEPTED. 12-23-85 11:24 PM (PACIFIC TIME) 














HOW TO ORDER 
RESOURCES IN EDUCATION 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





RESOURCES IN EDUCATION, monthly abstract journal covering education documents 


Subscription (12 issues/year) 
Domestic: $51.00 
Foreign: $63.75 
Single Issue 
Domestic: $17.00 
Foreign: $21.25 
RESOURCES IN EDUCATION Semiannual Indexes: indexes documents in RIE by 
subject, author, institution, publication type, and clearinghouse number. 
Subscription (2 issues/year, January-June and July-December) 
Domestic: $20.00 
Foreign: $25.00 
Single issue 
Domestic: $15.00 
Foreign: $18.75 


Note: Prices subject to change without notice 





Address inquiries about missing issues or other service problems to: 


Customer Service Section 
Superintendent of Documents 
U.S. Government Printing Office 

Washington, D.C. 20402 


Phone: (202) 275-3054 
Depository Libraries should contact: 


Library Programs Service 
Phone: (202) 275-1006 





ERICTAPESERICTOOLS 





HAVE A COMPUTER? 


LOOK AT ERICTAPES! 


The Educational Resources Information 
Center (ERIC) data base is available on 
magnetic tape in.a variety of options from 
ORI, Inc. Under special authorization from 
the U.S. Department of Education, these 





tapes are offered at unusually low cost to en- 
courage the widest possible dissemination. 


The ERIC data base provides coverage of the 
significant literature in the field of educational 
resources. Report literature (announced in 
Resources in Education) is covered from 1966 to 
date, and journal article literature (announced in 
Current Index to Journals in Education) is covered 
from 1969. Monthly, quarterly, and annual updates 
are available for both R/JE and C/JE, so that the 
files may be kept current. 


The basic files are available in the ERIC (IBM 360 
OS) Format. These files include the complete 
resume, (document description, indexing, and ab- 
stract or annotation) of each document announced 
in the respective journal, in accession number 
order. A variety of peripheral files, including 








Postings Files (inverted subject and source indexes) 
and the Thesaurus (controlled indexing vocabulary) 
are also available on magnetic tape, and almost any 
segment of the master files is obtainable on Special 
Order. 


The files may be purchased individually or as a col- 
lection, and substantial discounts are available on 
annual subscriptions for updates. The files are writ- 
ten on new, high-quality, 9-track tapes (600-1200, 
or 2400-ft., as appropriate) at either 1600 or 800 
BPI and are guaranteed. Prices per tape reel start as 
low as $75. 


NO COMPUTER? 
LOOK AT ERICTOOLS! 


For organizations without access to a computer,* 
ERICTOOLS provide manual multi-viewpoint ac- 
cess to the ERIC document collection. ERIC- 
TOOLS are a series of printed indexes, directories, 
and cross-reference lists, distributed internally to 
components of the ERIC network. The Title Index 
provides access by document title. The Source 
Directory provides access to all organizational 
names used in the system, i.e., corporate authors 
and sponsoring agencies. Cross-reference lists lead 
the inquirer to the accession number (ED number) 
from: Report Number; Contract Number; and 
Clearinghouse Accession Number. 





The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $20 for some individual 
documents. 


*Many of these documents are also valuable tools for computer searchers 








For additional information, complete and mail the reply form or call: ERICTAPES/ERICTOOLS 
ORI, Inc., 4350 East-West Highway, Suite 1100, Bethesda, Maryland 20814, (301) 656-9723 
SE ee PS SS Ss GR DS 0 2 0 ee ee 
PLEASE SEND ME INFORMATION ON THE ITEMS CHECKED BELOW 


ERICTAPES 


O REPORT RESUME LINEAR FILES (ERIC Format) Re 
sources in Education (formerly Research In Education) (RIE) 

O JOURNAL RESUME LINEAR FILES (ERIC Format)Cur- 
rent Index to Journals in Education (CUE) 


O PERIPHERAL FILES Postings Files (Descriptors, Identifiers, 
Sources): Thesaurus 


0 SPECIAL ORDERS Back Files, Sequences, 
CH Collections, etc. 


ERICTOOLS 


O ERIC Network Working Documents 
Title Index, Sources, Indexes, Identifier Authority List, etc. 
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(Order forms will accompany all descriptive material) 





PRICE CODES 





| PAPER COPY/HARD COPY | 





PRICE CODE PAGINATION 





| MICROFICHE| 





PAGINATION 





ADD $1.94 FOR EACH ADDITIONAL 25 PAGES, 
OR FRACTION THEREOF 


*U.S, GOVERNMENT PRINTING OFF ICE:1988-298-984:80291 


1,057 - 1,152 
1,153 - 1,248. 


1,537 - 1,632 
BF Wis ssesevecees 1,633 - 1,728 
WOR ssistcciussane 1,729 - 1,624............. 19 


ADD $0.16 FOR EACH ADDITIONAL MICROFICHE 
(1-96 PAGES) 





CHECK 
HERE 


U.S. DEPARTMENT OF EDUCATION 
OFFICE OF EDUCATIONAL RESEARCH AND IMPROVEMENT (OER!) 
EDUCATIONAL RESOURCES INFORMATION CENTER (ERIC) 


REPRODUCTION RELEASE (Specific Document) 


DOCUMENT IDENTIFICATION 





Title: 








Author(s): 
Corporate Source (if appropriate): 








Publication Date: 





. REPRODUCTION RELEASE 


In order to disseminate as widely as possible timely and significant materials of interest to the educational community, 
documents announced in the monthly abstract journal of the ERIC system, Resources in Education (RIE), are usually made 
available to users in microfiche and paper copy (or microfiche only) and sold through the ERIC Document Reproduction Ser- 
vice (EDRS). Credit is given to the source of each document, and, if reproduction release is granted, one of the following 
notices is affixed to the document. 


If permission is granted to reproduce the identified document, please CHECK ONE of the options and sign the release 


below. 
Pn 


PERMISSION TO REPRODUCE THIS 
MATERIAL IN MICROFICHE ONLY 








“PERMISSION TO REPRODUCE mus 
MATERIAL HAS BEEN GRANTED BY 


[PERSONAL NAME OR ORGANIZATION (4” x 6” film) 





(4” x 6" film) {PERSONAL NAME OR ORGANIZATION 


> [] Microfiche Microfiche HAS BEEN GRANTED BY 





reproduction 


aper Co 
and paper copy AS APPROPRIATE | only AS APPROPRIATE] 


(8%" x 11") 
reproduction 








TO THE EDUCATIONAL RESOURCES TO THE EDUCATIONAL RESOURCES 














——— CENTER (ERIC).” INFORMATION CENTER (ERIC).” 








Documents will be processed as indicated provided reproduction quality permits. If permission to reproduce is granted, but neither box is checked, 
documents will be processed in both microfiche and paper copy. 








tniested chove. taprotasten tum So UC mierofehe by ponents eter Gan GC employsss ond to system euntestene remabes 


issi of microfiche ‘by libraries and other service 
agencies to satisty information needs of educators in response to discrete inquiries.” 
Sig : Printed Name: 
Organization: 














Position: 
Address: Tel. No.: 
Zip Code: Date: 





























DOCUMENT AVAILABILITY INFORMATION (Non-ERIC Source) 





If permission to reproduce is not granted to ERIC, or, if you wish ERIC to cite the availability of the document from 
another source, please provide the following information regarding the availability of the document. (ERIC will not an- 
nounce a document unless it is publicly available, and a dependable source can be specified. Contributors should also be 
aware that ERIC selection criteria are significantly more stringent for documents which cannot be made available through 
EDRS.) 








Publisher/Distributor: 
Address: 











Price Per Copy: Quantity Price: 

















REFERRAL TO COPYRIGHT/REPRODUCTION RIGHTS HOLDER 





If the right to grant reproduction release is held by someone other than the addressee, please provide the appropriate 
name and address: 
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ERIC Network Components 


There are currently sixteen (16) ERIC Clearinghouses, each responsible for a major area of the field 
of education. Clearinghouses acquire, select, catalog, abstract, and index the documents 
announced in Resources in Education (RIE). They also prepare interpretive summaries and 
annotated bibliographies dealing with high interest topics and based on the documents analyzed 
for RIE; these information analysis products are also announced in Resources in Education. 


ERIC Clearinghouses: 
ADULT, CAREER, AND VOCATIONAL EDUCATION (CE) 
Ohio State University 
National Center for Research in Vocational Education 
1960 Kenny Road 
Columbus, Ohio 43210-1090 
Telephone: (614) 486-3655; (800) 848-4815 


COUNSELING AND PERSONNEL SERVICES (CG) 
University of Michigan 

School of Education, Room 2108 

610 East University Street 

Ann Arbor, Michigan 48109-1259 

Telephone: (313) 764-9492 


EDUCATIONAL MANAGEMENT (EA) 
University of Oregon 

1787 Agate Street 

Eugene, Oregon 97403-5207 
Telephone: (503) 686-5043 


ELEMENTARY AND EARLY CHILDHOOD EDUCATION (PS) 


University of Illinois 

College of Education 

805 West Pennsylvania Avenue 
Urbana, Illinois 61801-4897 
Telephone: (217) 333-1386 


HANDICAPPED AND GIFTED CHILDREN (EC) 
Council for Exceptional Children 

1920 Association Drive 

Reston, Virginia 22091-1589 

Telephone: (703) 620-3660 


HIGHER EDUCATION (HE) 
George Washington University 
One Dupont Circle, N.W., Suite 630 
Washington, D.C. 20036-1183 
Telephone: (202) 296-2597 


INFORMATION RESOURCES (IR) 
Syracuse University 

School of Education 

Huntington Hall, Room 030 
Syracuse, New York 13244-2340 
Telephone: (315) 423-3640 


JUNIOR COLLEGES (JC) 

University of California at Los Angeles 
Mathematical Sciences Building, Room 8118 
405 Hilgard Avenue 

Los Angeles, California 90024-1564 
Telephone: (213) 825-3931 


LANGUAGES AND LINGUISTICS (FL) 
Center for Applied Linguistics 

1118 22nd Street, N.W. 

Washington, D.C. 20037-0037 
Telephone: (202) 429-9551 


READING AND COMMUNICATION SKILLS (CS) 


Indiana University 

Smith Research Center 
2805 East 10th Street 
Bloomington, IN 47405-2373 
Telephone: (812) 335-1236 


RURAL EDUCATION AND SMALL SCHOOLS (RC) 
New Mexico State University 

Computer Center, Room 218, Stewart Street 
Department 3 AP, Box 30001 

Las Cruces, New Mexico 88003-0001 

Telephone: (505) 646-2623 


SCIENCE, MATHEMATICS, AND 
ENVIRONMENTAL EDUCATION (SE) 


Ohio State University 

1200 Chambers Road, Room 310 
Columbus, Ohio 43212-1792 
Telephone: (614) 292-6717 


SOCIAL STUDIES/SOCIAL SCIENCE EDUCATION (SO) 


Indiana University 

Social Studies Development Center 
2805 East 10th Street 
Bloomington, Indiana 47405-2373 
Telephone: (812) 335-3838 


TEACHER EDUCATION (SP) 

American Association of Colleges for Teacher Education 
One Dupont Circle, N.W., Suite 610 

Washington, D.C. 20036-2412 

Telephone: (202) 293-2450 


TESTS, MEASUREMENT, AND EVALUATION (TM) 
American Institutes for Research (AIR) 

Washington Research Center 

1055 Thomas Jefferson St, N.W. 

Washington, D.C. 20007-3893 

Telephone: (202) 342-5060 


URBAN EDUCATION (UD) 
Columbia University 

Teachers College 

Main Hall, Room 300, Box 40 
525 West 120th Street 

New York, New York 10027-9998 
Telephone: (212) 678-3433 





Sponsor: 
EDUCATIONAL RESOURCES INFORMATION CENTER 
(Central ERIC) 
Office of Educational Research and Improvement (OERI) 
U.S. Department of Education 
Washington, D.C. 20208-1235 
Telephone: (202) 357-6289 


Centralized Database Management: 


ERIC PROCESSING & REFERENCE FACILITY 
ORI, Inc., information Systems 

4350 East-West Highway, Suite 1100 

Bethesda, Maryland 20814-4475 

Telephone: (301) 656-9723 


February 1988 


Document Delivery: 


ERIC DOCUMENT REPRODUCTION SERVICE 
Computer Microfilm Corporation 

3900 Wheeler Avenue 

Alexandria, Virginia 22304-5110 

Telephone: (703) 823-0500; (800) 227-3742 


Commercial Publishing: 


ORYX PRESS 

2214 North Central Avenue at Encanto 
Phoenix, Arizona 85004-1483 

Telephone: (602) 254-6156; (800) 457-6799 
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FF AL BUSINESS 


2 PRIVATE USE $30 SPECIAL 4th CLASS RATE BOOK 


SUBJECT INDEX 


AUTHOR INDEX 


INSTITUTION INDEX 





PUBLICATION TYPE INDEX ERIC! PRICE CODES 


Price Code Pagination Price 





PC 01 - 25 $ 1.94 
PC 02 - 50 3.88 
PC 03 - 75 5.82 
PC 04 -100 7.76 
PC 05 1-125 9.70 
PC 06 -150 11.64 
PC 07 -175 13.58 


CLEARINGHOUSE NUMBER/ED NUMBER Se = an 
CROSS REFERENCE INDEX °C 10 i joy 


ADD $1.94 FOR EACH ADDITIONAL 25 PAGES 
OR FRACTION THEREOF 


No. of 
Price Code Pagination Fiche Price 





MF 01 1 - 480 1-5... $.82 
MF 02 481 - 576 98 
MF 03 577 - 672 1.14 
MF 04 673 - 768 1.30 
MF 05 769 - 864 1.46 
MF 06 865 - 960 10...1.62 
MF 07 961 - 1,056 11 1.78 


ADD $0.16 FOREACH ADDITIONAL MICROFICHE 
(1-96 PAGES) 














